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Abstract 


An uncoupled Computational Fluid Dynamics Direct Simulation Monte Carlo 
(CFD DSMC) technique is developed and applied to provide solutions for continuum 
jets interacting with rarefied external flows. The technique is based on a correlation 
of the appropriate Bird breakdown parameter for defining a surface within which the 
continuum solution is unaffected by the external flow-jet interaction. This surface is 
then used to uncouple the continuum CFD solution from the non-continuum DSMC 
solution to obtain a solution for the entire flow field including the interaction region. 
The technique is applied to two problems to assess and demonstrate its validity: one of 
a jet interaction in the transitional rarefied flow regime and the other in the moderately 
rarefied regime. 

The correlation is obtained by analyzing the structure of various Bird breakdown 
surfaces for a range of jet to free stream conditions, and the results show that the 
appropriate Bird breakdown surface for uncoupling the continuum and non-continuum 
solutions is a function of a non-dimensional parameter relating the momentum flux and 
collisionality between the two interacting flows. The correlation is exploited for the 
simulation of a jet interaction modeled for an experimental condition in the transitional- 
rarefied flow regime and the validity of the correlation is demonstrated. This is the first 
time such a correlation has been obtained for defining a Bird breakdown parameter 
appropriate to a continuum jet with a rarefied flow. 
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The uncoupled technique is also applied to an aerohraking flight condition for the 
Mars Global Surveyor spacecraft with attitude control system jet interaction. Aerody- 
namic yawing moment coefficients for cases without and with jet interaction at various 
angles-of-attack were predicted, and results from the present method compare well with 
values published previously. The flow field and surface properties are analyzed in some 
detail to describe the mechanism by which the jet interaction affects the aerodynamics. 
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Preface 


The present research effort was initiated at the NASA Langley Research Cen- 
ter Aerothermodynamics Branch because there was a need to better understand and 
predict the effects of reaction control system jets on vehicle aerodynamics in the rar- 
efied flow regime, where the flow field surrounding the vehicle contains both continuum 
and non-continuum fluid. The effect of reaction control system jet interaction is not 
well understood in the rarefied flow regime and may have an unanticipated influence 
on vehicle aerodynamics. Typically, these effects are obtained from conventional wind- 
tunnel-derived empirical relationships, and large variances are allowed in the vehicle 
flight control laws that use the relationships to account for the uncertainty. However, 
with emerging computational tools and techniques, such as massively parallel, multi- 
processor computers and direct simulation Monte Carlo method computer codes written 
to take advantage of the multi-processor capability, problems, which were previously too 
large to simulate numerically, can now be solved routinely. To this end, the methodology 
developed during the course of this study can be applied to numerically predict effects 
of a reaction control system on vehicle aerodynamics in the rarefied flow regime for up- 
coming aerospace vehicles such as the reusable launch vehicle (RLV) and the Future-X. 
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Chapter 1 

Literature Review of Jet Interaction Flows 

1.1 Challenge of a Jet Interacting with Rarefied Flow 

A critical design concern for vehicles that pass through the rarefied regime of an 
atmosphere, either during a deorbit or to accomplish an orbital aerobrake maneuver, is 
vehicle stability and control. In this less dense portion of an atmosphere where density 
changes rapidly with altitude, common vehicle aerodynamic control surfaces such as 
elevons, wing and body flaps, and rudders, etc. are not effective. When these surfaces 
are deflected, generated forces are small and generally not large enough to adequately 
produce stable flight control. Active flight control in the rarefied regime is obtained 
using a reaction control system (RCS). The RCS is an arrangement of jet thrusters 
placed strategically about the vehicle surface offset from the center of gravity, which 
produces forces that generate moments and control vehicle roll, pitch, and yaw. Because 
the RCS jets issue from the vehicle surface as a continuum plume, it is important in the 
vehicle design to understand the effect of the interacting continuum jet with the locally 
changing rarefied flow field on vehicle aerodynamics. 

For example, as the Shuttle Orbiter leaves orbit for an atmospheric entity, the RCS 
is initially the only vehicle control mechanism. After passing through the free molecular 
regime during entry, the Shuttle Orbiter enters the rarefied flight regime. The number 
density of the free stream increases with decreasing altitude, and the RCS jets begin to 
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interact with the local flow. The RCS provides vehicle control for the Shuttle Orbiter 
through the transition from the rarefied to the continuum regime until the aerodynamic 
control surfaces become effective trim devices. Roll control jets arc operated down to a 
flight dynamic pressure of 480 Pa, and pitch control jets to a dynamic pressure of 960 Pa 
(Kanipe [41]). However, the aft yaw RCS jets are required for trim from entry interface 
with the atmosphere down to flight speeds of about Mach number one (Kanipe [41] and 
Romere et al. [67]). 

Early experience with the Shuttle Orbiter showed that the RCS jet interaction 
scaling parameters from conventional wind tunnel tests marginally predicted hypersonic 
aerodynamic flight characteristics in the rarefied and near rarefied continuum regimes 
(For example, see Kanipe and Roberts [42], Kanipe [41], Romere et al. [67], and Scal- 
lion [74].). During the first Shuttle Orbiter entry, discrepancies between flight and pre- 
dicted vehicle aerodynamics were observed from the rarefied down to the continuum 
regime at about Mach number 10. Pitching moment based on body flap deflection was 
not predicted correctly (Throckmorton [83]), and induced rolling moment from aft RCS 
yaw jet interaction was over predicted (Kanipe and Roberts [42], Romere et al. [67], 
Allegre et al. [3]; and Scallion [74]). The aerodynamic predictions for the Shuttle Or- 
biter were based on Mach 10 wind tunnel experiments and extrapolated to higher flight 
Mach numbers using scaling parameters (Kanipe and Roberts [42] and Kanipe [41]). 
Rarefaction and high-temperature effects during high Mach number flight are different 
from those in the wind tunnel, which may lead to an incorrect simulation (Allegre et 
al. [3]). Scallion [74] suggests the most probable cause of the discrepancy between wind 
tunnel and flight RCS interaction effects is not including vehicle wake correlations in the 
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scaling parameter definition. Although discrepancies existed between predictions and 
flight, the uncertainty boundary of the flight control system during the Shuttle Orbiter 
first, flights was wide enough to compensate for the differences (Kanipe [41] and Romere 
et al. [67]). 

The National Aeronautics and Space Administration (NASA) Shuttle Orbiter has 
been operational for almost two decades using technologies developed nearly thirty years 
ago. Laws of the vehicle flight control system are empirically based, obtained first by 
extrapolated wind tunnel scaling parameters, then modified as flight operational data 
became available. NASA has proven by the success of the program that aerodynamic 
control of the Shuttle Orbiter can be maintained during descent from orbit. The gross 
effect of the RCS jet interaction on vehicle control is known through flight experience, 
but local flow field and surface effects caused by the interaction are not well understood 
(Scallion [74]). By understanding better the effects of RCS jet interactions, especially in 
the rarefied high-speed flight regime, the uncertainty in force and moment predic tions 
will be reduced, thus increasing flight control efficiency (Romere et al. [67]). 

In an effort to ensure reliable and affordable future access to space for the nation, 
NASA is developing new technologies for a next generation single-stage-to-orbit (SSTO) 
reusable launch vehicle (RLV) (Throckmorton [83] and Goldin [32]). The RLV is planned 
to complement and eventually replace the current Shuttle Orbiter space transportation 
system. Because the RLV will operate in a flight regime similar to that of the Shuttle 
Orbiter, it will clearly need an RCS during orbital maneuvers and atmospheric entry 
at the end of a mission. The effects of the RCS jet interaction on the Shuttle Orbiter 
aerodynamic characteristics is well known by experience throughout the flight profile; 
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however, these effects are configuration specific, and the extensive database is not appli- 
cable to other vehicle classes (Scallion [74]). Therefore, studies of the RCS interaction 
effects applicable to the RLV configuration should be undertaken. Of interest are RCS 
interactions during entry through the rarefied, near-rarefied, and continuum flow regimes 
where scaling laws from conventional wind tunnels will need to be refined using results 
from numerical studies to provide an adequate flight aerodynamic database. 

Much international interest has recently been generated in defining effects of RCS 
interactions for planned space vehicles entering the Earths atmosphere after orbit. The 
H-II Orbiting Plane (HOPE), an unmanned Japanese reusable space transportation ve- 
hicle, was designed to use RCS for control during its transit through the rarefied regime 
after deorbit (Yamamoto [96] and Nagai et al. [54]). Flight tests to verify computational 
fluid dynamics (CFD) and experimental scaling parameters have been accomplished on 
the Japanese Hypersonic Flight Experiment (HYFLEX) (Watanabe and Takaki [91] and 
Watanabe et al. [90]). Analysis of flight data from HYFLEX was planned to aid in the 
development of HOPE (Watanabe et al. [90]). The European Space Agency (ESA) also 
had an interest in defining the effects of RCS interactions for their HERMES space vehi- 
cle. Pbrtner [61] reviewed the Shuttle Orbiter RCS scaling parameters used for predicting 
aerodynamic flight performance, made recommendations for HERMES RCS wind tunnel 
tests (Pbrtner [61]), and tested the HERMES 1.0 configuration in the German DLR V2G 
hypersonic vacuum tunnel to assess RCS interaction effects on the thruster leading edge 
(Pbrtner [62]). Although the HOPE (Kallender [40]) and the HERMES programs have 
been cut or scaled back significantly, early RCS interaction studies show the importance 
placed on an RCS interaction database for these vehicles. 



Another class of vehicles, planetary probes such as the Magellan and Mars Global 
Surveyor (MGS), used RCS in a rarefied atmosphere during the actively controlled aer- 
obraking phase of their missions; for example, see Rault [G3], Rault et al. [65], Shane et 
al. [76], and Shane [77], A planetary exploration program has been established and the 
MGS is the first spacecraft of a series of orbiters and landers of the Mars Surveyoi Pro- 
gram (NASA [55] and Goldin [32]). A pair of spacecraft is planned to be sent to Mars 
every twenty-six months for the next five years. The next surveyor missions are the 
Mars Surveyor 1998 and the Mars Surveyor 2001; the Mars Surveyor 1998 was launched 
December 11, 1998 and is presently in the cruise phase of the mission to Mars. Both 
the MGS and Mars Surveyor 1998 are actively controlled by RCS during aerobrakmg 
maneuvers to correct any anomaly in the vehicle trajectory while circularizing the orbit 
about Mars. 

Rault [63] studied an actively controlled aerobraking maneuver of the Magellan 
spacecraft in the atmosphere of Venus using the direct simulation Monte Carlo (DSMC) 
method. After the primary surface mapping mission objectives were met, interest focused 
on obtaining higher resolution atmospheric planetary measurements, which required the 
spacecraft to be placed into a lower Venus orbit. Rault [63] used a DSMC molecular 
simulation to analyze aerodynamic characteristics of Magellan during flight through the 
rarefied atmosphere. For one of the final experiments of Magellan in 1993, the Windmill 
Experiment, RCS was used to offset torque induced by the solar panels pinwheeling while 
the spacecraft traveled about the lower orbit. One goal of the experiment was to obtain 
an indirect measurement of solar panel and vehicle surface momentum accommodation 
in the Venus atmosphere (Rault et al. [65]). Large discrepancies existed between flight 
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data and aerodynamic moments predicted by a free molecular analysis. Application of 
the DSMC by Rault et al. [65], in which the RCS jets were modeled as a source flow 
from the vehicle surface, showed better agreement with the flight data. The much higher 
density RCS jet plumes interacted with the free stream and shadowed the solar panels 
and a portion of the spacecraft from the lower density incoming flow, thus affecting 
vehicle aerodynamic loads. 

The DSMC technique was also applied by Rault et al. [65] to predict aerodynamics 
of the MGS from RCS interaction during Mars orbital aerobraking maneuvers. A jet 
flow model, similar to the one used for the Magellan DSMC study, was incorporated 
to include the RCS jets in the simulation. The study showed that an effective thrust 
reversal will occur on the MGS because of jet interaction effects when the RCS is fired 
during orbital periapsis, an unexpected result. The RCS jets fpr both of the planetary 
studies was simulated as an inflow of molecules into the DSMC computational domain 
from discrete locations on the spacecraft surface. Shane et al. [76] have applied the same 
technique to analyze the aerodynamic effects of an unlocked and out-of- alignment MGS 
solar panel during the RCS burn phase of the aerobraking maneuver with the Martian 
atmosphere. The study provides details of the extent of thnist reversal as a function of 
orbital altitude (that is, free stream number density). Although specific aerodynamic 
characteristics of planetary aerobraking in the rarefied regime during an RCS jet firing for 
Magellan and MGS have been studied (Rault [63], Rault et al. [65], and Shane et al. [76]), 
more investigations will be necessary to quantify aerobraking vehicle aerodynamics for 
future planetary missions because interaction effects from RCS jets in the rarefied flow 


regime are configuration specific. 
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Defining the effects of RCS interactions in the rarefied flight regime poses unique 
challenges for the vehicle design and aerodynamic control. Extensive RCS interaction 
wind tunnel tests were performed for the Shuttle Orbiter design because numerical tech- 
niques were at that time considered unreliable. Experimental scaling parameters were 
derived from wind tunnel test results and extrapolated to flight as vehicle control laws. 
As confidence in numerical techniques has grown, a different approach has evolved to de- 
fine the effects of RCS interactions. The method proposed and begun by the Japanese to 
define the effects of RCS interactions for the HOPE space vehicle was to develop scaling 
parameters based on a mix of computational fluid dynamics (CFD) simulations and wind 
tunnel and flight experiments. Recent studies of the RCS interacting flow field for plan- 
etary probes during actively controlled aerobraking maneuvers have been performed as 
molecular simulations using the DSMC technique. Results from the DSMC RCS studies 
for the Magellan and MGS missions have provided physical insight into the flow physics 
of rarefied jet interactions, in particular, the high density jet plume shadowing the free 
stream and causing a thrust reversal in the rarefied flight regime. 

1.2 Jet Interactions in Various Flow Regimes 

Described in Section 1.1 are specific examples of vehicles that encounter jet in- 
teractions with rarefied free stream. Presented in this section is a bi ief overview of jet 
interactions with non-rarefied free stream conditions and some recent generic experimen- 
tal and computational jet interactions with rarefied free stream flow. 

Interacting jet flows have many practical engineering applications, which extend 
from hypersonic near free molecular interactions to low speed continuum fiee stream flow 
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interactions. A review of currently available methods, which can be applied to study jet 
interactions, shows that traditionally, wind tunnel experiments have defined the physi- 
cal aspects of a given problem. Recently, however, with the arrival of supercomputers 
and advanced computational techniques, jet interactions are being explored numerically. 
Both numerical and experimental techniques have strengths and weaknesses: Computa- 
tional studies can provide a solution of all relevant properties over an entire domain of 
interest, whereas, an experiment provides only those properties that can be physically 
measured or inferred from measurements. Computational techniques do suffer grid res- 
olution, convergence, and other problems, which are topics of current research efforts. 
However, the combination of both experimental and computational techniques applied 
to a given jet interaction study provides much greater understanding of fundamental 
flow physics than either technique can provide independently. 

1.2.1 Free Molecular Flow Regime 

The weakest jet interaction with the free stream occurs in the free molecular flow 
regime. Jet thrusters of an RCS are used for vehicle control during maneuvers such as 
orbital adjustments, docking, moon landing, and manned extravehicular activities (EVA) 
(Dettleff [19]). Generally, jet interactions with the free stream flow are negligible on orbit 
because the space surrounding the vehicle has very few molecules with which the high 
density RCS jet flow can interact. The RCS jet expands freely in this regime and provides 
thrust for vehicle control. Dettleff [19] has extensively reviewed jet plume flow for space 
technology applications. Although jet interactions with the free stream are not a concern, 
defining plume impingement effects on surrounding vehicle structural components is 
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important. Mass, momentum, and energy are transferred from the jet plume to the 
surrounding vehicle structure and cause contamination, undesired forces, and structural 
heating. The thorough review of plume impingement by Dettleff [19] includes discussions 
of the effects of jet exit Reynolds number, jet plume specific heat ratio, angle and source 
distance of the plume surface impingement, multiple jets interacting, and correlations of 
these effects derived from vacuum tunnel experiments. 

Recently, Lumpkin et al. [47] and Rault [64] studied plume impingement from 
Shuttle Orbiter RCS during docking maneuvers with the Russian space station Mir to 
ensure jet plume impingement pressure and heat loads did not damage the Mir solar 
panels or cause attitude control problems. Prior to this type of numerical study, plume 
impingement effects would be quantified by engineering codes making use of corrections 
such as those presented by Dettleff [19]; however, the Shuttle Orbiter docking maneuver 
with the Mir was simulated by a combined CFD DSMC approach to provide an indepen- 
dent assessment of pressure and heat loads. The CFD solution technique was applied to 
the expanding plume flow in the immediate vicinity outside of the RCS nozzle exit, and 
a continuum breakdown boundary, the Bird breakdown surface (Bird [11]), was obtained 
from the CFD solution of the expanding plume. A breakdown surface defined the outer 
extent of the RCS plume continuum flow region where the Navier Stokes equations are 
applicable. Flow’ properties from the CFD solution at the breakdown surface location 
were then used as an inflow boundary for a molecular simulation applied by the DSMC 
technique. This uncoupled CFD-DSMC approach of Lumpkin et al. [47] and Rault [64] 
provided high fidelity estimates for pressure and heat loads on the Mir space station 
from close proximity Shuttle Orbiter RCS engine firing during docking maneuvers. 
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The Germans (See Rosenhauser et al. [68].) have also used an uncoupled CFD 
DSMC technique to predict flow from an expanding thruster plume. An experimental 
study in the Deutsches Zentrum fur Lulf- und Raumfahrt (DLR) high vacuum plume 
test facility, Simulationsanlage fiir Treibstrahlen Gottingen (STG), simulated plumes 
from a 0.5 N conical thruster into a high vacuum background environment. For the 
numerical simulation of the nozzle and plume flow, CFD was performed to the nozzle 
exit for the high Reynolds number case and inside the nozzle otherwise, where the local 
Knudsen number, Kn, was less than 0.05. The interface between the CFD and DSMC 
was uncoupled for these calculations; that is, information was allowed to pass only from 
the CFD to the DSMC solution domain, which is appropriate for such an expanding 
flow. Comparison between the experiment and numerical simulation was generally good; 
however, a more accurate modeling of the nozzle wall temperature distribution may 
decrease the difference between the two [68]. 

Not only are RCS thrusters a source of gas impingement for vehicles in orbit, 
but venting and outgassing from the vehicle surface pose a contamination threat to the 
vehicle. Rault and Woronowicz [66] have applied the DSMC technique to analyze sur- 
face contamination on the halogen occultation experiment (HALOE) telescope optics on 
the Upper Atmospheric Research Satellite (UARS) from surface outgassing, equipment 
venting, and attitude thruster firing while in orbit. Molecules from surface sources were 
introduced into the DSMC computational domain as either emitting gases with no bulk 
velocity or as drifting Maxwellian free jets. The study provided simulations of the local 
contamination field and surface contamination on the UARS HALOE instruments, which 
showed that estimates based on engineering codes were too conservative. 
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RCS impingement and surface outgassing studies such as those described above 
show the usefulness of the DSMC technique in analyzing flow about vehicles in orbit in 
the free molecular flow regime. The DSMC technique has almost become a necessary 
tool for the spacecraft designer in determining contamination, pressure, and heat loads 
for space vehicles in orbit. Although engineering codes that predict contamination fields 
about satellites with line-of-sight view factors using approximations such as those given 
by Dettleff [19] provide a first order estimate of the effects of the plume impingement 
contamination, DSMC molecular simulations provide a more accurate estimate of the 
contamination flow field. Intermolccular collisions and multiple surface interactions are 
modeled directly with DSMC, as opposed to the ad hoc models for the return flux used 
in engineering codes. With DSMC techniques and computational resources improving, 
accurate DSMC calculations of the flow field and surface contamination about geomet- 
rically complex satellites in orbit can now be performed with short turnaround times 
on desktop workstations (Rault, and Woronowicz [66]). A deficiency with the method 
presented by Rault and Woronowucz [64] and [66], however, is that accuracy in the con- 
tinuum flow region adjacent to the outgassing surface or thruster plume was limited 
because the DSMC technique required excessive computational resources to provide a 
complete representation of the flow field in those regimes. 

1.2.2 Rarefied Flow Regime 

In addition to studies of configuration-specific RCS jet interactions in the rarefied 
flow regime described above in Section 1.1, some recent generic experimental and compu- 
tational studies of rarefied flow 7 interacting with continuum jets have been accomplished. 
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These studies were performed to increase fundamental understanding of the flow physics 
and resultant surface effects from jet interaction with a rarefied free stream flow on sim- 
ple shapes. The experiments also provide a database to validate existing and developing 
computational techniques, which can then be applied to obtain jet flow field interactions 
for the more complex flight configurations and flight conditions. 

1.2. 2.1 Experimental Studies 

A French experiment performed in the SR3 wind tunnel of the Centre National de 
la Recherche Scientifique (CNRS) in Meudon, France (Allegre and Raffin [3] and Allegre 
et al. [4]) models a jet interaction in a corner to simulate effects such as those caused by 
an RCS jet near a wing-fuselage juncture. The model used in the experiment is shown 
in Figure 1.1. Two sharp leading edge flat plates oriented perpendicular to each other 
form a corner. The horizontal plate has an orifice oriented normal to its surface through 
which a supersonic jet is injected. Both plates, at zero incidence to a rarefied Mach 20 
N 2 free stream, were instrumented with pressure orifices. Surface pressure distributions 
and surface oil flow visualizations at various free stream and jet flow conditions from the 
experiment are presented by Allegre and Raffin [3]. 

Also, the British have recently performed jet interaction experiments using generic 
models in the Low Density Nitrogen Tunnel (LDT) at the Defence Evaluation and Re- 
search Agency (DERA) in Farnborough, United Kingdom (Gilmore and Warburton [28], 
Gilmore [27], and Warburton [88]). Gilmore and Warburton [28] experimentally and nu- 
merically studied the jet interaction flow about an 8° sphere cone with an axisyxnmetric 
annular jet. The sphere cone was also tested with a circular disk at the jet injection 
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Fig. 1.1. Jet interaction corner flow model of Allegre and Raffin [3]. 
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location, which represented a jet-type obstruction to the flow. CFD was applied to both 
configurations and DSMC was applied to the configuration with the circular disk attach- 
ment. It was determined that flow solutions from both axisymmetric CFD and DSMC 
simulations did not adequately model all of the flow and surface effects produced during 
the experiment. CFD provided good agreement in the high density vortical flow region 
upstream of the circular ring, and the DSMC solution was in good agreement elsewhere 
in the low density flow regions. These results are expected since the flow about the 
configuration is mixed; that is, it consists of a low density, rarefied flow over the forward 
portion of the body from the nose to a high density, vortical flow region in the vicinity 
of the circular ring protuberance. The Navier Stokes equations, as applied by CFD, are 
appropriate to describe the flow field in the high density region; elsewhere in the rar- 
efied flow region, the computational grid was sufficiently resolved to produce an accurate 
molecular simulation by the DSMC technique. 

Additionally, Warburton [88] experimentally studied jet interactions with a sharp 
leading edge flat plate configuration in the LDT. Heated nitrogen gas was expanded to 
provide a free stream flow at a nominal Mach number of 9.84, static temperature of 65K, 
and static pressure of 5.4 Pa. The interacting jet was expanded from a plenum to a 
sonic condition at the nozzle exit and released perpendicular to the flat plate surface. As 
with the experiment of Gilmore and Warburton [28], the experiment of Warburton [88] 
offers an opportunity to study a jet interaction with a combination of both CFD and 
DSMC solution techniques because the free stream flow is rarefied and the interacting 
jet is continuum. However, the experiment of Warburton provides a three-dimensional 
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jet interaction rather than the axisymmetric jet interaction that was studied in the 
experiment of Gilmore and Warburton [28]. 

1.2. 2. 2 Computational Studies 

Some of the experiments described in Section 1. 2.2.1 have provided test conditions 
for numerical studies. Wilmoth and Tartabini [95] and Tartabini et ah [82] applied 
the DSMC technique to the French corner flow jet interaction experiment. For the 
simulation, the jet flow at the nozzle exit was “modeled as a circular disk contained within 
the horizontal surface across which molecules are injected by sampling from a streaming 
Maxwellian distribution” (Wilmoth and Tartabini [95]). Molecules were ejected from 
the surface with an average velocity and temperature based on calculated nozzle exit 
conditions. Results of the DSMC study showed the simulation produced higher jet 
induced wall pressure than was measured during the experiment. A similar modeling 
of jet flow was chosen by Rault et al. [65], Shane et al. [76]. and Shane [77] for the 
DSMC simulation of both the Magellan and MGS during actively controlled planetary 
aerobraking maneuvers. If the jet plume flow near the nozzle is in a continuum state, 
application of the DSMC technique to the near nozzle exit flow is not appropriate. 
Instead, a mixed solution methodology, which captures the continuum flow by a CFD 
solution and the rarefied flow by a DSMC simulation, would yield the proper flow field 
solution. 

Recent research efforts have focused on developing hybrid CFD and DSMC tech- 
niques to provide solutions for mixed flow regimes. Wadsworth and Ervin first developed 
a one- dimensional scheme [85], which was applied to a rarefied normal shock wave, then 


16 


a two-dimensional scheme [86], which was applied to rarefied flow through a slit. Issues 
such as the interface location, CFD to DSMC coupling techniques, and the extension of 
the technique to three-dimensional problems are discussed. Hash and Hassan [36] have 
also developed a hybrid CFD-DSMC solution technique to analyze the flow about an 
axisymmetric blunted cone configuration. Merits of a coupled and an uncoupled method 
to solve the flow field were compared, and Hash and Hassan [36] concluded that for the 
blunted cone configuration, the decoupled CFD DSMC solution technique is appropri- 
ate. Garcia et al. [26] have studied flow about a microscopic sphere by embedding a 
fine scale DSMC patch within a CFD grid to study the mapping of coarse scale grid 
with fine scale grid properties through buffer cells. The most ambitious hybrid CFD- 
DSMC technique, however, has been accomplished by Roveda et al. [70] and [69]. The 
technique allows non-equilibrium flow regions to be embedded, and move in a time ac- 
curate manner, within an inviscid continuum flow regime. Roveda et al. [70] discuss the 
non-equilibrium-continuum interface location, frequency of coupling, and regridding to 
follow unsteady patch movement, and apply the technique to a two-dimensional unsteady 
rarefied slit flow 7 [69]. 

Depending on the type of mixed continuum non-continuum flow field, one of three 
interfaces between the regions can be used [70]: uncoupled, weakly coupled, and strongly 
coupled. If flow field information travels in the downstream direction only, an uncoupled 
technique is applicable, for example, the flow of an expanding plume moving downstream 
from the nozzle exit. Therefore, an uncoupled solution, with the continuum and rarefied 


regions uncoupled at the proper interface location, is sufficient to describe the entire flow 7 
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field. As discussed previously, Lumpkin et al. [47], Rault [64], and Rosenliauser et al. [68] 
have produced solutions for expanding plume flows using the uncoupled technique. 

Recently, Glass and LeBeau [30] and Glass [29] have applied an uncoupled tech- 
nique to a study of jet interactions with the geometric configuration based on the exper- 
iment, of Warburton [88] and have obtained three-dimensional numerical results for the 
experimental test conditions. Although the technique was demonstrated and solutions 
were presented in the studies, no experimental results were available for comparison. 

1.2.3 Continuum Flow Regime 

Jet interactions for aeronautical applications have been most extensively studied 
for flows in the continuum regime. Cross-flow jet interactions are used in aeronautical 
vehicle power plants to mix fuel either in an internal combustion or turbojet, engine, 
and more recently in research supersonic combustion ram jet (SCRAMjet) engines. The 
lateral transfer of fuel through an injector into air forms a mixture, which is compressed 
and ignited to produce power (Eastop and McConkey [20]). For hypersonic flight, cross 
flow interaction has been studied to define fuel mixing efficiency in SCRAMjet engines by 
Fuller [24]. Also, control devices on some aeronautical vehicles are cross-flow jets. Some 
high performance fighter aircraft use cross-flowing jets for lateral momentum transfer 
to increase maneuverability. The AV-8B Harrier can vector its thrust to rapidly change 
flight path. Vectored thrust is planned for use with the next generation fighter aircraft to 
decrease take-off distance and increase in-flight maneuverability (See Flinn [23] and Far- 
ley [22].). Thrust vectoring flight control may soon be available for commercial aircraft 
(Gal-Or [25]). High-speed interceptor-type missiles may use jet interaction for steering 
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control. At high-speed free stream conditions, a cross-flow jet produces both a “direct” 
thrust from the jet momentum flux and an “indirect” thrust as the jet interaction affects 
the local surface pressure distribution (Ward [89]). Amplification factor correlations are 
available for some high-speed continuum jet interactions (Spaid and Cassel [79]), but the 
correlations are geometry specific. 

To complete the general discussion of jet interactions, a few types of low speed 
interactions are briefly discussed. Some more ordinary applications of cross-flow jet 
interactions are to transfer mass and heat into the atmospheric and aquatic environment. 
For example, the fireplace in a home, municipal trash burning, or burning coal or oil by 
heavy industry produce heat and smoke. The smoke is discharged as a low speed plume 
from a chimney or smokestack and mixes with and is convected away by the surrounding 
atmosphere. Heat is also transferred into the environment in water plumes. For example, 
coolant water, after being circulated through the heat exchanger of an electric power 
plant steam condenser, increases in temperature and in some cases is discharged as a low 
speed plume into a large moving body of water to transfer heat. 

1.3 Summary- 

All of the above applications of cross-flow jet interactions have a common at- 
tribute. Either by experimentation, application of the integral or differential conservation 
laws, engineering approximations, or other numerical techniques, a base of information 
can be obtained to predict the mixing behavior and the effect of the interacting (or 
for free expanding, non-interacting) jet or plume or on the surrounding medium. In 
the continuum regime, wind tunnels, water tunnels, engineering approximations and 
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codes, and CFD adequately represent the flow process and its effects, which can then 
be factored into specific design criteria. In the free molecular regime, vacuum chamber 
experiments, collisionless flow analysis, and recently, DSMC simulations describe the ex- 
panding flow and surface impingement with confidence. Plume and jet interaction flow 
in the free molecular and continuum regimes have been studied extensively. See, for 
example, Dettleff [19] and Spaid and Cassel [79], respectively, for review papers on the 
subjects. However, jet. interaction with a rarefied hypersonic flow has been less studied, 
and a database of fundamental knowledge of the phenomena and how best to quantify 
jet interaction effects for specific configurations is needed. 



20 


Chapter 2 


Uncoupled CFD— DSMC Technique 


As discussed in Chapter 1, a need exists to accurately model and understand 
effects of jet interactions in the rarefied flow regime for the next generation space vehi- 
cles, upcoming planetary exploration probes, and other vehicles that use active control 
because they will require RCS to maintain flight stability during atmospheric entry or 
aerobraking maneuvers. The present research effort is intended to develop a numerical 
strategy that can be applied to geometry specific problems and provide fundamental 
understanding of the interaction between a continuum jet and a rarefied flow for these 
problems. 

2.1 Jet Interaction Flow Field 

A jet interacting with a rarefied flow field consists of mixed flow regimes: an outer 
rarefied region, an embedded inner continuum jet plume region, and an interaction zone 
between the two regions. A solution to this mixed flow r requires the use of both the 
CFD and DSMC techniques with an appropriate interface. Theoretically, a molecular 
simulation applied by the DSMC technique to the entire interacting flow field, including 
the continuum jet, should yield an accurate simulation of the resultant flow. However, 
because the jet flow begins as a high density, continuum gas in a plenum chamber and 
remains a continuum gas as it initially expands from the nozzle exit into the low pressure 
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rarefied region, implementation of the DSMC technique to the entire flow field is limited 
by current computer technology and DSMC algorithms. So accurate modeling of the 
higher density jet flow by a three-dimensional molecular simulation requires computa- 
tional resources beyond the computer memory limits of today’s supercomputers because 
grid resolution needed for the DSMC technique is of the order of the local mean free 
path. Therefore, for the present method, the continuum portion of the expanding jet 
flow field is described using CFD, and the other portions of the flow are modeled using 
DSMC. 

2.2 CFD-DSMC Uncoupling at the Breakdown Surface 

State-of-the-art hybrid flow solution techniques are presently being developed, 
which apply CFD and DSMC in applicable regions to produce solutions of mixed con- 
tinuum and rarefied flow fields (See Section 1.2. 2. 2.). Roveda et al. [70] discuss issues 
associated with coupling the continuum and rarefied regions using uncoupled, weakly 
coupled, and strongly coupled techniques. For the present solution methodology, an 
uncoupled hybrid technique will be developed to simulate the jet interaction with a rai- 
efied flow. This technique is appropriate for situations where the downstream jet flow is 
unaffected by the upstream region; that is, information is passed only in the expanding 
flow direction from the high pressure region outward. For this circumstance, a CFD jet 
flow solution can then be used as an inflow boundary condition for the DSMC, which 
then applies a molecular simulation to describe the rarefied and interacting portions of 
the flow field. However, to implement such an uncoupled hybrid flow solution technique, 
a boundary must be established between the CFD and DSMC solution domains, which 
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allows the CFD solution to capture the continuum region of the plume that is relatively 
unaffected by the interaction. 

Several methods exist to establish a boundary between the continuum and rarefied 
regimes, which have been discussed by Boyd et al. [13] and Bird [11]. Boyd et al. [13] use 
a gradient length local Knudsen number, Kn qll = A/T, with the characteristic length, 
L = p/Vp, based on the local density gradient to determine the boundary between 
the continuum and rarefied regimes. Their study [13] concludes that for compression 
regions with large density gradients, such as near shock waves and stagnating flow, if 
K n GLL > 0-05? fl ie continuum approach breaks down. Bird [11], however, defines a 
continuum breakdown parameter for expanding flow. Gradients in the macroscopic flow 
properties are sustained by collisions between molecules. As the number of collisions 
decreases, these gradients cannot be maintained. The Bird breakdown parameter, P, 
provides a numerical value, which is a measure of the number of molecular collisions 
in a characteristic time for an expanding flow. For P > 0.02, the local temperature 
departs from the continuum theory because the molecular collision frequency is too low 
to provide a local equilibrium condition [11], 

Because the boundary defined by Boyd et al. [13] is based on local density gradient 
for flow compression and the Bird breakdown parameter is based on flow expansion con- 
siderations [11], the Bird breakdown parameter is used in the present study to determine 
the interface boundary between the expanding jet plume and the interaction with the 
rarefied flow field. Given a three-dimensional expanding flow solution, a Bird breakdown 
surface (Bird [9] and [11]) can be obtained. The breakdown surface provides a natural 
boundary between continuum and rarefied flow regions and, by varying the value of the 
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surface breakdown parameter, the applicable range of the Navier Stokes equations in an 
expanding flow field can be shown. 

To employ the Bird breakdown surface as a parameter to define the extent of 
the expanding jet flow when applied to a jet interaction, it will be shown that the 
appropriate value of breakdown parameter depends on both the jet and free stream flow 
conditions. The difficulty of the application is determining the breakdown surface that 
ensures the jet plume flow expands outward only and is not distorted by the interaction, 
thus allowing the jet and interaction to be uncoupled. Such a method will optimize the 
use of both the CFD and DSMC numerical techniques for a given problem without an 
iterative step to update the jet flow properties at the boundary. The present research 
provides a set of guidelines to define the proper breakdown boundaiy foi this type of 
jet interaction in the transitional rarefied regime. Numerical resources can then be best 
utilized to numerically simulate the jet interaction flow field by employing continuum 
and molecular flow analyses in the flow region where most appropriate. 

Other approaches have been proposed and employed to numerically model and 
study a continuum jet interacting with a rarefied free stream. CFD and DSMC were 
applied separately to an experiment of an axisymmetric conical configuration with an 
annular ring attached to the surface that simulated the jet plume as solid obstruction 
to the flow (Gilmore and Warburton [ 28 ]). A comparison between the numerical and 
experimental results showed that both the CFD and DSMC numerical results lacked 
a complete description of flow structures and the surface effects seen experimentally. 
In addition, the simulation was performed on an axisymmetric model, which is not 
representative of three-dimensional interactions for complex geometric configurations. 
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Wilmoth and Tartabini [95] and Tartabini et al. [82] took another approach with 
their application of the DSMC technique to jet interaction corner flow studies. The jet 
was approximated as a molecular inflow boundary at the nozzle exit on the geometric 
surface of the flat plate. Although the grid cells used for the study were dimensioned 
about twice the free stream mean free path, the jet core, which has a much smaller 
mean free path, was not adequately resolved because of considerable computational 
requirements. Flow physics of the continuum portion of the jet may not be properly 
modeled by an insufficient number of cells because gradients and local collision rates 
are not defined accurately by poor grid resolution. Also, the macroscopic properties of 
the flow in the vicinity of the continuum jet core may influence any subsequent surface 
collisions of the molecule, which are used to calculate surface pressure, skin friction, and 
heat transfer. 

An approach of combining CFD and DSMC similar to that proposed for model- 
ing the jet interaction for the present method has been applied to study free expanding 
plume impingement (Lumpkin et al. [47] and Rault [64]). The jet plume for the free 
expanding plume impingement was first modeled using CFD. A breakdown surface and 
inflow boundary conditions for the DSMC technique were obtained from the CFD so- 
lution, and DSMC was applied to obtain a molecular simulation for the remainder of 
the computational space. Additionally, no significant free stream was present to interact 
with the expanding plume. Moreover, these studies (Lumpkin et al. [47] and Rault [64]) 
defined the extent of continuum flow at a plume breakdown surface of breakdown pa- 
rameter value of 0.05. Rault [64] states the use of this breakdown value is valid because 
it is based on experimental data; however, Bird [11] suggests that breakdown parameter 
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values less than or equal to 0.02 be used to define the extent of the continuum regime for 
an expanding flow. Note that the larger the numerical value of the breakdown parameter 
the more rarefied the plume flow field. Consequently, the breakdown parameter value 
given by Bird [11] provides a more conservative evaluation of the continuum regime than 
that of Rault [64]. 

2.3 Numerical Methods 

An overview of the uncoupled CFD-DSMC technique proposed for the present 
study of the mixed flow associated with jet interactions in the rarefied regime was dis- 
cussed in the previous section. Presented in this section is a general discussion of the the 
CFD and DSMC numerical methods individually and the specific computer programs 
used to apply the numerical techniques for this study. 

2.3.1 Computational Fluid Dynamics 

Computational fluid dynamics (CFD) is a numerical approach employed to deter- 
mine the motion of a continuum, Newtonian fluid. The Navier-Stokes equations, which 
describe the continuum fluid motion, are applied to a physical space that is divided 
into a grid of cells or volumes called the computational domain. Boundary conditions 
and specific algorithms are applied to the computational domain and allow solutions to 
be obtained for many flow situations, ranging from, for example, internal pipe flow to 
external hypersonic flow about a flight vehicle. Presented below is a brief history of 
the development of the governing set of equations, which describe the fluid motion, and 
numerical techniques used to solve the equation set. 


2.3. 1.1 Historical Perspective 


CFD, as a discipline, enables solutions of the equations of fluid motion to be 
obtained using various numerical methods, and its history is linked to both the mathe- 
matical development of the equations and to the more recent and ongoing advancements 
in computational methods available to solve the equations* Because the equations and 
solution methods are so closely tied for this subject, presented in this section is a brief 
history of both* 

The following historical account of the development of the theory and solutions 
of the equations of motion from the earliest description of fluid mechanics to the start of 
the 20th century is taken from the text by White [92]. The first exact solution to a fluid 
mechanics problem was given by Archimedes (~ 200 B.C.) and was developed as a result 
of his observations of buoyancy. The Romans, simultaneously, were building their city 
water supply system, which incorporated intuitive knowledge of flow resistance, but no 
mathematical relationships were derived to describe the fluid resistance in the system. 

Leonardo da Vinci, in about 1500, developed the mass conservation equation for 
one-dimensional, incompressible, viscous fluid flow. His notes on the subject of fluid 
mechanics contained sketches and descriptions of various flow phenomena such as wave 
motion, free jets, bluff body eddy formation, etc. Two centuries later, Ed me Mariotte, in 
the first wind tunnel, measured drag with a model balance system and directly studied 
friction from a fluid. This work was published in 1686 as the text, “Traite du Mouvement 
des eaux.” A year later, Sir Isaac Newton in his “Principia” proposed that the cause of 
viscous fluid behavior is a “ ... lack of lubricity in the parts of the fluid ... [, which] is 
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proportional to the [fluid] velocity ...” [92]. This hypothesis leads to the linear law of 
viscosity and is why most common fluids are called Newtonian in honor of his insight 
into the viscous behavior of fluids. 

In 1738, Daniel Bernoulli demonstrated that for inviscid flow, fluid accelera- 
tion is proportional to pressure gradient; and Leonhard Euler, in 1755, further refined 
Bernoulli’s observations and derived the so-called Bernoulli’s equation, which describes 
the flow properties of an inviscid fluid along a streamline. 

The addition of viscous terms to Euler’s inviscid equations was the next significant 
step to define the full set of equations of fluid motion. In the early to mid 19th century, 
Navier, Cauchy, Poisson, St. Venant, and Stokes added friction by including viscous terms 
to the Euler inviscid equations. However, Stokes was the only one of the five to use the 
first coefficient of viscosity, /j, , in his mathematical description, and the resulting equation 
set, in part bearing his name, are called the Navier-Stokes relationships. In general, these 
non-linear partial differential equations are not amenable to a direct analytical solution, 
except for some particularly simplified cases, because they are mathematically difficult. 
Therefore, the equation set, although complete in the mid 19th century, was of little use 
to the hydraulicists of that era. 

The next major step in mathematically describing viscous fluid flow, proposed by 
Ludwig Prandtl in 1904, was the boundary-layer theory. In his approach, an outer flow 
is described approximately by the inviscid Euler equations and matched as a boundary 
condition to a viscous, near wall flow, which is defined by the boundary-layer equations, a 
simplified subset of the Navier Stokes equations. Although the method works adequately 
for attached flows, it does not work for flow with regions of separation wdiere the parabolic 
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nature of the boundary-layer equations does not allow information to pass in an upstream 
direction. The significance of Prandtl’s boundary-layer theory was that it permitted the 
physics of the flow to be better modeled; thus, a greater number of fluid flow problems 
could be solved analytically. 

Although general analytical flow field solutions about an arbitrary body by the full 
Navier- Stokes equations are still not possible because of the complexity of the equation 
set, the arrival of numerical techniques, which allow approximations of the Navier Stokes 
equations, and high-speed digital computers with which to solve them, enable accurate 
continuum flow simulations of a Newtonian fluid to now be readily accessible. To better 
understand the equation solution techniques, Anderson et ab [6] provide a comprehensive 
historical perspective of the development of these algorithms from the first schemes, 
which required tedious hand calculations until about the mid 1970’s, where modest 
supercomputers were available. Some of the highlights from their textbook are included 
next. 

To solve Laplace’s equation and determine the stress distribution in a dam, 
Richardson in 1910, devised a point iterative scheme, which is thought to be the first 
decisive numerical solution method. Also, he distinguished between problems requiring 
relaxation techniques and marching schemes. Leibmann improved Richardson’s method 
in 1918, which decreased convergence time for solutions of Laplace’s equation. 

In 1928, mathematicians Courant, Friedrichs, and Lewy studied the uniqueness 
and existence of numerical solutions and developed what is now known as the CFL 
condition, which provides a criteria to determine the stability of a numerical technique 
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when applied t.o hyperbolic partial differential equations. The CFL condition is widely 
used to assess the time step size for current, state-of-the-art CFD algorithms. 

Specifically for fluid dynamics problems, Southwell, in 1940, developed an iterative 
scheme for hand computing flow fields, and, in 1955, Allen and Southwell applied the 
technique to solve the incompressible, viscous flow over a cylinder. Moreover, during 
World War II, at Los Alamos National Laboratory, von Neumann developed methods 
for analyzing the stability of a time-marching scheme to predict high energy detonation 
shock waves for the war effort. Von Neumann’s stability analysis was published in 1950 
by O’Brien, Hyman, and Kaplan. Additionally in 1950, von Neumann and Richtmyer 
produced a scheme that employed artificial viscosity to capture shocks, which was fust- 
order accurate and was the basic algorithm for early inviscid, compressible flow codes. 
Since the early weapons type, von Neumann Richtmyer algorithms, there has been a 
steady increase in the number and order of accuracy of emerging schemes. 

In 1954, Lax, with the governing equations written in the conservative form, 
developed a shock capturing scheme, and, in 1960, Lax and Wendroff produced a second- 
order scheme to calculate shock waves in a flow by adding numerical damping with 
artificial viscosity similar to the method used in the von Neumann -Richtmyer algorithms. 
In the late 1960’s, MacCormick developed a second-order predictor-corrector scheme and 
was able to better predict flow fields with discontinuities and embedded shocks than the 
standard Lax -Wendroff algorithm. 

Chapman [16], in 1979, presented the AIAA Dryden lecture, in which he summed 
up the state-of-the art at that time. Given next, is a brief synopsis of Chapman’s lec- 
ture. Although the first published numerical flow simulation was a weather prediction 
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accomplished on an ENIAC computer by Charney, Fjortoft, and von Neumann in 1950 
on a 15 x 18 grid, aeronautical applications have had the most impact on the overall 
development of CFD. 

There are two primary motivations to exploit CFD for aeronautical applications* 
First, it can provide flight condition predictions not attainable experimentally in a wind 
tunnel. CFD predictions do not suffer with sting interference effects, free stream non- 
uniformities that effect transition to turbulence, and the dependence of flow separation 
and transition on flight vehicle motion. Secondly, Chapman [16] predicts that it will 
become economically cheaper to produce CFD simulations than experiments because 
computers will be less expensive and faster, algorithms more efficient, and model fab- 
rication and wind tunnel testing will be more costly. Generally, these predictions are 
true; however, baseline experiments provide much credibility to CFD techniques, and in 
retrospect, wind tunnels still provide most of the aerodynamic data. 

According to Chapman [16], CFD development can be categorized into four stages. 
Stage I, the linearized inviscid stage, is commonly called “panel methods,” which solve 
the potential wave equation on numerous surfaces that define a vehicle. In the 1960’s, 
3-D aircraft analyses were performed using stage I techniques. 

The next stage of CFD development, stage II, is the solution of the non-linear 
inviscid equations where the viscous terms of the Navier Stokes equations are neglected. 
Stage II calculations are performed by so-called Euler codes. Primarily, most stage 
II calculations were accomplished at either transonic and hypersonic flow conditions. 
The first transonic solution for a lifting airfoil was presented in 1970 by Magnus and 
Yoshihara using a time dependent explicit technique. Also, during this time, hypersonic 
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Euler solutions were produced using the Lax Wendroff ‘"shock-capturing” technique to 
predict aerodynamics for the shuttle Orbiter during the hypersonic portion of an entry 
trajectory. 

Stage III CFD techniques produce solutions for the Reynolds averaged Navier- 
Stokes (RANS) equations with all viscous terms included. The first such simulation, 
reported by Li in 1974, was of a steady, laminar flow about a body of revolution at 
angle-of- attack. In 1977, Levy reported the first unsteady solution of buffeting flow on 
a transonic airfoil. The inaccuracy of stage III CFD is in turbulence modeling where 
zero-, one-, or two-equation models are employed to describe turbulent flow behavior. 
Although no universal model is available for all flow situations, stage III turbulence 
models are still exercised in current state-of-the-art CFD. 

A numerical technique, which is not discussed by Chapman [16], but bridges the 
gap between the stage III RANS, discussed above, and stage IV direct numerical simula- 
tion (DNS), discussed below, is the large eddy simulation (LES). Rather than simulating 
turbulence at the micro-scale, which involves a “large range of space and time scales 
(Schumann [75]),” the LES captures larger scale eddy phenomena with subgrid scale 
models to remove isotropic turbulent and diffusive subscale energy that cascades from 
the large scale features without the computational overhead of employing a micro-scale 
resolved grid. LES has been applied to flows from high Reynolds number homogeneous 
turbulence to channel and atmospheric boundary layers (For example, see Schumann [75], 
Speziale [80] and Zhang et al. [97].). 

Stage IV CFD simulations produce turbulent flow simulations based on first prin- 
ciples using a DNS of the full Navier-Stokes equations. By refining the grid to the 
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Kolomogorov micro-scale, the turbulent eddies of a flow can be simulated. Early ad- 
vances in stage IV CFD were from atmospheric simulation models in the 1960, which 
used Prandtl and von Karman type eddy viscosity and mixing length models. Deardorff, 
in 1970, is credited with producing the first 3-D turbulent eddy simulation of a channel 
flow and planetary atmospheric flow using stage IV techniques. To adequately resolve 
turbulent flow on a flight vehicle, however, is still beyond computational capability. This 
technique is waiting to exploit computers with large memory capacity to perform such 
turbulent flow simulations. 

Since the early 1970's, a tremendous amount of research on CFD techniques has 
been accomplished and the capabilities of each new generation of supercomputers has 
increased proportionally. An important aspect of the new techniques to solve the Navier- 
Stokes equations has been the introduction of higher order schemes for predicting com- 
pressible flows, which, rather than spreading a discontinuity such as a shock wave over 
several grid points as with previous methods, are able now to calculate sharp, oscillation 
free shock waves. 

The most recent advances in CFD have been in the solution of compressible flow 
problems, and Hussaini et al. [38] have compiled an anthology of higher-order compu- 
tational schemes for obtaining solutions for these problems. In particular, upwind and 
high-resolution techniques, which evolved from the early 1980's until the mid 1990’s, 
were reported by computational scientists at the Institute for Computer Applications in 
Science and Engineering (ICASE) located at the NASA Langley Research Center and 
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are published as a collection of the original papers in the anthology. Presented subse- 
quently are a few of the many events, which historically account the path to the current 
state-of-the-art CFD compressible flow solvers. 

As discussed previously (See the text by Anderson et al. [6].), early compressible 
flow solution techniques added artificial viscosity terms to the governing equations to 
capture shock waves over several grid points, not as a discontinuity, but as a smeared 
shock. This shock smearing affects the adjacent numerically determined flow properties. 

To more accurately define these discontinuities in the flow field, research was be- 
gun in the early 1980’s on “high-resolution schemes.” Two different approaches were 
taken: the first, by Boris, was called the Sharp and Smooth Transport Algorithm 
(SHASTA) and used a flux- corrected transport (FCT) method in a two step prediction- 
correction cycle to achieve second-order accuracy; the second, by van Leer was a mod- 
ification to the Lax-Wendroff scheme, where he added flux limiters and high-order re- 
construction to estimate flux values of nearby cells, which lead to his Monotone Upwind 
Scheme for Conservation Laws (MUSCL). This effort by van Leer also prompted other 
techniques that limit oscillation near a discontinuity by various higher order reconstruc- 
tions and gave rise to the Essentially Non-Oscillatory (ENO) schemes. 

At the same time, Roe began to investigate an approximate Riemann solver that 
used the technique of flux-difference splitting to divide the information passed through 
the grid into parts, one associated with waves moving forward and the other moving back- 
ward through the grid. Also, during this time, Harten formulated his Total Variation 
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Diminishing (TVD) scheme that he later combined with the ENO method for multi- 
dimensional applications that became known as the Total Variation Bounded (TVB) 
scheme. 

The ICASE environment, which led to greater understanding of techniques to 
solve the compressible flow’ equations, also presented an opportunity for the develop- 
ment of industry standard CFD codes. One of these codes, CFL3D, resulted from a 
collaboration of ICASE scientists, one of whom was Walters. Later, Walters was instru- 
mental in the development the GASP code [2] used in the present study. 

2. 3. 1.2 Governing Equations 

The set of equations, which govern the motion of a continuum, Newtonian fluid 
are derived as a consequence of applying the conservation of mass, momentum, and 
energy to a control volume about a small fluid element. In this section, the integral form 
of the equations of motion are presented for flow 7 of a single species for completeness (For 
more comprehensive details, see text by White [92] or Kundu [43].). 

The time rate of change of mass in a fixed volume equals the sum of the mass flow 
into and out of the fixed volume. This statement describes the conservation of mass, 
which, in integral form, can be written as: 


l% dv= I A i,udA 


( 2 . 1 ) 
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A statement of the conservation of momentum is obtained by applying Newton s 
second law to the small control volume. That is, the sum of all forces acting on the 
volume and the net flux of momentum through the surface of the volume equals the time 
rate of change of its momentum (which equals the mass of the volume times the accel- 
eration). Acting on the volume are body and surface forces: (1) Body forces are those 
produced by a conservative field such as a gravity, an electrostatic, or a magnetic field, 
(2) Surface forces are those acting on the boundary of the volume such as normal forces 
(pressure forces) and shear stress (frictional forces). In integral form, the conservation 
of momentum can be written as: 


J ( pui)dV + piiiUjdAj = m dV + ^ TijdAj (2.2) 


where index, or Einstein, notation is used for its compactness. 

Similarly, a statement of the conservation of energy, the first law of thermody- 
namics, for a small control volume can be expressed as the time rate of change of energy 
stored, which equals the sum of all work done and heat added to the volume. This 
relationship, written in integral form, is: 


D 
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pg^UjdV + 
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TjjUjdAj 



(2.3) 


where is the substantial derivative. 


3G 


Closure of Equations 2.1, 2.2, and 2.3 is obtained by decomposing the shear stress 
tensor, Tjj , into normal and tangential components and associating them with pressure, 
shear stresses, and spatial derivatives of the velocity vector; relating the internal energy 
and heat flux vector to the temperature with the constant volume specific heat, Cy, and 
thermal conductivity, fc, respectively; and using a state equation such as the perfect gas 
law, P — pRT , to interrelate thermodynamic variables. 

Finally, as a consequence of the second law of thermodynamics, which requires 
entropy of irreversible processes to increase, the coefficient of viscosity, //, and thermal 
conductivity, k, arc positive. 

2, 3. 1*3 Solution Method 

CFD for this study is provided by the General Aerodynamic Simulation Pro- 
gram (GASP) (McGrory et al. [49] and AeroSoft [2]). A commercially available soft- 
ware product of AeroSoft, Inc., GASP, is a three-dimensional finite- volume CFD al- 
gorithm, which solves the time-dependent, Reynolds averaged Navier-Stokes (RANS) 
equations. Also, steady, one-dimensional, two-dimensional, axisymmetric, thin-layer, 
parabolic space marching, and Euler subsets of the RANS are solved by GASP. The 
equation set solved by the code is presented in the technical reference section of the 
user manual [2] and is given in this section. The finite volume formulation of the GASP 
code is for an unsteady, multi-dimensional, multi-species, reacting chemistry model. By 
ignoring unneeded terms, the equation set is simplified to match the specific problem. 
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Although not presented in compact vector form in the previous section, the 
Navier-Stokes equations for the finite volume formulation of GASP are first written 
in integral form as: 

4- [ Q dv + f [F(Q) • h]dA = f [F t ,(Q) • n]dA + f S dV (2.4) 
dt Jy Ja Ja J\\ „ 

Time Derivative Inviscid Fluxes Viscous Fluxes Source Term 

where the terms of the equation are separated by the braces from below and designated 
by their function. 

A cell- averaged, finite-volume formulation for Equation 2.4 with the volume de- 
noted as k, a cell face area as A ,4 , and with the application of the chain rule to obtain 
the time derivative of primitive rather than conserved variables can be written as: 


+ £( F • n)A.4 = £(F„ • n)AA + FS 
.4 -4 


(2.5) 


The conservative variable vector, Q, and primitive variable vector, q, respectively, 


are: 


Q = 


Pl P2 PN P u P v P w Pl e n x P2 e n 2 


PM e n^i P e 0 



( 2 . 6 ) 


and 
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q ~ { Pi P2 ■■■ PN « v w e n x e n 2 • • • e n A/ P } ( 2 ’ 7 ) 

The variables of the vectors represented by Equations 2.6 and 2.7 are the un- 
knowns that describe the flow field. Either vector can be used, but for simplifying some 
calculations, GASP seeks solutions for the primitive variables. 

The next vector in Equation 2.5 is the inviscid flux vector, F-n, which is expanded 
as: 


Pl(V-n) 
p 2 (V • n) 


F n = < 


PJV(V • n) 

pu(V * n) + n x p 

MV * n) + flyP 

pw{V • n) + h z p 

P\ e n x ( V ' A ) 

^2 e n 2 ( V ' ft ) 


( 2 . 8 ) 


PM e n M C V • n) 
ph 0 (V ■ n) 
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This portion of the Navier-Stokes equations represents the convection terms, that 
is, the terms that provide for the bulk motion of mass, momentum, and energy through 
the boundaries of a cell. Note that V is the local velocity and n is the outward directed 
surface normal of a cell face. 

The viscous flux vector, F. ( , • n, is the next vector in Equation 2.5 and expands as: 


-Pl^l ■ n 
-P2&2 ' « 


-PN&N ’ 


F„ n = i 


T n 




(2.9) 


-Vg ni • n 
- V ?n 2 ' fl 


-V<7 riM • n 

-(V 9 + TV)-n > 


This vector contains the portion of the Navier-Stokes equations responsible for 
species diffusion, momentum reduction from viscous stress, and conduction of heat. In 
Equation 2.9, is the mass diffusion coefficient of the ith species, Vq is the heat flux 


gradient, and T is the viscous stress tensor, which is defined as: 


r xx 

T xy 

T xz 

T yx 

T yy 

T yz 

T zx 

T zy 

7~ZZ 


(2.10) 


For a Newtonian fluid, the shear stress tensor is linearly dependent on the strain rate 
through the viscosity coefficient, /j. 

Finally, the chemical source vector of Ecpiation 2.5, S, is expanded as: 


Pi 

P 2 


PN 

0 


s= < 



^l e n^ Pi 
P2 e n 2 + P2^h 2 


( 2 . 11 ) 
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The chemical source vector consists of the species and non-equilibrium production 
terms. The source terms in Equation 2.11 are needed to compute high temperature flows 
with reacting chemistry. Generally, for a non-reacting or a single species gas flow, this 
vector does not contribute to the Navier Stokes flow field solution. For the present study, 
the chemical source term was not needed in the CFD calculations. 

The solution of Equation 2.5 requires knowledge of the cell face variables to eval- 
uate fluxes in and out of the cell. However, only cell averaged values are available from 
the discretized finite volume computational domain. The method, applied to extract 
the cell face variables using cell averaged values, is called reconstruction. The variable 
reconstruction method used in GASP is the Monotonic Upstream centered Scheme for 
Conservative Laws (MUSCL) and is given by the following formulation: 


q- + l/2 = + $ K 1 - K )(qj _ qf-l) + (1 + Hi')] (2 12) 

= q* — $[(1 K )(qj — qf-i) + (i — K )(q«+i — *ii)] 

where 4> defines the overall scheme accuracy as either 1st order (<j> = 0) or higher order 
[(f) = 1) and k defines the higher order reconstruction spatial accuracy. With <f> = 1, for 
example, k = -1 produces a backward gradient, 2nd-order upwind scheme, n - 0 yields 
Fromm’s scheme, which is 2nd-order accurate and uses a symmetric gradient, n = 1/3 
produces a 3rd-order, quadratic scheme, and k = 1 generates a forward gradient, central 
difference scheme. Note that the right face of a cell (» = 1/2) is given by q\ +l / 2 i and 
the left face of a cell (z = -1/2) by q[_ 1 y 2 in Equation 2.12. 



To effectively apply the MUSCL scheme and obtain solutions of a flow field with 
shock wave discontinuities, limiting of the higher order portion to values near those of 
adjacent cells is required. Limiting allows a solution to remain bounded and controls 
oscillations of the cell values near the discontinuity. 

After properly discretizing the governing equations (See Equation 2.5.), applying 
the secondary equations to close the governing equation set, and specifying the initial 
and boundary conditions to the computational domain, the computationalist needs a 
numerical method to yield a solution of the flow field. For the present application, the 
implicit Jacobi time integration provided the iterative scheme to produce the converged 
solution. 

Other applications of the GASP code are presented subsequently. Olynick and 
Henline [57] report a benchmark study using GASP to predict heating for thermal pro- 
tection systems for the RLV vehicle. Olynick and Tam [58] have validated the GASP 
predicted heating by comparing their results with Shuttle Orbiter surface heating mea- 
surements obtained during the STS-2 flight. GASP has also been applied to a number of 
high priority NASA studies recently: Gnoffo et al. [31] review the CFD algorithms that 
have been used for studies of hypersonic aerothermodynamics for various vehicles and 
cite that GASP has provided high quality, low cost solutions quickly for X-33 thermal 
protection system (TPS) sizing. The X-33 vehicle is a concept demonstrator for the 
RLV. Additionally, the GASP algorithm has been applied to the X-38 vehicle, a NASA 
Johnson Space Flight Center concept for an emergency crew return vehicle from the 
International Space Station (ISS). The X-38 studies provided code validation by com- 
paring with Mach 6 and 10 wind tunnel aerodynamic and aerothermodynamic results 
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and predictions of the radiation equilibrium surface temperature along the projected 
flight profile for TPS sizing (Campbell et al. [14] and Loomis et al. [46]). 

Holden et al. [37] have applied GASP to validate the Large Energy National Shock 
Tunnel (LENS) test stream at 5 MJ/kg and 10 MJ/kg enthalpy levels for planetary 
probe entry studies. Also reported by Holden et al. [37] was a comparison of the GASP 
laminar and turbulent film cooling results for a hypersonic interceptor-seeker aperture 
with experimental results obtained from the LENS. Another recent application of the 
GASP has been to provide a numerical solution for an experimentally simulated fuel 
injection and mixing SCRAMjet engine study (Fuller [24]). After Helium was injected at 
Mach 1.7 into a Mach 6 free stream nitrogen-oxygen mixture, a comparison of the CFD 
solution with the experimental results showed a generally good agreement (Fuller [24]). 

2.3.2 Direct Simulation Monte Carlo 

In contrast, a solution of rarefied and free-molecular flow requires a different ap- 
proach than that of the continuum regime. The solution must account for the molecular 
behavior consisting of the random motion of individual molecules colliding with one 
another. Because the properties of a rarefied or free-molecular flow depend on the statis- 
tical nature of molecular motion rather than by the average control volume approach of 
a continuum flow, the CFD technique is not, in general, applicable to flow in the rarefied 
regime. The Knudsen number, Kn, is a useful non-dimensional parameter to quantify the 
rarefaction of a flow. The Kn is the ratio of the molecular mean free path, A, to a char- 
acteristic length scale, L. The rarefied regime is defined by flow with 0.001 < Kn < 10 
(Haas et al. [35]). 
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Numerical studies based on a statistical molecular model are required for a rarefied 
or free molecular flow solution because the complex construct of the Boltzmann equation, 
which describes fluid motion by the kinetic theory, does not yield analytic solutions 
for real gases. Before discussing the present numerical solution method, a historical 
perspective of the development of the governing Boltzmann equation is presented. 

2.3.2. 1 Historical Perspective of Kinetic Theory 

A thorough history of the events, which lead to the present understanding of 
molecular gas dynamics, is given in the classic text by Chapman and Cowling [17]. A 
summary of some significant milestones, taken from their textbook [17], are presented in 
this section. 

In early, ancient Greece, Democritus and Epicurrus and later Lucretius, first 
realized that matter consisted of particles at the atomic scale. But little advancement 
occurred until, from about 1650 to 1750, some aspects of the kinetic theory were being 
studied independently by Gassendi, Hooke, and D. Bernoulli. It was not, however, 
until the mid- 1 800 ’s to early 1900’s that progress toward defining the kinetic theory was 
revived by Clausius, Maxwell, and Boltzmann, who developed a physical description 
of gases at the atomic level, which is the basis of our current understanding. Hence, 
Clausius, Maxwell, and Boltzmann are now known as the founders of the kinetic theory 
of gases. 

Maxwell proposed a law for a uniform gas in an equilibrium state, which charac- 
terized the molecular velocity distribution. Discussions with others at that time led to 
the science of statistical mechanics and some developments in the quantum theory. In 
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1866, Maxwell mathematically described a non-uniform gas by deriving the equations 
of transfer. These equations stated that the rate of change of a molecular property is 
divided into molecular collision effects, the molecular motion from one point to another, 
and contributions from external forces. Further, he modeled molecules as a single point, 
center of force with the force varying with distance to the power 1/n; Maxwell incorrectly 
assigned n as 5 for gases as later experiments would prove. However, this early work lead 
to the first accurate theory to determine viscosity, thermal conductivity, and diffusion 
coefficients for gases. 

Boltzmann, in 1872, developed his iT-thcorem, which showed that if a gas is al- 
lowed to proceed to a steady state condition, regardless of the initial condition, it would 
arrive at Maxwell s velocity distribution. As a consequence, the theorem strengthened 
the results of the early work of Maxwell. Additionally, during this time, Boltzmann intro- 
duced his famous integro-differential relationship that describes the velocity distribution 
function for a non-uniform gas. Bird [11] presents the Boltzmann equation as: 

— (nf) + c • — (n/) + F • — (n/) = f f n (/ f^—ff\)c r ad£tdci (2.13) 

dV dr K dc x J-oqJO 

The terms of the Boltzmann equation are developed for a phase space element of dimen- 
sions dedv. The leading term on the left-hand-side of Equation 2.13 accounts for the 
time rate of change of molecules in the element. The next two terms, c • anc l 

F- ar e surface convection terms that describe the effect of molecular velocity and 

external forces, respectively, on molecules, which move across the element face. Finally, 
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the total rate of increase of class c molecules because of collisions is given by the integral 
relation on the right-hand-side of the Boltzmann equation. 

Returning to the historical account given by Chapman and Cowling [17], Maxwell, 
in 1879, presented results for a rarefied gas that showed stress would result from a 
temperature difference and the velocity distribution function would take the form / = 
f G ( 1 + $), where f Q is the equilibrium portion of / and the function <J> accounts for 
perturbations from the equilibrium state. The functional form of $ was also determined 
from Maxwell’s equations of transfer. In 1880, Boltzmann reviewed Maxwell’s results 
and remarked that solutions for the integral form of / could not easily be obtained for 
molecules represented by “elastic spheres”; instead, solutions could only be obtained if 
Maxwellian molecules ( n — 5) were assumed. 

The next advancement in the description of a non-uniform gas was made by 
Lorentz in the early 1900’s. He extended the theory to a mixture of heavy and light 
molecules by ignoring collisions between light molecules. His solution of the Boltzmann 
equation was exact and was a limiting case, which he used to describe electron motion in 
a metal. When Bohr generalized Lorentz ’s theory, he found that electrical and thermal 
conductivity could be established as the solution of a Fredholm type integral equation. 

Chapman and Cowling [17] further explain that Enskog, in 1911, also followed 
Lorentz’s gas mixture model to calculate thermal diffusion for a Lorentzian gas with a 
temperature gradient. In addition, he discovered that results based on the expansion of 
/ = fo( 1 + <£>) by Boltzmann lead to complex calculations for a simple gas and a gas 
mixture. For the mixture, it required molecules to be unsymmetric. 



47 


Other early twentieth century developments in solving Boltzmann’s equation were 
being pursued [17]. For a rigid spherical molecule, Hilbert, in 1912, theorized that the 
solution of the Boltzmann equation should be in the form of an infinite series of linear 
integral equations. However, he did not obtain a solution. In 1915, Pidduck employed 
Hilbert’s transformation and obtained the first accurate solutions for the diffusion co- 
efficient of a non-Maxwellian or non-Lorentzian gas. But the solution was specific and 
labor intensive and required repeating all calculations for each case. 

Chapman, independent of Enskog, in 1912 used Maxwell s functional form of 
f — f 0 { 1 -(- <f>) to produce a general expression for the viscosity and conduction coeffi- 
cients of both a simple gas and a gas mixture. The functional form of $ was of third 
degree in velocity components. In 1933, Burnett further expanded the solution method 
of Chapman and Enskog using Sonine polynomials to describe / . Chapman and Cowl- 
ing [17] suggest that Burnett’s contribution was one of the final improvements to the 
general kinetic theory of non-uniform, dilute gases. Since the last publication of their 
text [17] in 1952, however, many advances in the solution of non-uniform, dilute gas flows 
have taken place. The most notable, which has gained wide acceptance, is the direct 
simulation Monte Carlo (DSMC) method developed by Bird [9] and [11]. 

In his text, Bird [11] provides a history of the more recent techniques to obtain 
solutions to non-uniform gas flows. The following account of some of these techniques is 
taken from Bird [11]. 

Except for the application to special cases, the complexity of the Boltzmann 
equation (See Equation 2.13.) precludes an analytic solution of a general flow field. 
Additionally, flows with reacting chemistry and thermal radiation components cannot 
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be solved by the Boltzmann equation because it was not developed for these flow types. 
Therefore, some indirect approaches have been formulated for approximate analytic solu- 
tions of special cases. For example, Cercignani, in 19G9, presented a solution method for 
small perturbations, which linearizes the Boltzmann equation. However, the linearized 
Boltzmann equation has limited practical application. 

Some solution methods rely on assuming certain properties or functional forms 
of the velocity distribution function and are known as moment methods. A common 
approach is to multiply the the Boltzmann equation by a molecular quantity, Q, and 
integrate over the velocity space. The five moment Navier- Stokes equations are obtained 
by assigning Q — m, mV , and ^mV and arguing that mass, momentum, and kinetic 
energy are conserved in a collision. By adding other quantities to Q (shear stress and 
heat flux), Grad developed his Thirteen Moment Equations. 

In addition to indirect approaches, direct numerical procedures have been at- 
tempted using finite difference and finite element formulations to discretize the Boltz- 
mann equation as outlined by Bird [11]. Nordsieck, Hicks, and Yen, in the early 1970’s, 
produced a solution to a simple one-dimensional, steady-state problem by applying finite 
differences to the “fluid-like” terms on the left side of Equation 2.13 and Monte Carlo 
sampling to the collision term on the right side. Systematic errors lead to some difficulty; 
however, the results proved to be satisfactory. Recently, around 1990, two-dimensional, 
steady flow problems were attempted independently by Tcheremissine and Tan. Al- 
though adequate solutions were obtained, a computational difficulty was encountered in 
specifying a grid to bound velocity space, which extends from zero to infinity. 
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The first techniques to physically simulate the flow were the molecular dynamics 

(MD) methods developed by Alder and Wainwright in 1957 (See Bird [11].)- Their 

method required that the number of simulated molecules be inversely related to the 

actual number of local molecules. Therefore, the method is better suited for simulating 
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dense flow rather than rarefied flow, where a typical problem may require tracking 10 
simulated molecules. 

The first probabilistic simulation method, developed by Davis in 1960 and Hav- 
iland and Lavin in 1962, has been named the test-particle Monte Carlo method [11]. 
The scheme requires an estimate of the velocity distribution function for the entire flow 
field, which serves as an initial target distribution. Trajectories of many test particles 
are calculated from the target velocity distribution and collide with target particles. The 
resulting test particle velocity histories collectively produce a new target velocity dis- 
tribution. The process is repeated until the current and resulting velocity distribution 
functions converge. Note that simulations with this method are best suited for highly 
rarefied or collisionless flows. For the later, molecular reflections are mainly from surface 
interactions and molecule-to-molecule collisions, which are computationally intensive, 
can be ignored. 

A refinement to the test particle method is to simultaneously track, in time, a 
large number of simulated molecules. Rather than computing the distribution function 
in velocity space for a large number of resultant test particle collisions, computations of 
the movement and collision of individual simulated molecules are made in physical space 
composed of a network of cells, which bound the flow field. This technique is called 



the direct simulation Monte Carlo (DSMC) method. The principle limiting assump- 
tion of the DSMC method is that the simulated molecule movement can be uncoupled 
from molecular collisions by introducing a movement time step smaller than the mean 
time between collisions. Bird, in 1962, was the first to implement such a method (See 
Bird [11].). 

The DSMC method has some of the same limitations as the Boltzmann equa- 
tion: that is, the method was developed for binary collisions, when molecular collisions 
are treated as discrete events, and when the gas is in a state of molecular chaos (See 
Bird [11].). Also, implicit with DSMC is that the gas is dilute with small intermolecu- 
lar forces, which are therefore usually negligible. A difference between the Boltzmann 
equation and DSMC method is that the dependent variable for the Boltzmann equa- 
tion is the velocity distribution function in phase space for an infinitely large population 
of molecules, whereas, DSMC requires only the tracking of motion and collisions for a 
discrete number of simulated molecules, which represent the motion of real molecules. 
Other significant differences between the two are that the DSMC method does not rely 
on inverse collisions and it allows for application to multi-species chemically reacting 
flows, which are not attainable by the Boltzmann equation. 

Additionally, Bird [11] discusses some specific issues associated with the DSMC 
method. First, a large number of samples are required in a simulation to reduce statistical 
fluctuations, which are inversely proportional to the square root of the number of samples. 
But recent computer advancements have, to some degree, minimized this concern because 
of the rapid computational speed increase. Next, the DSMC method may introduce 
random walks into a solution because molecular quantities are conserved on the average, 
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but may not be conserved exactly for each discrete event. Also, round-off errors in the 
velocity components and energies exist because of the discrete arithmetic of computers. 
Lastly, if an inadequate number of simulated molecules are in a cell, the extremes of the 
distribution function may not be accurately approximated by the small sample set of 
molecules. 

2, 3. 2. 2 Application of the Solution Technique 

As discussed in the previous section, the DSMC technique is valid for any flow 
field simulation of a dilute gas that is not influenced by a highly ionized plasma because 
it is developed directly on relationships, which form the basis of the kinetic theory of 
gases (Bird [9] and [11]). The DSMC method does not solve a set of equations to produce 
a solution of the flow field, but rather it statistically tracks movements and collisions 
of simulated molecules, each of which represent an average of many molecules. The 
velocity and position of simulated molecules are allowed to change within and through 
the boundaries of a fixed number of cells in a discretized computational space as time 
is advanced. Statistical probability determines post-collision velocities of interacting 
molecules. After many time steps, average macroscopic gas properties of the simulated 
molecules in each cell produce a flow solution within the boundaries of the domain. 
Likewise, surface properties are determined by averaging many molecular wall collisions, 
which exchange momentum and energy at the wall boundary (See Bird [9] and [11] for 
a complete description of the technique.). 

Two programs are used to apply the DSMC simulation for the present study: 
The G2 code of Bird [10] is used for a molecular simulation of the plate flow with no 
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jet interaction to determine the degree of rarefaction of the plate flow. The DSMC 
Analysis Code (DAC) of LeBeau (LeBeau [44], Glass and LeBeau [30], and Wilmoth ct 
al. [94]) is used to apply the DSMC simulation for the jet interaction simulations. The 
Larsen-Borgnakke model (Borgnakke and Larsen [12]) is used in G2 and DAC to account 
for energy transfer between kinetic and molecular internal energy modes. For DAC, 
domain boundaries of vacuum, free stream, and symmetry, and wall boundaries of solid, 
outgassing, inflow, and outflow are currently available. Multiple species simulations 
with variable wall molecular reflectivity and variable temperature are also available. 
Presently, DAC is a beta version research computer program under development and 
references for the program are few; however, early results are quite promising. Results 
reported by Wilmoth et al. [94] show good agreement between DAC and other DSMC 
implementations. 

DAC is not a single DSMC solution program but rather a series of computer 
programs: a geometry, grid, and boundary condition preprocessor ( predac ); a program 
to execute the molecular simulation in serial or in parallel ( dac and ddac , respectively); 
and solution post-processors ( slice and sprop ) (In parenthesis are the DAC executable 
names.). The parallel DAC execution program is written with message passing inter- 
face (MPI) (See Message Passing Interface Forum [50].) subroutine calls in the software 
algorithms, which allows it to take advantage of memory and parallel processing ca- 
pabilities of program execution on multi-processor and multiple-networked computers. 
For the present study, DAC employs the use of the Local Area Multicomputer (LAM) 
(Ohio Supercomputer Center [56]) version of MPI to provide code execution on local 
SGI workstations with R10000 processors and the Cray Message Passing Toolkit (MPT) 
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software for code execution on the massively parallel processor (MPP) SGI/Cray T3E 
at the NASA Goddard Space Flight Center. 

Given in the next two chapters, specific details of the present hybrid uncoupled 
CFD DSMC technique will be presented and the technique will be applied to two dif- 
ferent jet interactions: a flat, plate experiment performed by Warburton [88] and an 
actively controlled acrobraking maneuver of the Mars Global Surveyor (MGS), which 
was previously studied by Shane et al. [76] and Shane [77]. Application of the method 
to these two problems will show the suitability of the uncoupled technique to predict jet 
interactions at the two distinctly different rarefied free stream conditions. The Knudsen 
number based on jet exit diameter is Kn d = 0.038 for the flat plate experiment and 
Kn ( j = 49 for the MGS aerobraking maneuver. It is important to note that for jet in- 
teractions in the rarefied flow regime, the free stream density may change over several 
orders of magnitude depending on the altitude; therefore, the magnitude of Kn d will 


likewise change. 
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Chapter 3 


Jet Interaction with 

Transitional-Rarefied Flow over Flat Plate 


A numerical simulation of a jet interaction experiment on a flat plate test appa- 
ratus, which was performed by Warburton [88], is presented in this chapter. The experi- 
ment was conducted with a free stream flow at the overlap between the transitional and 
rarefied regimes. Because jet interactions are influenced by the flow properties of both 
the free stream and jet, modeling this experimental test condition provides a unique 
opportunity to establish the extent of the jet interaction influence with a free stream 
flow in the overlap transitional rarefied flow regime. Understanding gained in modeling 
the experiment can be extended to modeling jet interactions on flight vehicles at similar 
flow conditions. 

3.1 Discussion of the Jet Interaction Experiment 

The present three-dimensional numerical study models the geometry and test 
conditions of an experiment recently completed in the Low Density Tunnel (LDT) at the 
DERA in Farnborough by Warburton [88]. A sonic jet was released through a circular 
nozzle exit on the planar surface of a sharp leading edged flat plate at zero incidence. 
The jet interacted with a rarefied nitrogen free stream at Mach 9.84, which produced 
a three-dimensional jet interaction flow field. Static temperature and static pressure of 
the free stream were 65K and 5.4 Pa, respectively. Four jet gases were used during the 
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experiment: helium, nitrogen, argon, and carbon dioxide at plenum or total temperature 
of 300K and plenum or total pressures of 17.4, 34.5, and 51.7 kPa (2.5, 5.0, and 7.5 
psia), which provides 12 jet interactions of varying strength. The free stream flow of 
the experiment was fixed and had a mean free path, A, of approximately 0.2 mm. The 
altitude with an equivalent mean free path is about 60 kilometers above the earth surface 
(COES A [18]). The Knudsen number, Kn d . is 0.038 based on the free stream mean free 
path and the orifice diameter of 4 mm. This Knudsen number is at the transitional 
overlap between the continuum and rarefied flow regimes, and for the present study, the 
regime is termed the transitional rarefied regime. A sketch showing the test apparatus 
and pertinent geometric dimensions of the flat plate model used for the experimental 
study is shown in Figure 3.1. 

A brief outline of the current solution methodology for a cross-flow jet interacting 
with a transitional rarefied flow is given next in this section; complete details of the 
method are presented in Section 3.3.2. To uncouple the continuum jet from the sur- 
rounding rarefied flow' and interaction region, a boundary between the two regions must 
be established. The Bird breakdown parameter defines such a surface boundary as a 
function of flow field rarefaction. The breakdown surface can be determined from a CFD 
solution of an expanding nozzle flow. Because the experiment of Warburton consisted 
of 12 different jet interactions of various strengths, by applying CFD to each of the jet 
interaction cases and analyzing the extent of the breakdown surface of the expanding 
jet before the interaction interface between the jet and free stream fluid, a functional 
relationship between a correlation parameter and the Bird breakdown parameter can be 
obtained for this Kn d = 0.038 condition. Although CFD docs not strictly apply in the 
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Fig. 3.1. Schematic diagram of the jet interaction flat plate model. 
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rarefied regime of the flow field, it does apply in the continuum jet plume region. The 
key to uncoupling the jet from the rest of the external flow is to determine a breakdown 
parameter number, P, for the jet plume prior to the interaction interface within which 
the jet plume flow is not influenced by the interaction. After the appropriate correlation 
of the jet strength as a function of P is determined, an uncoupled CFD DSMC solution 
can be obtained. 

The proposed method is to first apply CFD to all of the interacting jet cases 
of Warburton [88], analyze each solution in the near jet plume region, and establish a 
functional relation for the plume breakdown parameter value where the CFD DSMC 
interface should be placed. Once the functional relation is determined, an axisymmetric 
solution of the expanding jet by CFD can be analyzed and a surface defined for an 
appropriate breakdown parameter value that assures the breakdown surface is not in the 
interacting regime. This breakdown surface can then be used as a jet inflow boundary 
condition for a DSMC solution of the outer and interacting flow regions. 

It is important to note that by allowing the continuum portion of the higher 
density jet flow external to the nozzle exit to be determined by CFD, significant compu- 
tational savings can be realized by not having to simulate that flow with DSMC. Thus, 
by obtaining a CFD solution for an expanding jet, determining the flow properties on a 
suitable breakdown surface, and applying those jet plume flow properties and the geom- 
etry of the breakdown surface as an inflow boundary to a DSMC solution, the two flow 
regimes are uncoupled and an accurate simulation of the jet interaction can be obtained. 
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3.2 Assessment of 2-D Flat Plate Flow 

The free stream nitrogen flow about the sharp leading edged flat plate of the 
Warburton [88] experiment has a nominal Mach number of 9.84, static temperature of 
65K, and static pressure of 5.4 Pa, which results in a free stream unit Reynolds Number, 
Re^ of 105971/m or a Reynolds number based on the plate length, Re^ of 15,900. A 
hypersonic, low Reynolds number flow over a flat plate will exhibit viscous interaction, 
and, for this case, if the viscous interaction is strong enough, a degree of flow rarefaction. 
To determine the strength of the viscous interaction and extent of rarefaction, flow over 
the flat plate with no jet interaction is analyzed. First an evaluation of the flat plate 
flow based on the two common viscous interaction parameters x and V is given; then, 
an application of the DSMC technique to the flat plate flow by the G2 code (Bird [10]) is 
presented to provide an assessment of the flow rarefaction based on the velocity slip and 
temperature slip at the edge of the Knudsen layer of the flat plate flow. The Knudsen 
layer is the non-continuum gas layer one local mean free path from a surface (Gupta and 
Simmonds [33] and Gupta et al. [34]). 

3.2.1 Common Viscous Interaction Parameters 

A viscous interaction occurs for a hypersonic* flow when the developing boundary 
layer displaces and interacts with the free stream and causes a compression, which inter- 
acts with the boundary layer. For low density, hypersonic flows with a strong interaction 
between the free stream and developing viscous layer, the two regions become coincident 
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and merge. Flow rarefaction in a merged layer is significant because the velocity slip 
and temperature jump are large in the region (Moss et al. [52]). 

The x viscous interaction parameter provides an indication of the strength of the 
induced pressure change on the surface of the flat plate because of the boundary layer 
displacement of the free stream flow and resultant flow compression, x is defined as: 

M 3 

(31) 

where C is the Chapman- Rubesin constant (Moss [52]). The other viscous interaction 
parameter, V , is defined as: 

F=-?r (3-2) 

M 2 

oo 

and is more appropriate for correlating pressure coefficient and force coefficients because 
these coefficients are normalized by the dynamic pressure, which is directly proportional 
to the square of the free stream Mach number. 

Both viscous interaction parameters, x an d 1 • given by Equations 3.1 and 3.2 
were calculated for the zero incidence flat plate with the free stream flow conditions of 
the experiment (Warburton [88]) to evaluate the strength of the viscous interaction of the 
flat plate flow. The results of the calculations are presented in Figure 3.2. Anderson [7] 
states that x greater than 3 is a strong viscous interaction region, and Moss et al. [52] 
state that a value of V greater than 0.15 is a merged layer region. Using these criteria, 
Figure 3.2 shows that the flow over the plate is entirely dominated by a strong viscous 
interaction; that is, the local induced pressure is much greater than the inviscid value of 
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Pig. 3.2. Viscous interaction parameters of the upper flat plate surface flow with no jet 
interaction* 
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tlie free stream static pressure, and the forward 22% of the fiat plate flow is a merged layer 
region where the compression shock and viscous boundary layer are indistinguishable. 
Thus, the analysis based on viscous interaction parameters shows, with no jet interaction, 
a significant portion of the flat plate flow will have rarefaction effects present. 

3.2.2 DSMC Modeling by the G2 Code 

To further quantify the extent of the flat plate flow rarefaction, a two-dimensional 
molecular simulation of the flow over the upper portion of the flat plate at the experimen- 
tal test condition has been performed using the Bird G2 code (Bird [10]). Free stream 
flow conditions used are a bulk velocity, V, of 1617.1 m/s, static temperature, T, of 65K 
and number density, n, of 6.0 18x10“^ molecules/ m^. The nitrogen free stream gas was 

modeled as a variable hard sphere (VHS) with a reference diameter of 4.07x10 m at 

—26 

300K, a temperature-viscosity coefficient of 0.75, and a molecular mass of 4.65x10 kg. 
Also, two degrees of freedom were included in the rotational portion of the energy bal- 
ance because nitrogen is a diatomic molecule. The ratio of real to simulated molecules 
was 3.01x10^ and the cell dimension normal to the wall was at. least one-quarter of the 
free stream mean free path, which yielded normal cell spacing of 50 pm and a simulation 
time step of 0.25 //sec. Moss et al. [53] performed a grid sensitivity study with the G2 
code on viscous interactions and showed grid independence was achieved for normal cell 
resolution of 0.35 of the local mean free path. Therefore, the grid spacing normal to the 
wall for the present two-dimensional DSMC implementation is sufficient to capture the 
local viscous effects and allow an analysis of the velocity slip and temperature slip at the 


edge of the Knudsen layer. 
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The DSMC calculation proceeded in time for 0.5 msec (or 2000 time steps) to 
allow the number of simulated molecules in the domain to become constant at about 
1.8 million. Then, the sampling registers were cleared and steady state sampling began. 
Steady state sampling continued for another 4.0 msec (or 16 thousand time steps) until 
greater than 10,000 surface samples were obtained at each cell interface with the plate 
boundary to reduce statistical scatter. The statistical fluctuations associated with the 
DSMC technique decrease approximately with the inverse of the square root of the 
number of samples (Bird [1 1]); therefore, for example, 10,000 surface samples will produce 
a solution with statistical fluctuations of about one percent in the surface quantity being 
sought. 

Shown in Figure 3.3 are number density contours from the G2 two-dimensional 
molecular simulation of the flat plate flow. The number density has been normalized by 
Loschmidt’s number, n Q , which is the standard number density of air at a pressure of 
101,325 Pa and a temperature of 0°C. The compression wave shown in the figure above 
the zero incidence upper surface is caused by the free stream flow being turned by the 
developing viscous boundary layer near the wall. 

The region occupied by the DSMC solution domain is shown by the number 
density contours in Figure 3.3. Note that modeled in the domain are the regions forward 
of the plate sharp leading edge, adjacent to the plate, and behind the plate. The free 
stream condition is applied to all domain boundaries except the solid surface of the 
plate, which is held at a constant temperature of 300K and treated as diffuse with full 
momentum and thermal accommodation. The horizontal boundary behind the plate 
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Fig. 3.3. Number density contours of the flat plate flow from the G2 DSMC solution. 
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surface has a vacuum boundary condition that simulates the effect of the plate wake 
region on the flow. 

The extent of the viscous boundary layer above the flat plate is shown in Fig- 
ure 3.4. An analysis of the local flow field was performed to determine the boundary 
layer edge, 99 , defined as the location above the plate surface with a velocity that is 
99% of the free stream velocity (or 0.99 V^). The location of the boundary layer edge 
is shown in Figure 3.4 by the solid line. Boundary layer growth is nearly constant over 
the plate from the leading edge to the trailing edge where the boundary layer is about 
0.030 m thick. Such a steady thickening of the boundary layer, as shown in the figure, 
substantiates the merged layer and strong interaction behavior predicted by the viscous 
interaction parameters, \ and V, respectively, which was discussed previously and shown 
in Figure 3.2. 

The local Knudsen number, Kn^ of the upper surface flat plate flow is also shown 
in Figure 3.4 as a dashed line. The local Knudsen number is defined as: 

Kn, = (3.3) 

°0.99 

and indicates the percentage of the viscous layer occupied by the Knudsen layer next 
to the wall. Near the sharp leading edge, the Knudsen layer is greater than 10% of 
the viscous layer thickness. The percentage of the Knudsen layer in the viscous layer 
decreases downstream of the leading edge to about 2% of the total thickness at the plate 
trailing edge; however, note that the local mean free path has increased from the free 
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stream value of about 0.2 mm at the plate leading edge to a value greater than 0.6 mm 
at the plate trailing edge. 

The cell resolution of the DSMC domain was set to at least one-quarter of the local 
mean free path normal to the plate surface to ensure grid independence of the solution 
and allow the velocity and temperature at the edge of the plate flow Knudsen layer to 
be evaluated. To quantitatively evaluate the velocity slip, the temperature slip, and 
determine the relative degree of flow rarefaction, two variables, the normalized Knudsen 
layer edge velocity, and the normalized Knudsen layer edge temperature, , are 
defined, respectively, as: 


t /■* ^ An 

V Kn ~ v 

v oo 


(3.4) 


and 


rp* __ Tru 
K n T wall 


(3.5) 


where the subscripts Kn, oc , and wall in Equations 3.4 and 3.5 refer to the properties 
at the edge of the Knudsen layer, in the free stream, and at the wall, respectively. The 
definitions given as Equations 3.4 and 3.5 show that in the continuum limit goes to 
zero, and Tp n goes to one. Variance from these continuum limits indicates the degree 
of rarefaction of the flow in the viscous layer near the wall. 

Figure 3.5 shows the results of the flow field analysis at the edge of the Knudsen 
layer. Plotted as a function of distance from the plate leading edge are the slip indicators: 
normalized Knudsen layer edge velocity and temperature ( V^ n and respectively). 
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Tlie velocity at the edge of the Knudsen layer is greater than thirty percent of the free 
stream velocity near the plate leading edge and decreases to about ten percent of the 
free stream velocity near the aft end of the plate. The temperature at the edge of the 
Knudsen layer is almost twice the wall temperature near the leading edge and decreases 
to about one and one-quarter times the wall temperature over the aft region of the plate. 
Results of the analysis shown on Figure 3.5 show that there is significant velocity and 
temperature slip over the forward portion of the plate, which moderates as the viscous 
layer develops. Therefore, the analysis of the flat plate flow molecular simulation at the 
experimental test condition with no jet interaction shows slip at the w r all is significant 
and must be properly modeled numerically to capture the wall viscous effects for the jet 
interaction flow T simulation. 

3.3 Uncoupled Technique for Transitional-Rarefied Flow 

Two types of flow 7 solutions are presented for the flat plate jet interaction problem: 
a complete CFD solution and an uncoupled CFD DSMC solution. The CFD solution of 
the interacting flow is from a direct application of the GASP (AeroSoft. [2]) computer pro- 
gram to the given boundary conditions of the problem, which provides a suitable jet flow 
field solution that is analyzed to determine the appropriate uncoupling surface between 
the continuum jet and interacting flow. The approach taken to produce a CFD DSMC 
solution is to uncouple the plume of the jet from the rest of the external flow field at the 
continuum surface and solve the interacting flow by the DSMC method. By uncoupling 
the jet flow 7 , a molecular simulation is not applied to the high density continuum jet 
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plume just outside of the nozzle exit, thus reducing computational requirements. How- 
ever, the difficulty for the uncoupled CFD DSMC solution in the transitional rarefied 
flow regime is defining the location of the surface boundary where the jet begins to intei- 
act with the rarefied free stream. The goal is to avoid a coupled CFD DSMC solution, 
which would require iterative steps between the CFD and DSMC. 

3.3.1 CFD Modeling of the Jet Interaction 

An isometric drawing showing the volume of the CFD computational domain is 
given in Figure 3.6. The domain extends 0.1 m behind the flat plate and includes the 
region under the plate. Any effect on the upper flat plate flow from the lower plate 
wake influence should be captured by including the lower plate and wake regions in the 
computational domain. Additionally, the computational domain includes the subsonic 
portion of the nozzle from the plenum chamber boundary condition to the nozzle exit at 
the flat plate surface. The nozzle has a no slip wall boundary condition, which provides 
for nozzle boundary layer development. The flat plate is 0.150 m long and 0.210 in 
wide; however, because symmetry exists along the x-z plane midway of the plate, only 
one-half of the flow field was modeled computationally. Figure 3.6 shows the x-z plane 
of symmetry. 

The CFD domain contains six zones (also called blocks). By dividing the domain 
into smaller regions, fewer computer memory resources are used when processing a solu- 
tion as compared to a domain without such a multi-zone (or multi-block) arrangement. 
The multi-zone arrangement also allowed for the nozzle zone and zone above the nozzle, 
which are constructed using a cylindrical coordinate system, to be connected to adjacent 
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Fig. 3.6. Selected grid planes of the CFD computational domain. 
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zones described by a Cartesian coordinate system. A total of 319,488 cells are used to 
describe the flow domain; the maximum number of cells in any one zone is 98,304. Dur- 
ing the numerical time integration of a solution, flux vector information was allowed to 
pass in both directions between boundaries of zones to ensure that no infotmation was 
lost between zones. 

The number of cells in each direction of a zone is divisible by four to allow mesh 
sequencing to be applied to the computational solution. Within the structure of the 
GASP CFD program, a coarse mesh solution can be interpolated as an initial condition 
to a finer mesh. For the jet interaction problem, three levels of mesh sequencing are used. 
Mesh sequencing can drastically reduce the time required to iterate a CFD solution to 
convergence (McGrory et. al. [49] and AeroSoft [2]). 

The computational solution from the GASP requires inviscid and viscous flux 
models, chemistry, and boundary conditions be specified. The inviscid flux scheme of 
Roe is applied to the nozzle zone, and the inviscid flux scheme of van Leer is applied to 
all other zones. Reconstruction with flux limiting is accomplished using the method of 
van Albada with third-order, upwind biased accuracy. The laminar viscous flux model 
with all thin layer and cross flow terms (full Navier Stokes approximation) is applied for 
the solution scheme. A second-order accurate gradient applies to wall calculated quanti- 
ties (that is, heat flux, skin friction, etc.). Sutherland’s law with Wilke’s mixing model 
specifies viscosity and conductivity transport properties for closure of the momentum 
and energy equations. Flow chemistry is modeled as a two-species, frozen mixture in 
translational and rotational equilibrium. The nozzle gas is modeled as one of the species 
and the free stream gas as the other species even when both gases are the same. The 
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solid wall boundary conditions of temperature at 300K and no slip are applied to all 
zones in contact with the flat plate or nozzle. All outflow boundaries are calculated as 
first-order extrapolated from the neighboring interior cells of the domain. 

Solutions were obtained using global iterations of all zones with mesh sequencing 
and convergence was based on the value of the solution L 2 norm, which provides a 
measure of numerical convergence by showing the root mean squared difference between 
flux values of two consecutive iterative steps normalized by the flux values assigned to 
the grid prior to starting the numerical solution. After the L 2 norm decreased to a value 
of about lxlO~^ based on the initial condition, the solution was assumed converged as 
the L 2 norm no longer decreased and the change between iterations was judged close 
to machine round-off error. Each CFD solution for the present study was accomplished 
on a single processor of the decommissioned NASA Langley Cray Y-MP supercomputer 
(Sabre) using about 44 million bytes (Mbytes) of random access memory (RAM) for the 
fine grid time integration and required about sixty hours to reach the level of L 2 norm 
convergence indicated previously. 

Figure 3.7 shows the flow field streamlines for the CFD solution of the argon 
jet-free stream interaction for a jet plenum pressure of 34.5 kPa (5 psia). Since the CFD 
solution was integrated numerically to a steady state condition, the arrowed lines on the 
figure represent flow streamlines. Each streamline is tangent to the flow velocity vector 
by which it passes and traces the path of a fluid element through the flow field. The free 
stream flow is from left to right, and the sonic argon jet is injected normally through a 
nozzle located 0.125 m downstream of the flat plate leading edge on the upper flat plate 
surface. Normalized number density at the symmetry plane for the argon jet interaction 
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flow field is shown in Figure 3.8. The number density contours presented on the figure 
are normalized by Loschmidt’s number, n 0 . 

3.3.2 Non-Interacting Continuum Jet Plume Surface 

To produce an uncoupled CFD DSMC jet interaction solution, the present ap- 
proach is to define a surface boundary between the non-interacting portion of the con- 
tinuum jet plume and the interacting flow surrounding the plume, similar to that of 
a breakdown surface. To determine the departure of an expanding flow, such as the 
jet, from a continuum flow condition, Bird [11] proposes that a breakdown surface be 
defined with an associated breakdown parameter, P y of numerical value 0.02. In this 
section, the theory and mechanics of producing a breakdown surface from known flow 
field quantities, such as from a CFD solution, are developed and presented. 

The approach for modeling the jet plume for the present study is similar to one 
that has been applied previously to study free expanding plume impingement (Lumpkin 
et al. [47] and Rault [64]). The jet plume of that study was modeled using a CFD 
solution; then, a breakdown surface and flow properties at the breakdown surface were 
derived from the CFD solution. Outside the breakdown surface, DSMC was applied with 
the breakdown surface as an inflow boundary to a molecular simulation. 

In the study of expanding jet flow from the Shuttle Orbiter Primary Reaction 
Control System (PRCS) thrusters (Rault [64]), a parameter, N, was used to determine 
the boundary between the continuum and rarefied regime. The parameter is given as: 


N — VT 


(3.6) 
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Fig. 3.8. Number density contours on the symmetry plane from the CFD solution. 
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where v is the frequency of intermolecular collisions and r is a characteristic time be- 
tween collisions in the jet plume. Therefore, N is the number of intermolecular collisions 
in a characteristic time. Expanding the definition further, Rault [64] presents the char- 
acteristic time as: 


r = 


V 


(3.7) 


with length, L, defined as: 


L = ~ 

Vp 


(3.8) 


where p is the local density of the gas. Therefore, substituting Equations 3.7 and 3.8 
into Equation 3.6: 


N 


up 


V-Vp 


(3.9) 


The breakdown parameter, P, of Bird [11] is just the inverse of N: 


P » V-Vp 

N up 


(3.10) 


Using definitions given by Bird [11], the intermolecular collision frequency, v , can 
be expressed as: 




(3.11) 
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Equations 3.10 and 3.11 provide a formulation for the breakdown parameter 
as a function of macroscopic flow field variables, which can be calculated fiom a CFD 
solution. 

For application to the jet interaction with a transitional-rarefied flow field, it will 
be shown that the value of P chosen to describe the appropriate breakdown surface for 
the uncoupling of the continuum and non-continuum regions is sensitive to a combination 
of jet and free stream conditions. The difficulty is to define the boundary between the 
two regions to optimize the use of both CFD and DSMC numerical techniques. 

3.3.3 Analysis of the Non-Interacting Jet Plume Surface 

Given the definition of the breakdown parameter in the previous section, a scheme 
is implemented in the present section to calculate the breakdown surface from the jet in- 
teraction CFD solutions. A computer program that applies Equation 3.10 to a PLOT3D 
CFD flow field solution file has been written. PLOT3D is a common file format to 
represent a computational grid and solution (Walatka et al. [87]). A central differenc- 
ing operator in the program calculates the density gradient term except at boundaries 
where a single-sided operator is used. The mass and diameter of the expanding gas 
species molecule are supplied as constants input to the program. The output of the 
program is a PLOT3D formatted solution file containing the breakdown parameter, P, 
as a spatial variable of the analyzed flow field. 

A breakdown surface can then be obtained from the solution file as an isosurface 
to define the geometry of the breakdown surface for various values of P. A commercially 
available flow visualization and analysis program, EnSight (See CEI [15].) is used to 
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produce an isosurface corresponding to a constant value of breakdown parameter. An 
isosurface is created with the EnSight program by interpolation between the appropri- 
ately valued grid cell edges to define a point on the cell face. Points with the desired 
isovalue are connected and displayed as triangulated surface elements. The program 
provides, as an ASCII text output file, the cloud of points, which spatially describe the 
geometry of a given isosurface. For the present study, the cloud of points are the spa- 
tial boundary points of the Bird breakdown surface for a given value of the breakdown 
parameter. 

This technique was applied to PLOT3D solution files of the twelve CFD jet in- 
teraction cases for various isosurface values. As an example, results of analyzing the 
calculated breakdown parameter field for the argon jet interaction at a jet plenum pres- 
sure of 34.5 kPa are shown in Figure 3.9. Isosurfaces at two values of the breakdown 
parameter are shown on the figure. At P = 0.01, the surface appears as a smooth body 
of revolution normal to the plane of the plate surface (shown by the darker flat region 
in the figure) even though the breakdown parameter was calculated from a CFD solu- 
tion of a complex jet interaction (See Figures 3.7 and 3.8.). At P = 0.02, however, the 
breakdown surface extends further from the plate surface and begins to show evidence 
of the free stream interaction, as indicated by the nearly diagonal jagged cut through 
the upper portion of the breakdown surface. The irregularity of the cut is because a 
gradient type operation (Equation 3.10) is used by the flow visualization program to 
produce the isosurface from the breakdown parameter solution file, and small numerical 
disturbances are amplified. Effectively, a Laplacian operation has been applied to dis- 
crete flow field values of the CFD solution and produces the irregular cut shown on the 
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Fig. 3.9. Jet breakdown surface from CFD solution ( P is the Bird breakdown parame- 
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breakdown surface for the P = 0.02 case in Figure 3.9. Also note that the breakdown 
surface calculations for both P = 0.01 and 0.02 extend from the nozzle exit location 
outward. The extent of P = 0.02 surface at the nozzle exit, however, is larger than for 
the P = 0.01 surface and includes a portion of the region where the jet is influenced by 
the free stream. 

For each interaction case analyzed, the breakdown parameter was varied to iden- 
tify the value when the breakdown surface changed from a regularly shaped body of 
revolution (assumed to be unaffected by the free stream) to a body of revolution with 
a diagonal cut. The breakdown parameter value where this change occurs shows the 
interface of the expanding jet with the free stream interaction. 

Because the breakdown parameter value at the interface differed for the various 
jet gas type and jet plenum pressure combinations, a correlation using the breakdown 
parameter values at the interaction interface was sought. To derive the correlating 
parameter, it was assumed that the physical mechanism active at the interface between 
the jet and free stream interaction was a ratio of flux-based quantities. By dimensional 
analysis, a ratio of the number density flux, nV, with the molecular collision probability 
flux, was found to provide a correlation with the breakdown parameter value at the 
interaction interface. The non-dimensional correlation parameter, (7, is given as: 



( 3 . 12 ) 
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where n is the number density, V is the characteristic flow velocity, v is the collision 
frequency, A is the mean free path, and d is the molecular diameter. Note that the 
molecular quantities of Equation 3.12 are taken as the hard sphere values for convenience. 

Figure 3.10 shows the relationship of the breakdown parameter, which corre- 
sponds to the breakdown surface at the jet interaction interface as a function of the 
non-dimensional parameter, Gjet/^oo f° r a ^ ree s ^ ream Knudsen number based on the 
orifice diameter of — 0.038. Free stream influence on the relationship is obtained by 
normalizing the non-dimensional jet number, Gj e £, at the jet nozzle exit conditions by a 
non-dimensional free stream number, (T :x . , at the free stream gas conditions. Shown on 
Figure 3.10 as symbols are the breakdown parameter values determined from the twelve 
jet interaction CFD solutions where the isosurface of P began to be distorted by the 
interaction. These results span the transition from the continuum to rarefied regime 
based on the continuum breakdown criteria defined by Bird [11] (P = 0.02), which is 
included on Figure 3.10 as a dashed line. Above the dashed line, expanding flow at the 
breakdown parameter value is rarefied, whereas, below the dashed line, the expanding 
flow is continuum. 

A solid line is drawn through the symbols in Figure 3.10. Although scatter exists 
between the symbols and the solid line, a general boundary between the undisturbed 
jet breakdown surface (region to the lower right of the solid line) and the interacting 
jet breakdown surface (to the upper left of the solid line) is suggested by these results. 
For example, the interface of the carbon dioxide jet interaction with the free stream 
occurs in the continuum regime, but the interface of the helium jet interaction occurs 
in a more rarefied regime. The solid line in Figure 3.10 is significant because it shows 
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Fig. 3.10. Correlation of breakdown parameter value at jet plume breakdown surface 
interface with interaction for Kn^ — 0.038. 
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that a breakdown surface corresponding to a breakdown parameter value (P) in the 
region below the curve has not been disturbed by the interaction. Thus, the expanding 
jet flow can be uncoupled from the interaction at that breakdown parameter value. By 
uncoupling the jet flow from the interaction, a continuum flow solution of the jet can be 
separated from a molecular flow solution of the free stream and interaction region. 

A more general correlation, including effects of wall curvature, nozzle orientation 
with respect to the surface and free stream, etc. may be required to define the interac- 
tion interface of more complex geometric configurations in the transitional rarefied flow 
regime. However, for the present flat plate configuration with Knj = 0.038, the correla- 
tion of breakdown parameter value at the interaction interface with the non-dimensional 
parameter Gj^/G^ shown in Figure 3.10 can be made. 

3.4 Uncoupled CFD-DSMC Jet Interaction 

A detailed discussion of the steps used to produce the uncoupled CFD DSMC 
solution for the jet interaction problem is given next. The continuum jet plume portion 
of the flow is generated by CFD, and the molecular simulation of the jet interaction by 
the DSMC technique. For the present study, the GASP computer program, discussed 
previously, applies the CFD, and the DSMC method is applied by DAC (LeBeau [44], 
Glass and LeBeau [30], and Wilmoth et al. [94]). 
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3.4.1 CFD Modeling of the Continuum Jet 

The uncoupled solution for the jet interaction first requires a CFD solution for 
the expanding jet, which is modeled as axisymmetric and freely expanding into a vac- 
uum. The expanding jet solution is obtained by the GASP computer program used 
previously for the full CFD interacting jet solution. Although the GASP program is 
a finite volume three-dimensional CFD solver, two-dimensional and axisymmetric solu- 
tions can be obtained by defining the computational domain with two symmetric grid 
planes and proper symmetry boundary conditions on the planes (McGrory et al. [49] and 
AeroSoft [2]). This was done for the present axisymmetric jet solutions. The GASP jet 
solutions used the full Reynolds averaged Navier Stokes equations. 

Modeling of the axisymmetric nozzle is similar to the nozzle modeling for the 
interacting jet cases. That is, flow at the plenum temperature and pressure was allowed 
to expand through a converging nozzle to the sonic condition at the exit. However, rather 
than interacting with a free stream flow, the jet flow from the nozzle exit was allowed 
to expand further as a plume into an outer computational domain, which simulated an 
infinite vacuum. A first-order extrapolation from the interior was specified as the outflow 
boundary condition for the computational domain. Wall temperature was held constant 
at 300K and a no-slip condition was applied to the nozzle and outer region walls. 

One of the symmetry planes of the computational domain for the expanding 
axisymmetric jet is shown on the left side of Figure 3.11. Shown on the right side of the 
figure are normalized number density contours from the CFD solution. Note that along 
the outflow boundary, the number density is reduced by at least four orders of magnitude 
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Fig. 3.11. CFD grid and number density contours for axisymmetrio free expanding jet. 
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from the plenum condition. The extent of the upper computational zone was chosen so 
that the expanding jet transitioned from continuum to rarefied flow before reaching the 
outflow boundary, which assured that a jet plume continuum surface could be defined 
within the computational domain. 

3.4.2 Surface Triangulation for DSMC 

A non-interacting plume surface for the expanding jet is obtained from the CFD 
solution, which was first processed to produce a breakdown parameter PLOT3D solution 
file. The breakdown parameter value was chosen so that the plume did not extend into 
the interaction region for the free stream flow with a Knudsen number of Kn^ = 0.038. 
Based on results from Figure 3.10, a value of P — 0.01 fit this criteria. An analysis of 
breakdown parameter file by the EnSight program (CEI [15]) provides the geometry of 
the non-interacting plume surface as a cloud of points. 

Although the pointwise description given by the EnSight program correctly maps 
the continuum jet plume at the proper Bird breakdown parameter value, the format is 
not compatible as a DAC geometric surface description. The preprocessor program of 
DAC requires a description of all surface geometries as groups of triangulated surfaces. 
To create the geometry file for the present solution, the flat plate geometry and the non- 
interacting plume surface must be merged together in a format readable by the DAC 
preprocessor program. 

Several software packages were required to process the geometry of the flat plate 
model and jet plume to produce the proper triangulated format. First, the cloud of 
points representing the jet plume surface was transformed to an initial graphics exchange 
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specification (IGES) format (Smith et al. [78]), one that is common for most computer 
aided design (CAD) programs. A commercially available software program, Surfacer 
(Imageware [39]), was utilized to produce IGES formatted surface descriptions. 

To create the geometry of the flat plate model and combine it with the jet iso- 
surface, another computer program, GridTool (Samareli [73]), was used. GridTool al- 
lows external geometric descriptions of different formats (IGES, GRIDGEN, LaWGS, 
PLOT3D) to be merged together with geometries created within the GridTool program. 
The program generates a group of surface patches with the same format that describe 
the entire surface geometry of interest. For the present study, the flat plate geometry, 
created with the GridTool program, was merged with the IGES jet plume surface ob- 
tained with the Surfacer program. A FELISA (Peiro et al. [60]) input file is generated 
as an output option by the GridTool program. FELISA is an unstructured finite ele- 
ment surface and volume grid generation program (See Peiro et al. [60] for a complete 
discussion of FELISA.). For the present application, however, only the FELISA surface 
triangulation routine was used. Triangulation density of the surface is controlled by 
distributing sources with the GridTool program, which are read by the FELISA surface 
triangulation routine. 

One final step was necessary to provide a compatible DAC formatted surface 
description for the molecular simulation. An author written translation and boundary 
condition application computer program, ftodac, was applied to the FELISA output file. 
All surface points, the number of triangles of the surface, and triangle connectivity are 
rewritten from a FELISA to DAC type format by ftodac. Additionally, appropriate 
solid wall and jet plume surface boundary conditions are assigned to each triangle. All 
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solid walls of the flat plate are treated as non-catalytic, fully diffuse surfaces with full 
momentum and energy accommodation. The jet plume surface is treated as an outgassing 
boundary with the number density, velocity, and temperature of the jet assigned to the 
proper boundary location. The outgassing boundary condition of the plume also assures 
that molecules outside the plume that are moving toward the plume surface are allowed 
to pass out of the DSMC domain and are removed from the simulation. Boundary 
conditions for the jet plume surface are interpolated from the original structured grid 
GASP PLOT3D solution file by a weighted distance squared subroutine of the ftodac 
program. 

I 

Shown in Figure 3.12 is the triangulated surface description of the flat plate and jet 
plume surface for the argon jet interaction that was generated by the FELISA program. 

Shown in the figure is the full geometry; however, for the simulation, only half of the ( 

geometry was used because of symmetry at the plate center line. In the right upper 
corner of the figure is a closeup view of the argon jet plume surface, which consists of j 

7,200 triangles (of which 3,600 were used because of symmetry). Note the dense surface j 

triangulation of the surface near the jet exit. The closely spaced triangles allow a more \ 

I 

detailed geometric and boundary condition description of the jet plume surface in the j 

i 

region where flow gradients are high. Also, the flat plate (to one side of the symmetry ; 

■ 

plane) was described by 25,000 triangles with over 12,000 triangles on the upper surface , 

to produce the desired surface sampling about the jet interaction region. 
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Fig. 3.12. Triangulated flat plate and jet plume continuum surface geometries. 
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3.4.3 DSMC Modeling of the Interacting Flow Field 

After the geometry and boundary conditions of the surface for the molecular 
simulation are defined, the DSMC domain size and the domain boundary conditions 
must be specified. The DSMC domain size was chosen to entirely surround the flat plate 
model (above, below, and to the side) to simulate the experimental conditions more 

i 

closely than if just the upper portion of the plate flow field were modeled. The extent of 

i 

the DSMC domain is shown in Figure 3.13. A free stream boundary condition is applied 
to all domain boundary faces except the symmetry plane where a symmetry boundary 
condition was applied. 

I 

To produce the DSMC solution, the grid adaptation scheme provided by the DAC 
series preprocessor ( predac ) is employed. The predac. program initially generates a uni- 
formly spaced Cartesian grid of so-called level I cells for the initial molecular simulation. ] 

Triangulated surfaces that model the geometry clip the Cartesian grid, and the volumes j 

of the clipped Cartesian cells are determined for use in computing flow r properties. The 1 

uniform grid solution, which is produced from the initial simulation, resolves large scale 
flow field features. Level II cells with finer grid spacing in regions of high number density 
are generated for subsequent adaptation cycles based on the previous grid solution. Level 

* 

1 

II cell spacing within level I cells is controlled by user input to the predac program. The 

grid adaptation process may be applied as needed to each flow field solution to produce * 

the desired degree of cell resolution. 

I 

A uniform grid and three grid adaptation cycles were applied to produce the f 

present DSMC jet interaction molecular simulation. The uniform Cartesian grid for the f 


ii mu limn II 
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simulation is shown in Figure 3.13. Two planes of the Cartesian grid are shown: a cross 
flow grid that intersects with the jet breakdown surface at x = 0.125 m and a streamwise 
grid along the symmetry plane at y — 0 in. Note that the flat plate and non-interacting 
jet plume surfaces are shown colored white in the foreground of the figure on the grid. 

The uniform Cartesian grid consisted of 250,000 cells; however, the volume of 
the flat plate and plume continuum surface clip out about 15,000 cells of the domain 
resulting in about 235,000 active cells for the simulation. About 2.64 million simulated 
molecules were necessary to fill the cells with a average of about ten molecules per 
cell. After an initial transient period to equalize the number of inflow and outflow 
molecules in the DSMC domain, approximately five thousand time steps were performed 
before the simulation was stopped, which allowed 2,500 sampling cycles to be obtained. 
Typically, sampling is performed every other time step in DSMC to avoid a bias from the 
random number generation process. The uniform grid simulation required 300 Mbytes 
of computer memory and executed for 232 node hours using SGI R10000 CPUs. 

Number density contours from the uniform grid solution are shown in Figure 3.14 
at the same planar locations as the grid shown in Figure 3.13. These contours reveal the 
large scale features of the flow field. Upper and lower plate shock waves that originate at 
the plate leading edge, the higher number density region near the continuum jet plume 
surface, and the low number density region in the wake downstream of the flat plate are 
evident in Figure 3.14a. Also note that these same general features on the symmetry 
plane are shown by the CFD solution presented in Figure 3.8. The end view cross flow 
plane at the jet nozzle location (Sec Figure 3.14b.) shows the extent of the jet interaction 
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Fig. 3.14. Number density contours from the uniform grid solution. 
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disturbance above the plate, the flow about the plate side walls, and the flow under the 
plate. 

Based on the uniform grid solution, the first adapted grid was produced by predac 
with the same number of level I cells as the uniform grid; however, the adaptation process 
allowed level II cells (inner cells) to be created within the level I cells. The resulting 
DSMC domain consisted of about 1.6 million level II cells with about 26 thousand cells 
clipped out because of the volume occupied by the flat plate and breakdown surface. 
Grid planes at y = 0 m and x = 0.125 m are shown in Figure 3.15. Generally, the 
result of the first grid adaptation was to increase grid density uniformly throughout 
the computational domain, except, for example, in the plate wake and side wall regions 
where the number density of the uniform grid simulation was lower than the free stream. 

The DSMC method was then applied to the adapted grid. Simulated molecules 
within the cells of the DSMC domain numbered about sixteen million. The simulation 
was run for five thousand time steps after a steady condition was met to collect samples 
and required 1.25 Gbytes of computer memory and executed for 971 node hours on SGI 
R10000 CPUs. Number density contours corresponding to the grid plane locations of 
the previous figure are shown in Figure 3.16. The number density contours reveal similar 
flow features as the uniform grid solution, except more of the fine detail is apparent. In 
comparing Figures 3.14 and 3.16, the near jet flow field gradients are shown in greater 
detail for the adapted grid solution than for the uniform grid solution. 

Because the memory requirements for the next grid adaptation and simulation 
cycle exceeded the available memory of the local SGI R10000 CPUs, an alternate com- 
puter system was employed. The computer system consists of two computers: the first 
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is an SGI Onyx CHALLENGE with two Gbytes of main memory to execute predac, the 
DAC series preprocessor, and the other is part of the NASA High Performance Comput- 
ing and Communications (HPCC) Program, a 1024 processor element SGI/Cray T3E to 
execute ddac , the parallel version of the current DSMC code. Each processor element 
of the T3E multi-processor computer is a Digital Equipment Corporation Alpha RISC 
chip. Both computers are located at the NASA Goddard Space Flight Center. 

The second grid adaptation, based on the results from the first adapted grid 
simulation, was performed on the alternate computer system. The number of level I 
cells was held constant, but the maximum number of level II cells in each level I cell was 
increased by a factor of two in all coordinate directions. Two planes, which represent 
the resulting grid resolution from the second adaptation, are shown in Figure 3.17. The 
DSMC domain for the second adaptation consists of 3.35 million level II cells with 85 
thousand cells clipped because of the volume occupied by the flat plate and continuum 
jet plume. 

For this adaptation cycle, note that the grid shown in Figure 3.17 better represents 
the number density contours from which it was derived (See Figure 3.16.) than for the 
the previous adaptation cycle (Compare Figures 3.15 and 3.17.). The difference between 
the two grid cycles results because the first, adaptation cycle was based on a uniform grid 
simulation with coarse resolution of the flow field and a greater number of level II cells 
within each level I cell was allowed for the second adaptation cycle. 

A simulation was performed on the second adapted grid, which required 34 million 
molecules and about 3.5 Gbytes of computer memory. Computer execution time was 1980 
node hours on the SGI/Cray T3E using cither 128 or 256 processor elements, depending 
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on the computer queue availability. Execution of the simulation was stopped after 2500 
steady-state samples were obtained. 

Number density contours from the simulation on the second adaptation grid at the 
grid cut planes of Figure 3.17 are shown in Figure 3.18. Greater detail is shown by the 
number density contours in the near jet region than with the previous solutions. The 
forward jet interaction compression region shown in Figure 3.18a is more pronounced 
with a stronger density gradient than the previous solution, which is evidenced by closer 
spaced number density contours than before. 

Based on the memory requirements of the second grid adaptation and simulation 
cycle and on several trial attempts with the DAC preprocessor, grid refinement for the 
third adaptation was chosen to maximize the number of level II cells near the upper wall 
surface to increase solution confidence in this region by minimizing the number of cells 
elsewhere. To accomplish this, the predac program was modified so that cells of one mean 
free path normal and two mean free paths lateral to the upper plate surface were allowed 
for the first four level I cells closest to the upper plate surface to concentrate fine grid in 
this region. Below the second level I cell in the -z direction from the plate surface, no level 
II cells were allowed, and elsewhere in the domain, level II cells were limited to a minimum 
of four mean free path spacing in all directions. Although cells less than one mean free 
path are recommended by Moss et al. [53] to resolve hypersonic viscous interaction 
surface properties with the Bird G2 DSMC code [10], for the present simulation, larger 
cell spacing based on the study by Moss et al. [53] was unavoidable because the resultant 
number of simulated molecules would cause the problem to be intractable, even on the 
SGI/Cray T3E, one of the largest multi-processor computer systems available. Therefore, 
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Fig. 3.18. Number density contours from second adapted grid solution. 


II |» Ml; || liillll i il 1 1 1 li 





101 


a trade-off of modifying the grid to provide smaller dimensioned grid spacing normal to 
the plate surface was made by sacrificing grid resolution elsewhere as described previously 
to maximize accuracy of sampled surface properties on the upper portion of the plate 
obtained from the molecular simulation. 

The resulting grid is shown in Figure 3.19a and b at the symmetry plane (y = 0 m) 
and at the nozzle centerline from the end view (x = 0.125 m), respectively. Fine spacing 
of the plate leading edge compression wave location is shown in Figure 3.19a. Also, fine 
grid is shown in Figure 3.19a and b along the location of the flat plate boundary layer 
and near the jet plume and interaction regions. Note that in some regions along the 
surface, cell spacing is more coarse than at other regions. These regions are above the 
plate surface nearly midway between the plate leading edge and jet nozzle (Figure 3.19a, 
x w 0.06 m), near the plate side wall (Figure 3.19b, y ~ ±0.1 m), and under the plate 
upper surface. Cell spacing variation in the region above the upper plate surface was 
affected by changes in the local mean free path of the flow field, which was based on 
the previous adapted grid solution; however, coarse cell spacing below the plate surface 
was caused by the modifications to the DAC preprocessor code, which allowed no level 
II cells at a designated z-location below the plate surface. 

Preprocessing for this grid adaptation cycle produced nearly 14 million cells with 
about 640 thousand cells clipped because of the triangulated jet plume and flat plate 
geometry. A molecular simulation was performed on the grid, which is shown in Fig- 
ure 3.19. The simulation required 14 Gbytes of computer memory for the 134.5 million 
molecules at the steady state condition. Computer execution time was 21 thousand node 
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hours on the SGI/Cray T3E using 512 processor elements. After 2500 steady state time 
step samples were obtained, execution of the simulation was halted. 

Number density contours are shown in Figure 3.20 at the same planar locations as 
the grid shown in Figure 3.19. Flow features similar to those produced by the previous 
adaptation cycle are shown by the present simulation. Above the plate, large scale flow 
features such as the jet interaction compression, the plate leading edge compression, and 
the jet expansion aft of the plume are nearly the same; however, detailed fine features, 
which are just present with the second adaptation, are more prominent with the third 
adaptation. For example, the low density region forward of the jet plume and the low 
density structure to the side of the jet plume are resolved better for the third adapted 
grid solution (Compare Figure 3.18 with Figure 3.20.). 

Although the DSMC portion of the jet interaction simulation at the experimental 
test condition required an extensive amount of computational resources, it is important 
to note that if the continuum fluid inside the plume breakdown surface were included in 
the molecular simulation, many more cells and simulated molecules would be needed. A 
calculation using properties of the continuum portion of the jet flow inside the P = 0.01 
surface was performed with the local mean free path as a guide to determine the estimated 
DSMC resources for such a simulation. To model the continuum portion of the jet to the 
symmetry plane with mean free path resolution, 0.33 trillion (0.33 x 10 ) cells and 3.3 

trillion simulated molecules would be required, which clearly exceeds current and near 
future computational capabilities. Thus, by providing a CFD solution to the P = 0.01 
jet breakdown surface, the problem size is reduced considerably. 
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b) End view, grid at x = 0. 1 25 m. 


Fig. 3.20. Number density contours from third adapted grid solution. 
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3.4.4 Analysis of DSMC Results 

An analysis of the uncoupled CFD-DSMC flat plate jet interaction solution is 
presented in this section. Comparisons are made between the 2 D G2 flat plate no-jet 
solution, the second adapted grid solution, and the third adapted grid solution. These 
comparisons help to validate the present solution technique as producing a credible jet 
interaction solution. It will be shown that the third adapted grid provides an adequate 
simulation of the flat plate jet interaction. Also presented is a discussion of the jet 
induced flow separation and attachment on the plate surface and the character of the 
local jet interaction flow field. 

A further comparison of the present numerical results with the experimental data 
of Warburton [88] was sought. Unfortunately, the data were not available at the time 
of this writing. Therefore, only those comparisons discussed above are presented sub- 
sequently in this section. Nonetheless, given in the Appendix is a tabulation of the 
normalized number density, velocity components, and temperature on the symmetry 
plane and the normalized pressure, shear stress components, and heat flux on the upper 
plate surface from the present jet interaction numerical study that can be compared with 
the experimental results of Warburton when they become available. 

Surface pressure, heating, and shear stress from the 2 D G2 flat plate no-jet 
solution, the second adapted grid solution, and the third adapted grid solution on the 
symmetry line of the upper flat plate surface are presented, in Figure 3.21a, b, and c. In 
the figure, uncoupled CFD - DSMC results of the third adapted grid are shown by a solid 
line; results of the second adapted grid are shown by a dashed line, and the G2 DSMC 
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results are shown by the dot-dashed line. Pressure and shear stress are normalized by 
the free stream momentum flux, Poo V ^ and Iieat flux is normalized by twice the free 
stream kinetic energy flux, The heat flux vector is positive for heat flow from 

the fluid to the plate surface and negative for heat flow from the plate surface to the 
fluid. For the wall shear stress, r zx , a positive value indicates a shear force in the positive 
x-direction, that is, in the direction of the free stream flow. 

As the free stream flow encounters the plate leading edge, a viscous boundary layer 
develops. The three results shown in Figure 3.21 differ in this leading edge region. The 
second and third adapted grid solutions predict higher leading edge pressure, heating, and 
shear stress than does the G2 code. The G2 code provides a more accurate simulation in 
the region near the plate leading edge because cell resolution normal to the plate surface 
was at least one-quarter of the local mean free path, which allowed better resolution of 
the highly rarefied flow about the sharp leading edge (See the discussion in Section 3.2.2.). 

Away from the influence of the sharp leading edge, good agreement exists between 
the G2 code and third adapted grid uncoupled CFD DSMC simulations. As shown in 
Figure 3.21, downstream of the plate leading edge to a location of x ~ 0.07 m, the 
normalized surface pressure, heating, and shear stress predictions are nearly identical 
for the two solutions. The results of the second adapted grid simulation, however, do 
not compare well, and for each surface quantity (pressure, heating, and shear stress), a 
greater value is predicted than from the other two simulations. Inadequate cell resolution 
of the second adapted grid case probably allowed simulated molecules to encounter the 
wall with too much momentum and energy. With adequate cell resolution near the wall, 
molecules collide sufficiently within the cells to properly balance the local momentum 


108 


and energy before striking the wall. Additionally, because the third adapted grid and G2 
code solutions agree over the forward portion of the plate, cell spacing of one mean free 
path normal to the wall for the third adapted grid simulation is shown to be adequate 
for the present simulation. 

For an x location greater than about 0.07 m, results in Figure 3.21 show the G2 
code prediction of pressure, heating, and shear stress changes little to the end of the plate 
because the simulation is for a flat plate with no jet interaction. However, as shown by 
the results for the uncoupled CFD-DSMC simulation, the local pressure, heating, and 
shear stress are greatly influenced by the jet interaction as indicated by the rapid increase 
in pressure and heating ahead of the jet nozzle exit location at x — 0.125 m. Shear stress, 
however, decreases to a negative value for 0.078 < x < 0.110 m before becoming positive 
closer to the nozzle exit. Wall shear stress indicates the local flow direction; reversal of 
the shear stress indicates flow separation. 

The wall shear stress direction is shown more clearly with the aid of Figure 3.22a, 
simulated oil flow streaks on the plate surface and Figure 3.22b, flow streamlines at the 
symmetry plane. To create the surface oil flow pattern in the figure, wall shear stress 
from the molecular simulation in the x and y directions, r zx and r Z y respectively, define 
surface vectors on the flat plate, and streamlines, introduced on the plate surface by the 
visualization software [5], follow the local shear stress vector field. Thus, the lines show 
the direction of the local skin-friction. 

Peake and Tobak [59] have assembled an extensive glossary and explanations for 
the topology of many skin-friction patterns on bodies, which encounter high speed flow. 
Based on their topological rules, two distinct features are noticeable on Figure 3.22a: At 





the point on the symmetry line where the oil flow lines converge (labeled S), a line of 
separation is apparent; Also, the symmetry plane streamline figure (See Figure 3.22b.) 
shows that at point S, streamlines lift from and separate off the plate surface just up- 
stream of two counter-rotating vortices, Peake and Tobak [59] explain that the flow 
along a line of separation leaves the surface as a free shear layer. A line of attachment 
is also shown in Figure 3.22a and is labeled as point A at the symmetry line. Along the 
line of attachment, oil flow lines diverge because the local flow is directed downward at 
the surface and spreads laterally. At the point labeled A, shown in Figure 3.22b, tin 5 
shear layer flow between the counter-rotating vortices impinges on the plate surface and 
the flow on either side is directed upstream and downstream respectively. 

The jet, injected at the P — 0.01 plume surface, acts as a three-dimensional 
protuberance to the incoming free stream causing the flow to separate and creating the 
counter-rotating vortices (See streamlines in Figure 3.22b.) located within a separation 
region on the upper flat plate surface just upstream of the jet plume. The forward vortex 
turns the free stream flow above the local jet interaction region, and a jet induced vortex 
(just aft of the forward vortex) entrains the jet gas. These two vortices are shown by 
the streamlines in Figure 3.22b just above the upper plate surface and upstream of the 
nozzle exit location. 

The streamlines of Figure 3.22b show that the jet flow also has a prominent 
influence on the upper free stream flow. The flow above the flat plate is turned and 
the streamlines are compressed by the jet. Flow turning of the free stream caused by 
the jet is maintained until it exits the computational domain. Likewise, the jet flow 
streamlines are compressed by the interaction with the free stream. Jet streamlines are 
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abruptly turned downstream by the interaction. Also, flow directly behind the jet on 
the symmetry plane is at a lower pressure than the flow beneath the plate as evidenced 
by the streamlines passing below the flat plate turning upward through the plate wake 
region. 

As shown by the number density contours of Figure 3.20, the nitrogen free stream 
inflow condition is about four orders of magnitude less dense than the standard number 
density. As the free stream encounters the upper flat plate surface, it is initially com- 
pressed by the boundary layer displacement to create a leading edge shock wave. Over 
the upper portion of the flat plate past the leading edge, the gas density decreases as a 
boundary layer develops and the gas temperature near the wall increases from viscous 
dissipation (Note, however, that the density within the Knudsen layer will increase be- 
cause of the lower wall temperature.). The density of the near wall gas then increases at 
the separation region as it recompresses before either being directed above the separation 
region or entrained into the forward vortex upstream of the jet plume. 

Initially, the jet flow just outside the non-interacting plume surface expands as 
shown in Figure 3.20. However, as the jet encounters the free stream flow, it compresses 
as shown by the higher number density region just above the jet. This higher density 
region is caused by the interaction between the free stream flow and jet. As discussed 
previously, the jet flow turns the free stream. The resultant compression can be seen 
in the figure as the outer curved number density contour, which intersects the upper 
computation domain near the downstream boundary. In addition, number density in 
the region downstream of the nozzle exit just above the flat plate surface decreases with 
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distance, indicating a low pressure wake has formed behind the jet and high density 
interaction compression. 

Number density contours below the plate show the influence of the underside 
compression surface. Flow beneath the plate is initially compressed by the shock wave 
created by the wedge geometry of the lower surface leading edge; however, as the flow 
reaches the end of the lower wedge compression surface, it expands, and the number 
density decreases. The flow then exits either through the lower or downstream compu- 
tational boundary. 

From this analysis of the interacting flow field, the pressure and heating distribu- 
tions along the symmetry line (See Figure 3.21a and b.) can be better explained. As the 
local flow over the plate encounters the separation line, it is turned upward away from the 
plate and compressed as shown in Figure 3.22b, hence the rise in pressure at x a 0.07 m. 
The maximum surface pressure occurs at the flow attachment point (x = 0.110 m), and 
is influenced by both the free stream compression from the jet interaction above and the 
flow impingement at the attachment line of the counter-rotating vortices. As shown in 
Figure 3.21b, with increasing distance from the leading edge, heating in the separated 
flow region first has a lower maxima and decreases at the forward vortex location; at the 
vortex attachment, heating increases to a higher maxima. One possible explanation is 
that the forward vortex gains kinetic energy by momentum transfer from the free stream 
as it traverses the upper portion of its path. An energy balance occurs between the for- 
ward and jet induced vortices during the path down toward the flow attachment point 
where energy is released as a heat flux to the wall causing the higher maxima. As the 
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vortical flow traverses from the attachment line upstream and downstream, the heating 
distribution on either side of the higher maxima is produced as shown in Figure 3.21b. 

Cross flow planes of the uncoupled CFD DSMC simulation are presented in Fig- 
ure 3.23a, b, and c at x locations of 0.100, 0.125, and 0.150 m, respectively. Each figure is 
arranged with cross flow streamlines above the plate superimposed on normalized num- 
ber density contours at each plane. Although the molecular simulation was for one-half 
of the plate to the symmetry plane, shown on the figure is a full plate width view with 
a mirror of the lialf-plate solution, which provides a better perspective of the cross flow 
features. Note that the region occupied by the plate is masked white to show its position 
in the simulation domain. Additionally, shown masked in white in Figure 3.23b is the 
jet non-interacting plume surface. 

Shown in Figure 3.23a, the x = 0.100 m plane, are cross flow streamlines, which 
indicate an upward and sideward flow direction. The flow is directed up and to both 
sides because of the forward vortex. Note that the forward vortex center is located 
downstream of the x = 0.100 m plane and has an upward velocity component on the 
symmetry plane at this x location (See Figure 3.22b.). 

Number density contours also show the effect of the forward vortex. A higher 
density region is shown in Figure 3.23a centered at y = 0 m and about 0.015 m above 
the plate. This region has a higher density than the surrounding region because it is 
located where the forward vortex is elongated from the compression of the free stream 
flow turning upward over the separation zone (Again, see Figure 3.22b at the x = 0.100 m 
location.). Also, on both the sides of this high density region, the number density 
decreases showing the three-dimensional nature of the separation wrapping about the 
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jet. Finally, note the streamlines shown in Figure 3.23a end above the higher density 
contoured region at z « 0.025m because the velocity components in the y and z directions 
become zero. The end points of the cross flow streamlines occur in the undisturbed free 
stream and therefore indicate the extent of the viscous layer above the plate. 

Shown in Figure 3.23b is the cross flow plane at x = 0.125 m. Flow streamlines 
in the figure and the simulated oil flow pattern at the plate surface (See Figure 3.22a.) 
indicate that the jet induced vortex structure has moved the free stream gas away from 
the wall on either side of the symmetry plane at this cross section location. The jet 
induced vortex (just upstream of the jet nozzle exit in Figure 3.22) has tinned about the 
jet and emerges from this cross flow plane as the vortex structure shown in Figure 3.23b. 

Number density contours at the x = 0.125 m plane are also shown in Figure 3.23b. 
A complex flow interaction region is shown above the jet plume surface and extends 
about 0.04 m above the plate surface. Jet flow initially expands outward, as evidenced 
by the decreasing number density near the plume surface, until being compressed by the 
interaction with the free stream. The interaction causes the number density to increase 
as the jet and free stream flow are compressed and turned from the original flow direction. 

The final cross flow plane is shown in Figure 3.23c at the plate trailing edge 
(x = 0.150 in). Flow streamlines in the figure show that the vortices at the previous 
cross flow plane (see Figure 3.23b) persist to the plate trailing edge; however, the vortices 
become elongated and less organized rising further above the flat plate surface because 
of mixing as angular momentum is transferred to the surrounding fluid. Also, flow at. 
the symmetry plane is directed upward away from the plane surface as the upward jet 
injection still affects the flow at the trailing edge cross flow plane. 
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The number density contours at the x = 0.150 in location, given in Figure 3.23c, 
show that the jet interaction region has become larger than at the previous planar 
location and extends about 0.06 m above the plate surface. Also, a high density lobe 
is shown near the surface at y « ±0.04 m, which corresponds to the vortex attachment 
line location at the plate trailing edge shown in Figure 3.22a. The vortex structure is 
larger and more diffused than at the x = 0.125 m cross flow plane (See Figure 3.23b.). 
Note that the simulation domain extended far enough from the upper plate surface to 
capture the entire density gradient field of the interaction at this plane. 

3*4*5 Effect of DSMC Grid on Flow and Surface Properties 

The molecular simulation on the third adaptation grid for the transitional-rarefied 
jet interaction presented in Section 3.4.3 required extensive computational resources, 
which were close to the capacity of the HPCC SGI/Cray T3E, one of the largest multi- 
processor computers available. A DSMC solution on a finer adaptive grid with more cells 
for this jet interaction condition is not possible at this time because it would exceed the 
existing computational resources. However, the current simulation on the fine grid did 
produce detailed flow features of the transitional-rarefied free stream interacting with a 
continuum jet, the quality of which can be assessed by comparing the fine grid results 
with those from the other more coarse grids, that is, from the simulations performed 
on the uniform, first adapted, and second adapted grids. These flow field results were 
presented previously in Section 3.4.3. 

For this grid convergence analysis, several significant features of the flow field are 
identified and tracked for each grid solution. First, the locations on the symmetry plane 
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of the upstream edge of the compression waves generated by both the flat plate sharp 
leading edge and the jet interaction, at x = 0.02 m and 0.03 m, respectively, above the 
plate surface arc obtained as a function of the grid adaptation. These two locations in 
the flow field are labeled in Figure 3.24 as point 1 and point 2. Next, the surface pressure 
and heating and location of the forward separation and vortex attachment points on the 
symmetry plane are presented as a function of grid adaptation. These locations are given 
by the letters S and A, respectively, in Figure 3.24. By comparing and analyzing flow 
features such as these for simulations with various grid spacing, an assessment of the 
quality of the final adapted grid simulation can be performed. 

To locate the leading edge of a compression wave as its position varied with 
grid adaptation cycle, flow variables along horizontal line cuts at the appropriate height 
above the flat plate were extracted from the flow field and examined to reveal the position 
where the local number density increased to a value ten percent above that of the free 
stream value. This ten percent position provides a consistent measure of the flow field 
compression wave location at points 1 and 2 where local flow properties are obtained for 
the analysis. 

Point 1, shown in Figure 3.24, is the leading edge of the flat plate compression 
wave 0.02 m above the plate surface. The normalized location, x/L of this flow field 
feature is presented as a function of the local ratio of cell spacing (ds) to mean free path 
(A) in Figure 3.25a. The ratio, ds/A, decreases by about an order of magnitude from 
its value for the initial uniform grid solution to its value for the third grid adaptation. 
Also, it is well documented (See Moss et al. [53].) that DSMC solutions asymptotically 
approach grid convergence as this ratio falls below unity. Therefore, an exponential curve 




Fig. 3.24. Symmetry plane number density contours from the P = 0.01 uncoupled 
CFD-DSMC solution showing key locations for comparisons. 
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has been fit through the discrete points given by the square symbols, which represent 
locations taken from the uniform, first, second, and third adapted grid simulations. For 
the curve fit, a boundary condition was imposed that the slope of the curve approach 
zero in the limit as ds/A |j oca ]— > 0. However, the slope requirement of the curve fit may 
be too restrictive as an end boundary condition because Moss et al. [53] have shown that 
DSMC grid independence is achieved for ds/A )i oca |< 0.35. 

Although the discrete points presented in Figure 3.25a show some scatter about 
the curve, the trend of the curve illustrates that with coarse cell spacing, the flat plate 
compression wave leading edge is further upstream than with fine cell spacing. At the 
zero cell size limit, the curve fit shows the location of the compression wave leading edge 
at x/L « 0.55m, close to the value obtained with the third adapted grid simulation. A 
similar trend is shown in Figure 3.25b for the leading edge location of the jet interaction 
compression wave, that is, with decreasing cell spacing, the leading edge of the com- 
pression wave initially moves downstream and then its location becomes stationary as 
cell size is further decreased. Based on these observations, local cell spacing of the third 
adapted grid (ds/A li 0 ca]~ 1-5) may be adequate to locate the position of compression 
waves in the flow field. 

Next, along the flat plate center line, surface pressure and heating at the flow 
separation and attachment points and the extent of flow separation associated with 
the jet interaction are analyzed to determine the effect of cell spacing on the forward 
separation region. The interacting jet causes a forward separation region consisting 
of two counter-rotating vortices as discussed previously in Section 3.4.4 and shown by 


the simulated oil flow and stream lines in Figure 3.22. The simulation for each of the 
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four grids showed these same general flow features; however, the flow separation and 
attachment point surface pressure and heating and the location of the separation and 
attachment change with cell spacing. By presenting the variation of these surface values 
as a function of the ratio of cell size to mean free path (ds/A) for the four grids, an 
assessment of the grid quality in the flow separation region can be made. 

Figure 3.26 shows surface property variation at the flow separation and attach- 
ment points with ds/A |i oca p At the flow separation point, pressure and heating decrease 
as local cell spacing is refined (See Figure 3.26a.). Note that, similar to Figure 3.25, an 
exponential curve is fit though the pressure and heating results to aid with determining 
the trend for local cell spacing finer than ds/A |i oca j~ 1-5 from the third adapted grid. 
Normalized pressure tends to a value of 0.046 and normalized heating tends to 0.0024, 
which are close to the present fine grid result. 

Flow attachment pressure and heating at the center line as a function of cell 
spacing is shown in Figure 3.26b. Flow from both counter-rotating vortices impinges 
on the plate at the attachment point and causes a local high density region (See, for 
example, the number density contours in Figure 3.20 near the upper plate surface at 
x = 0.11m, which is the attachment point..). Because of the high density region in the 
vicinity of the attachment point, the finest local cell spacing for the third adapted grid 
in this region is ds/A |] oca l~ 7- As shown in Figure 3.26b, the pressure and heating 
increase with decreasing cell spacing as the flow impingement region is better resolved. 
The curve fit shows normalized pressure tends to a value of 0.22 and normalized heating 
tends to about 0.013 as the cell spacing goes to zero. Although scatter exists between 
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the data and curve fit, the curve fit shown in Figure 3.26b does provide a reasonable 
estimate of the attachment point pressure and heating in the grid-converged limit. 

The final comparison presented to determine the effect of the DSMC grid spacing 
in the forward separation region is the normalized distance between the flow separation 
and attachment points, (x A - xg) / L, as a function of the average normalized cell spacing, 
ds/A | ave , which is shown in Figure 3.26c. Although the extent of forward separation 
is usually defined for this type of flow as the distance from the flow separation point to 
the jet, presently it is represented as (x A — xg)/L to include the influence of the flow 
attachment location in the definition. 

Figure 3.26c shows the results for simulations performed on the four grids. Note 
that for the finest cell resolution (the third adapted grid), the average cell spacing relative 
to mean free path is approximately three. However, less scatter exists between the 
exponential curve fit and the individual points for this comparison than for the previous 
two comparisons of Figures 3.26a and b with pressure and heating. Probably because the 
extent of separation is a quantity associated with larger scale flow phenomena than local 
pressure and heating at the separation and attachment points, it is affected less by cell 
spacing, hence, better agreement of the individual points with the curve fit. The curve 
shows that as cell spacing decreases, the extent of separation indicated by (x A — xg)/L 
tends to a value of 0.22, which is close to the result from the finest grid simulation. 

Generally, a molecular simulation with cell resolution less than the local mean 
free path is desired. However, for the present jet interaction simulation, this desired cell 
resolution was not achievable. Nonetheless, a comparison of several key flow field and 
surface features from the molecular simulations performed on the four grids with various 
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cell resolutions has shown that application of the DSMC technique to the third adapted 
grid provides a reasonable description of the transitional-rarefied free stream interacting 
with a continuum jet. 

3.4.6 Effect of Bird Breakdown Parameter 

In this section, the effect of the Bird breakdown parameter value on the DSMC 
portion of the uncoupled solution is investigated. Three issues will be explored: (1) Is the 
uncoupled P — 0.01 surface a sufficient boundary between the CFD and DSMC solutions 
so that there is no need to iterate between the two domains; (2) Is the correlation given in 
Figure 3.10 credible in determining the uncoupling surface for the present transitional 
rarefied jet interaction; (3) What is the consequence of using an uncoupling surface 
between the CFD and DSMC portions of the flow field with a value greater than that 
shown by the correlation in Figure 3.10? 

To address the first issue, a comparison between the CFD expanding jet solution 
presented in Section 3.4.1 and the DSMC third adapted grid solution presented in Sec- 
tion 3.4.3 is made near the P = 0.01 surface. A P — 0.011 breakdown parameter value 
was used for the comparison instead of P = 0.01. Flow properties at P = 0.01 cannot be 
accurately extracted from the DSMC flow solution because of cell clipping effects at the 
triangulated jet plume surface. Number density, pressure, and velocity were obtained at 
three locations: on the symmetry plane forward of the jet exit, on the cross flow plane 
at the jet exit ( x = 0.125m), and on the symmetry plane aft of the jet exit. These 
results are presented in Figures 3.27, 3.28, and 3.29, respectively. The flow quantities 
number density, pressure, and velocity were chosen for the comparison because they are 





Fig. 3.27. Comparison of Ar jet flow properties forward of the jet exit on the symmetry 
plane at P — 0.011. 




Mini lliiniiiili ii im mil I mu in i n mill I 






0.025 




Fig. 3.29. Comparison of Ar jet flow properties aft of the jet exit on the symmetry 
plane at P — 0.011. 
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representative of those that would be employed as coupling boundary conditions if an 
iterative technique were required. 

At the three locations, a comparison of normalized number density between the 
expanding jet CFD and uncoupled DSMC solutions shows a difference from the wall to 
about 0.005 m above the -wall (See Figures 3.27a, 3.28a, and 3.29a.). Number density is 
consistently less in this region for the DSMC result; the difference being greatest at the 
wall, which may be caused by unresolved DSMC wall cell spacing at the inflow plume 
boundary, statistical scatter of the DSMC, nozzle edge effects of the CFD expanding jet 
solution, or a combination of all three. Generally, however, differences between the two 
number density results are not large except near the wall (z < 0.0005), and elsewhere 
away from the wall, the comparison is good. 

Normalized pressure at the P = 0.011 breakdown parameter value for the forward 
symmetry plane, cross flow plane, and aft symmetry plane locations are given in Figures 
3.27b, 3.28b, and 3.29b, respectively. For the CFD expanding jet, pressure was obtained 
directly from the solution, and for the DSMC, it is calculated as nkT, the equilibrium 
pressure. Similar to the number density comparisons discussed previously, there is a 
difference in pressure near the wall (to 2 ~ 0.001m), however, away from the near wall 
region, the pressure is in reasonable agreement. 

The next comparison between the CFD expanding jet and DSMC interacting 
jet solutions is with velocity. Figures 3.27c, 3.28c, and 3.29c, show the velocity at the 
forward symmetry plane, cross flow plane, and aft symmetry plane locations, respectively. 
Generally, a good agreement is shown between the two solutions at the P = 0.011 location 
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of the comparisons. There is a difference, however, near the wall, which was also observed 
with the number density and pressure comparisons. 

As discussed above, the near wall differences in flow properties may be caused by 
inadequate DSMC cell spacing at the wall near the P = 0.01 inflow boundary surface, 
which is particularly important in the rapidly expanding flow about the nozzle exit 
corner of the free expanding jet. Regardless of these near wall differences, the two 
solutions match reasonably well, especially away from the wall where the interacting 
flow compression would be present. Therefore, based on the comparisons of results given 
in Figures 3.27, 3.28, and 3.29, an uncoupling of the CFD and DSMC solution methods 
with no iterative cycle between the two is justified. This conclusion is further supported 
by the results given in the following paragraphs. 

The credibility of the correlation given in Figure 3.10 is considered subsequently 
by comparing results from the expanding jet CFD solution and interacting jet DSMC 
solution along three line cuts on the symmetry plane from the P = 0.01 surface outward 
into the flow field. These line cut locations are shown in Figure 3.24 by the white dashed 
lines labeled line 1, line 2, and line 3. Lines 1 and 2 traverses upward and forward from 
the P = 0.01 surface through the jet interaction compression upstream of the nozzle 
exit, and line 3 passes aft from P — 0.01 directed upward and downstream of the nozzle 
exit. The flow quantities compared along the three lines are number density, pressure, 
and velocity as a function of increasing Bird breakdown parameter value, P. Given in 
Figures 3.30, 3.31, and 3.32 are the variables extracted on lines 1, 2, and 3, respectively, 
from the expanding jet CFD and interacting jet DSMC flow fields. By comparing the 
variation of these quantities with the breakdown parameter value in the direction of 
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Fig. 3.30. Flow variable change along line 1 as a function of breakdown parameter 
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Fig. 3.31. Flow variable change along line 2 as a function of breakdown parameter 
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expanding flow (increasing P), definite conclusions may be revealed about using the 
results presented in Figure 3.10 to determine a value of P at which to uncouple the CFD 
and DSMC portions of the interacting flow field. 

The variation of flow properties along line 1 (see Figure 3.24), which is given 
in Figure 3.30, shows that the number density, pressure, and velocity for the freely 
expanding jet (CFD) and interacting jet (DSMC) approach the same values as P — + 0.01. 
With increasing P, results from the two solutions diverge, and at P = 0.02, the flow 
variables are significantly different. Note that the figure shows for P > 0.04 there is 
a large increase in number density and pressure and a similar decrease in velocity for 
the uncoupled CFD DSMC solution because at this location, the jet-free stream flow 
interaction is significant.. Along line 1, P = 0.04 occurs a distance of about 0.0075 m 
from the P = 0.01 surface. 

Shown in Figure 3.31 are the number density, pressure, and velocity comparisons 
along line 2. Note that line 2 is above line 1 and also extends into the forward jet 
interaction region. At P = 0.01, the flow variables presented in the figure from the CFD 
of the expanding jet and DSMC of the interacting jet have the same values. Also, the 
number density from the CFD and DSMC solutions are the same for P < 0.015 and oidy 
diverge slightly until the breakdown parameter is greater than 0.021. The pressure and 
velocity follow the same trend with increasing P. Moreover, for P > 0.021, the DSMC 
result shows density and pressure increases greatly with a corresponding decrease in 
velocity, and demonstrates that the initially expanding jet begins to be influenced by the 
interacting flow region at P = 0.021, which is about 0.006 m from the P = 0.01 surface. 
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Next, a comparison of the flow variables as a function of breakdown parameter 
value along line 3 is given in Figure 3.32. A trend similar to that of line 2 is observed, 
except that the P value where deviation between the freely expanding and interacting jet 
results is different. For line 3, the two solutions diverge slowly until P = 0.036, where, 
for increasing P ) density and pressure increase rapidly, and velocity likewise decreases 
( P = 0.036 occurs 0.013 m from the P = 0.01 surface.). The sudden change in flow 
properties in the DSMC solution is located where the jet flow confronts the interacting 
portion of the flow field at that location. 

Although only three line cuts have been presented, they clearly show that as P is 
increased, number density, pressure, and velocity differ between the freely expanding jet 
CFD and the interacting jet DSMC flow field solutions. Conversely, the two solutions 
approach each other as P — > 0.01. The analysis of properties along line 1 shows the 
difference becomes significant for breakdown parameter values greater than P « 0.015. 
For lines 2 and 3, the difference in properties was small until the flow encountered 
the edge of the interacting flow region. Therefore, it is concluded that the curve fit 
correlation given in Figure 3.10 can be employed as an accurate guide to define the 
breakdown parameter value at which to uncouple the CFD and DSMC portions of the 
jet interaction flow for the present flow conditions. 

Subsequently, the third issue listed at the beginning of this section is explored. A 
comparison of two flat plate jet interaction simulations is provided to assess the conse- 
quence of defining the jet non-interacting plume surface with a value of the breakdown 
parameter larger than that suggested in Figure 3.10. In Section 3.4.4, the uncoupled 
CFD DSMC simulation of a nitrogen free stream interacting with an argon jet defined 
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by a value of the non-interacting plume breakdown parameter of P = 0.01 was presented. 
For the present comparison, the same interaction is simulated except that the jet plume 
is defined by a P ~ 0.02 breakdown parameter value. 

As with the P = 0.01 case, the present simulation required grid adaptation to 
produce the final molecular simulation. The grid adaptation procedure was identical 
to the one used for the P — 0.01 simulation. The extent of the domain, number of 
adaptation cycles, level II gridding for each cycle, and number of sampling time steps 
for each of the solution cycles were duplicated so that the final simulation would not 
be biased by the grid adaptation. The final adapted grid produced 134.1 million steady 
state molecules for the 13.25 million active cells. Note that the simulation with P = 0.01 
required 134.5 million molecules, about 400 thousand molecules greater than the P = 
0.02 simulation. 

Flow field comparisons are made using number density contours at the two planar 
locations, which bisect the jet nozzle exit location. Figures 3.33a and b show the symme- 
try plane contours for the P = 0.01 and P = 0.02 cases, respectively, and Figures 3.34a 
and b show the cross flow plane number density contours at x = 0.125 in location for 
the same cases. 

The flow field comparison shows that some differences exist between the two 
simulations. The most obvious difference is that the P = 0.02 solution has larger jet 
plume, but more subtle differences are present. In the interaction zone, for example, 
the region of maximum compression (highest number density) just forward of the jet 
plume (x « 0.12 rn, z « 0.02 in) for the P = 0.01 case is larger than for the P = 0.02 
case (see Figure 3.33). Also, the high density region abuts the surface of the P = 0.02 


136 




0.05 


z, m 


-0.05 



n/n 0 

1 .0000E-02 
5.6234E-03 
3.1623E-03 
1.7783E-03 
1 .0000E-03 
5.6234E-04 
3.1623E-04 
1.7783E-04 
1 .0000E-04 
5.6234E-05 
3.1623E-05 
1 .7783E-05 
1 .0000E-05 


x, m 


a) P = 0.01. 



0 0.05 0.1 0.15 0.2 0.25 

x, m 


b) P = 0.02. 


Pig. 3.33, Number density contours on the symmetry plane for various breakdown 
parameters. 


! HI I hi i ii win in mill i i i nffl rli iKflii 





137 


n/n 0 

1 000E-02 
5.623E-03 
3.162E-03 
1 .778E-03 
1 000E-03 
5.623E-04 
3.162E-04 
1.778E-04 
1 .000E-04 
5.623E-05 
3.162E-05 
1 778E-05 
1 000E-05 


0.05 


z, m 


-0.05 

-0.1 -0.05 0 0.05 0.1 

y, m 

b) P = 0.02. 




y, m 

a) P = 0.01. 


Fig. 3.34. Number density contours at x = 0.125 m cross flow plane for various break- 
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plume. It is important to note that the boundary condition assigned to the jet plume 
is an outgassing surface. The outgassing surface allows a molecule moving toward the 
surface to pass through and be deleted from further considerations rather than a molecule 
striking the surface and rebounding back into simulation domain as with a solid surface 
boundary. This boundary type is applicable for the uncoupled technique where few 
molecules move into the plume region; however, as for the P = 0.02 plume, which 
abuts a high density compression, the size of the compression region may be reduced 
because molecules, which should affect the flow inside the plume breakdown surface and 
contribute to the interaction compression, are deleted when they cross the plume surface. 

Slight differences are also shown when comparing the number density cross flow 
planes of the two cases (see Figure 3.34). Near the location y ^ ±0.015 m and z ^ 0.01 m, 
the P = 0.01 case has a region of lower number density than the P — 0.02 case. The 
difference may be caused by more complete development of the vortical flow about the 
jet plume in this region for the P = 0.01 plume than for the larger plume of P = 0.02, 
which extends closer to the vortical flow region (Also see Figure 3.20.). 

Except for the differences discussed previously, both of the flow fields shown in 
Figures 3.33 and 3.34 exhibit the same gross features. Jet compression forward of the 
plume and expansion to the aft of the plume are nearly identical. For the present 
flat plate jet interaction, flow field differences do not generally affect the properties on 
the plate surface because the interacting flow is swept above and downstream of the 
plate. There are, however, several regions on the plate surface near the nozzle exit that 
differ. To show the differences near the nozzle exit caused by increasing the breakdown 
parameter value, a comparison between the surface pressure contours of the P — 0.01 
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and P = 0.02 cases is presented in Figures 3.35a and b, respectively. Shown in the figure 
is the starboard surface of the flat plate for each case. Note that y = 0 m is the plate 
symmetry line and the nozzle exit is located on the symmetry line at x = 0.125 m. 

Similar to the flow field comparisons presented above, the surface pressure con- 
tours shown in Figure 3.35a and b arc generally in good agreement. However, a difference 
is apparent at the near nozzle exit region. Shown in Figure 3.35b is a higher pressure 
compression adjacent to the nozzle exit and a lower pressure wake region downstream of 
the nozzle exit. These details are further revealed in Figure 3.36, a close-up view of the 
surface pressure and simulated oil flow in the immediate vicinity of the nozzle exit, which 
is shown as a white semi-circle centered at (x — 0.125 m, y = 0.000 m). Simulated oil 
flow streaks have also been included in the figure to indicate the effect of the continuum 
plume size on the local surface shear stress. 

The figure shows surface pressure for the P = 0.01 case decreases monotonically 
around the circumference of the nozzle exit from forward to aft. The pressure around the 
nozzle exit of the P = 0.02 case initially decreases, sharply increases, then decreases. The 
high pressure region is located at x « 0.124 m and y ss 0.002 m as shown in Figure 3.36b. 
Additionally, the oil flow lines in the figure are bulged away from the high pressure region 
for the P = 0.02 case when compared to the P = 0.01 case (Compare Figure 3.36b with 
Figure 3.36a.). 

The cause of the high pressure region near the jet plume base is related to the 
anomaly about the base region shown earlier in Figure 3.9 for the P = 0.02 case. To 
examine the anomaly in greater detail, the CFD solution of the nozzle base region (See 
Section 3.3.1.) was investigated with the aid of the EnSight program, which showed the 
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breakdown surface for a parameter value of P = 0.02 case folded over to the plate surface 
outside of the nozzle exit parameter. This result indicates that locally about the base of 
the nozzle, an uncoupled CFD DSMC jet interaction simulation, with the plume surface 
defined with P = 0.02, is not appropriate, which is evidenced by the difference in local 
pressure and simulated oil flow of the two flow solutions shown in Figure 3.36. 

Although the differences between the flow field and surface properties of these two 
simulations are apparent only by a detailed analysis, they show that for a jet interaction 
with Kn ( i — 0.038, the choice of plume breakdown parameter value does have an effect 
for the flat plate geometry. Moreover, for complex configurations with a similar Knj 
value, the resultant interacting flow may impinge on a downstream surface. To describe 
these types of flow, the choice, of the breakdown parameter value may be more critical 
than for the present simulation. 


uni i iiiii i mi in ii i i ii mm hi 


143 


Chapter 4 


MGS Jet Interaction with Rarefied Flow 


In this chapter, the uncoupled CFD-DSMC technique discussed in Chapter 2 and 
applied to the flat plate interaction in Chapter 3 is exercised to predict aerodynamics 
for the Mars Global Surveyor (MGS) planetary probe during an actively controlled aer- 
obraking maneuver. In addition to providing an application of the present uncoupled 
CFD DSMC method to simulate a flight condition jet interaction case, previous calcu- 
lations for the same flight condition are available and allow a limited verification of the 
present method. 

4.1 MGS Aerobraking Maneuver 

The MGS is a Mars orbiter, which is designed to obtain surface, atmospheric, 
and magnetic data about the planet with its onboard instrumentation. The mission 
life is planned to end early January 2000. Launched on November 7, 1996, the MGS 
reached Mars orbital insertion September 11, 1997. The original mission plan called for 
an aggressive series of about 300 aerobraking orbits where the vehicle would lose or- 
bital momentum to frictional drag by successively passing the vehicle, in an aerobraking 
configuration, through the upper Mars atmosphere during periapsis (the lowest altitude 
of an orbit). The purpose of the aerobraking activity is to passively change the highly 
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elliptic post-insertion orbit to a more circular mapping orbit without extensive expen- 
diture of onboard propellant (See Lee [45] for a more comprehensive explanation of the 
aerobraking maneuver and other aspects of the MGS mission.). 

The original aerobraking schedule and configuration were changed because the 
solar panel yoke, which connects the 2-axis gimbal mechanism to the solar panel array, 
was damaged when the MGS solar panels were deployed shortly after launch. However, 
the original aerobraking configuration was extensively studied by Shane [77] and Shane 
et al. [76] using the DSMC code, X2, of Rault [63] and [64]. The aerobraking studies 
of Shane included simulations of the attitude control system (ACS) thrusters during 
periapsis when the atmospheric density of an orbit is greatest and jet interaction with 
the free stream has the most affect. For the jet interaction studies of Shane [77], the 
Mars atmospheric density, p ^ = 120 kg /km and temperature, = 148AT, and the 
free stream velocity, = 4811 m/s . Also, the free stream gas mixture on a per mole 
basis is composed of 95.5% CO 2 , 2.7% N 2 , 1.6% Ar, and 0.2% O 2 . 

Results from the jet interaction studies of Shane [77] and Shane et al. [76] are 
compared with results obtained from the present uncoupled CFD-DSMC technique and 
are presented subsequently. For the comparison, two solutions for each angle-of-attack 
case are presented, one flow field with no jet interaction and the other, a jet interacting 
with the flow field. Also, note that the ACS thruster of the previous MGS jet interaction 
study [77] and [76] was modeled by a disc with continuum jet nozzle exit conditions 
imposed as an inflow boundary to the DSMC simulation, which does not adequately 
define the detailed jet flow physics. 

The original aerobraking configuration of the MGS, shown in Figure 4.1, provides 
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Fig. 4.1. Surface geometry of the Mars Global Surveyor (MGS) aerobraking configura- 
tion. 
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the directional orientation of the MGS during an aerobraking pass. Presented in the 
upper right hand side of the figure is a 3-D axis, which shows the coordinate directions 
used for the MGS model. Note that the solar panels are configured so that they are swept 
back 30° from the x-y plane during the aerobrake maneuver to provide a nominally stable 
aerodynamic shape. The main bus of the MGS has dimensions of about 1.5 m square 
in the x-y plane and is about 3 m high (in the z-direction), and the solar panel array, 
including the drag flap at the end of the panel, is about 5 m in length and 2 m wide. 
Also shown in Figure 4.1 is the location of one of four rocket engine modules, which 
consists of three ACS thrusters (two facing forward and one sideways for roll control). 
The other three modules are located symmetrically about the main bus in the same x-y 
plane. The exit diameter of each ACS thruster is 0.015 m (See Lee [45] for other MGS 
details.). 

4.2 CFD Modeling of Attitude Control System (ACS) Thruster 

For the present uncoupled CFD-DSMC flow solution for the MGS during its aero- 
braking maneuver, first the ACS continuum flow solution to the breakdown surface must 
be obtained. The ACS thrusters used on the MGS vehicle are Primex (formally Rocket 
Research Company) model MR-111C monopropellant hydrazine rockets (Tolson [84]). 
To produce thrust, hydrazine (N 2 H 4 ) is passed through Shell 405, an iridium impreg- 
nated aluminum oxide, and is decomposed catalytically into a high-temperature and 
high-pressure mixture of ammonia (NH 3 ), nitrogen (N 2 ), and hydrogen (H 2 ), which is 
expanded through a nozzle and exhausted at the nozzle exit. Details and a brief history 
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of monopropellant hydrazine technology are given by Eggers [21], Russi [71], Sackheim 
et al. [72] and Marcus [48]. 

A CFD solution for the current MR- 11 1C ACS thruster configuration, from the 
plenum, through the nozzle throat and internal expansion, and the external expansion 
from the nozzle exit into a jet plume, is produced by the GASP (AeroSoft [2]) computer 
program. This program has been successfully employed previously to produce continuum 
jet plume solutions for the Shuttle Obiter PRCS thrusters (See Lumpkin et al. [47] and 
Rault [64].). 

The nozzle contour for the MR-11 1C ACS thruster was obtained from Tolson [84] 
and the boundary conditions for the calculations from Morris [51]. The computational 
domain for the ACS thruster solution is shown in Figure 4.2a. A closeup view of the noz- 
zle region, from the plenum to exit, is shown in Figure 4.2b, The nozzle is a converging- 
diverging type, which produces supersonic flow at the exit. As shown in the figure, the 
computational domain consists of 400 cells in the flow direction and 120 cells from the 
nozzle center line to the outer boundary with one-half of the computational cells used to 
calculate the nozzle internal flow. The domain consists of one cell circumferentially be- 
cause only an axisymmetric flow solution of the thruster is needed. Also, the grid shown 
in Figure 4.2b is finely spaced near the nozzle wall to define the nozzle wall boundary 
layer. 

The ACS thruster is an impulsive type, which is either fully off or on, and Mor- 
ris [51] indicates that a solution for the maximum thrust condition with plenum condi- 
tions of T = 1167K and p = 0.978 MPa would best represent the thruster on condition. 
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Fig. 4.2. CFD grid for the MGS ACS thruster (Primex MR-lllC). 
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Additionally, he suggests a frozen mixture with a mole fraction of 19% ammonia, 30% ni- 
trogen, and 51% hydrogen be imposed at the plenum plane, and that a no-slip constant 
temperature wall of 500K be used for the nozzle wall boundary condition. Outside the 
nozzle, the flow expansion region was bounded by a slip wall, which extended 45° from 
the nozzle center line axis (Morris [51]). This outer bounding angle was chosen for the ex- 
pansion region to prevent the CFD solution from diverging because the local temperature 
may became artificially negative during the solution process with a greater expansion 
angle (See Figure 4.2a.). Stuart [81], who routinely produces CFD solutions for expand- 
ing jet plumes using the GASP computer program (see References [47] and [64]), also 
recommended that the flow outside the nozzle exit be modeled as inviscid because the 
viscous contribution to a freely expanding flow is minimal. A first-order extrapolation 
from the interior cell values was imposed as a boundary condition on the domain out- 
flow boundary. The advice of both Morris [51] and Stuart [81] was used to produce the 
present continuum flow ACS thruster solution. 

Given the grid and the boundary conditions discussed above, a CFD solution for 
the ACS thruster was produced. The final solution L 2 norm was reduced more than 10 
orders of magnitude to a constant value from the no flow initial condition. The solution 
was considered converged when the L 2 norm became constant as the flow field solution 
no longer changed between time integration steps. Shown in Figure 4.3 are normalized 
number density contours and flow streamlines from the ACS thruster solution. The 
entire solution domain is shown in Figure 4.3a, including the expansion region. Note 
that the flow streamlines in the outer expansion region do not expand to the slip wall, 
which is 45° from the center line axis. Therefore, this outer slip wall boundary location 
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Fig. 4.3. Number density contours and streamlines for MGS ACS thruster. 
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is sufficient to define the expanding nozzle flow field. Figure 4.3b shows a closeup view of 
the number density contours in the nozzle from the plenum to the nozzle exit condition. 
Although not shown in the figure, the average Mach number at the nozzle exit plane is 
about 6.25. 

4.3 Breakdown of Continuum Jet Flow 

The uncoupled CFD DSMC simulation of the flat plate jet interaction presented 
in Section 3.4, with the Knudsen number based on jet diameter, Kn ^ = 0.038, by defini- 
tion, represents a jet interaction in the transitional rarefied flow regime. The correlation 
given in Figure 3.10 applies only to jet interactions with a similar level of flow rarefac- 
tion. The present MGS ACS jet interaction, however, has a Knudsen number based on 
jet diameter of Kn j = 49, which describes a jet interaction with a moderately rarefied 
flow regime. Because the MGS ACS jet interaction is with a rarefied free stream, a 
Bird breakdown parameter value of P = 0.02 is appropriate to define the continuum jet 
Illume breakdown surface. Note that for P > 0.02, the expanding flow is not in thermal 
equilibrium and is not adequately defined by a continuum CFD analysis. 

The flow field of the ACS thruster outside the nozzle, shown in Figure 4.3a, 
is analyzed to determine the extent of flow in the expanding region that should be 
considered as continuum. As with the flat plate jet interaction, the Bird breakdown 
parameter, P, is defined by Equation 3.10 with the collision frequency, v, defined by 
Equation 3.11. A difference in defining P and v for flat plate jet plume and the present 
ACS jet plume is that the flat plate jet is a single species and the ACS jet is a gas 
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mixture. An effective molecular diameter, d e fj, and molecular mass, ra e ^, are needed 
for the gas mixture to calculate P using Equations 3.10 and 3.11. 

A definition for the effective molecular diameter, d e jj> is obtained by manipulating 
Equations 1.35, 1.40, 1.41, 4.1, and 4.8 presented by Bird [11], and is given as: 


d eff ~ 



(4.1) 


where S is the total number of species in the mixture and ripXp is: 


n p^p — 


nfrip 


ELi [( n /« g )’ r (^f^) 2 ( 1 + S) 1/2 i 


(4.2) 


Finally, an effective molecular mass, rn e g . is given as: 


M ri 


m eff = 


N 


(4.3) 


Substituting the effective molecular diameter and mass obtained from Equa- 
tions 4.1 and 4.3, respectively, into Equations 3.10 and 3.11, and performing the analysis 
for P = 0.02, yields the breakdown surface shown in Figure 4.4. Note the difference in 
the shape of the supersonic ACS nozzle breakdown surface and the sonic flat plate jet 
shown in Figure 3.11. The supersonic jet breakdown surface does not expand outward 
from the centerline axis to the same extent as the breakdown surface from the sonic jet. 
Because the ACS nozzle exit Mach number is about 6.25, the maximum Prandtl-Meyer 
turning angle of the supersonic jet is less than that of the sonic jet, resulting, therefore, 
in the difference in the shape of the two breakdown surfaces. 



y, m 


153 



Fig. 4.4. P = 0.02 breakdown surface location for MGS ACS thruster. 
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4,4 Surface Triangulation for DSMC 

To perform molecular simulations for the MGS during its aerobraking maneu- 
ver without and with the jet interacting flow fields using the DAC series of programs 
(LeBeau [44]), a triangulated surface description with the proper boundary conditions 
for both configurations is required. A surface description of the MGS geometry with no 
ACS rocket engine modules was obtained from Wilmoth [93] and served as a template 
for the two required configurations. The GridTool program (Sainareh [73]) provided a 
graphics environment to create surface patches for the ACS jet modules and the P = 0.02 
ACS jet plume surface, and merge them at the proper location on the spacecraft. ACS 
jet module surfaces were created directly in the GridTool environment; however, the jet 
plume shape was first transferred from the cloud of points representation shown in Fig- 
ure 4.4 to an IGES surface description with the Surfacer program (See Imageware [39].); 
then, the IGES file was read into the GridTool program. The IGES graphics format is 
a compatible input file type for the GridTool program. 

After producing the closed volume MGS configurations with GridTool, grid con- 
trol sources [60] were placed strategically about both geometries to control the size 
distribution and number of triangles used to describe each surface. As an option, the 
GridTool program outputs a FELISA (Peiro et al. [60]) formated input file. The surface 
triangulation routine of the FELISA program read the GridTool output files and created 
the triangulated surface description for the MGS configuration without and with the jet. 

Finally, an author written code, ftodac , translated the FELISA file to the DAC 
format and applied the appropriate boundary conditions for all of the surface triangles. 
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The MGS surface boundary condition is non-catalytic, fully diffuse with full momentum 
accommodation with a wall temperature of 300K. These conditions match those used 
in the MGS study by Shane [77]. For each triangular element of the P = 0.02 ACS 
jet plume surface, the ftodac code interpolated the jet plume properties from the CFD 
flow field and assigned those properties to the plume outgassing surface at that spatial 
location. 

The surface description of the MGS with no jet consists of about 26,000 triangles 
and was used to create the image shown in Figure 4.1, and the MGS configuration 
with the jet plume consists of nearly 37,000 triangles, of which 1300 triangles define the 
P = 0.02 plume surface. A closeup view of the ACS thruster and jet breakdown surface 
is shown in Figure 4.5, which was created using the DAC triangulated surface. 

4.5 DSMC Modeling of MGS 

As discussed previously, DSMC for two configurations, the MGS without and 
with a jet interaction flow field during an aerobraking maneuver, is applied and the 
aerodynamic results are compared with results from a similar study by Shane [77] and 
Shane et al. [76]. The comparison of the studies is made between the calculated yaw- 
ing moment coefficient as a function of angle-of-attack (Cj^x ~ /(°'))- produce the 
moment coefficient for the comparison, molecular simulations at five angle-of-attack flow 
conditions for each configuration have been performed and analyzed. Flow direction for 
each configuration was changed to produce angle-of-attack ranging from -15 to 15 in 
7.5° increments. Free stream flow conditions for the simulations were given previously in 
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Fig. 4.5. Closeup view of MGS ACS thruster and P = 0.02 breakdown surface 
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Section 4.1. Although molecular simulations for five angle-of-attack cases were accom- 
plished, flow results for only three angles are presented, the a = 0°, ±15°cases, because 
these cases represent the centered and angle limited configurations of the study. 

4.5.1 MGS Flow Field Without Jet Interaction 

In this section, the flow field results of the molecular simulation for the MGS 
configuration with no jet interaction are presented. The simulation was applied by the 
DAC code of LeBeau [44], which has the option of grid adaptation based on a previous 
solution by clustering level II cells in the flow domain where higher density flow is present 
to better capture the flow field physics. For the present molecular simulations, adjusted 
simulation parameters for fine grid in higher density regions also allowed for better flow 
sampling and a more accurate flow simulation. 

Two grid adaptation cycles were required for each of the no jet interaction cases 
before the change in calculated moment coefficient between the last two molecular simu- 
lations was insignificant. The difference in moment coefficient for the zero degree angle- 
of-attack case, which is typical of the other cases, was 0.00037. The corresponding 
difference in the x-directed moment was 0.081 N-m. 

Shown in Figures 4.6a and b are the final adapted grid and normalized number 
density contours for the zero degree angle-of-attack no jet interaction case. The cross 
section (y-z plane) shown in the figure is at the center of the MGS main bus (x = 0.000 m). 
Note that the number density is normalized by the free stream number density. Also 
included in Figure 4.6b are flow streamlines, which show the free stream flow direction 
is from the bottom to the top of the figure. The MGS is colored white in the grid 
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Fig. 4.6. Planar cross section of MGS flow field with no ACS jet interaction (a = 0°). 
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and number density contour figures to better locate it within the surrounding flow field 
domain. 

For the uniform, first, and second adapted grid solutions of each angle-of-attack 
case, the parallel version of the DAC series was employed on local SGI workstations 
with R 10000 CPUs. The total time to produce a molecular simulation for the zero 
degree angle-of-attack case was 222. C node hours, and the final adapted grid solution 
required 332 Mbytes of distributed memory. The second adapted grid consisted of about 
310 thousand active cells with 3.17 million simulated molecules. Once the number of 
molecules in the simulation became steady, the sampling arrays were cleared, and 2500 
steady state samples were obtained so that the statistical error of the simulation is about 
two percent. Computational time and memory requirements for the other angle-of-attack 
cases were similar. 

The second grid adaptation, shown in Figure 4.6a, produced a grid with minimum 
cell dimensions of one local mean free path based on the previous flow field solution. Note 
the fine grid clustering (of level II cells) about the windward side of the main bus and 
solar panels, where the number density is higher as shown by the contours in Figure 4.6b. 
High number density pockets are also shown about the leeside of the aerobraking MGS 
configuration because of flow moving between the main bus and yoke, the yoke and inner 
solar panel, the inner and outer solar panels, and the outer solar panel and drag flap. 
The yoke, inner and outer solar panels, and drag flap are individual components of the 
solar panel, which is shown in Figure 4.1. 
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The second adapted grid and number density contours for the no jet interaction, 
d=15° angle-of-attack MGS molecular simulations are shown in Figures 4.7 and 4.8, re- 
spectively. The streamlines shown in the figures indicate the direction of the free stream 
flow with respect to the aerobraking MGS configuration. Free stream flow is directed 
from the lower left to upper right side in Figure 4.7b for the 15° angle-of-attack case, 
and for the -15° case, it is directed from the lower right to upper left side as shown in 
Figure 4.8b. 

Finer, tightly clustered, level II cells are shown in the region about the side of 
the main bus and solar panel that is more directly exposed to the incoming free stream 
flow; for example, the flow field about the solar panel on the left side in Figure 4.7 is 
defined with a greater number of fine cells than the right side solar panel. Likewise, for 
the -15° angle-of-attack case, compare the cell distribution about the solar panel on the 
right side in Figure 4.8 with one on the left side. 

Also, number density contours are more closely spaced on the more directly ex- 
posed solar panels indicating larger local density gradient (See the density contours just 
upstream of the left solar panel shown in Figure 4.7 and those just upstream of the right 
solar panel shown in Figure 4.8.). The higher density gradient is because the free stream 
flow is directed more normally to the exposed solar panel surface and turns through less 
of an angle than for the other solar panel. In addition, the direction of the free stream 
flow skews the number density contours upstream and downstream of the MGS config- 
uration. Note the asymmetric appearance of the number density shown in Figures 4.7b 


and 4.8b when compared to the number density contours shown in Figure 4.6b. 
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a) Final grid adaptation. 
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b) Number density coutours and streamlines. 


Fig. 4.7. Planar cross section of MGS flow field with no ACS jet interaction (a = 15°). 
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a) Final grid adaptation. 
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b) Number density coutours and streamlines. 


Fig. 4.8. Planar cross section of MGS flow field with no ACS jet interaction (a = —15°). 
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4.5.2 MGS Flow Field With Jet Interaction 

Presented below are flow field results about the MGS aerobraking configuration 
with an interacting ACS jet thruster. Procedures for implementing the uncoupled CFD 
DSMC method, developed previously, are followed to define the configuration used for 
the present molecular simulation. The configuration consists of a triangulated MGS 
surface and an appropriately attached thruster plume. Thruster plume flow properties, 
used as an inflow boundary to the DSMC domain are defined on the P = 0.02 breakdown 
surface, as discussed in Section 4.3. Shown in Figure 4.5 is a closeup view of the ACS 
jet plume attached to a thruster on the MGS main bus. As with the previous molecular 
simulations, the DAC series of programs (LeBeau [44]) was applied to perform the DSMC 
and define the flow interaction of the ACS jet with the free stream. Additionally, multiple 
adaptation cycles were required to assure the final results were obtained with acceptable 
resolution. 

Since yawing moment coefficient is the quantity sought for the comparison with 
results of Shane [77], the difference in yawing moment coefficient between the previous 
and current adaptation cycle was monitored to provide an indication of solution conver- 
gence. When the difference was reduced to a negligible value, grid adaptation cycles were 
discontinued. This occurred for the present zero degree angle-of-attack case after one 
uniform and three adaptation cycles were completed and resulted in a yawing moment 
coefficient difference of 0.00039 between the second and third adaptation cycle results. 
In terms of dimensional yawing moment, the difference is 0.086 N-m between the two 


solutions. 
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The DSMC for the flow field about the MGS with an interacting ACS jet was 
performed using the parallel version of the DAC series (LeBeau [44]) executed on local 
SGI R10000 CPUs. The LAM (Ohio Supercomputer Center [56]) version of MPI provided 
the computer connectivity, which consisted of up to 17 computers, depending on the 
particular adaptive cycle of the solution being executed. The final adaptive cycle for 
the zero degree angle-of-attack case, typical of the other jet interaction cases, had the 
greatest number of computers linked in parallel and consisted of 1.1 million cells with a 
total of 9.2 million steady state molecules and a distributed memory of 1.1 Gbytes. The 
total computational time required for the simulation was 880 node hours, of which 650 
node hours were used for the final adapted grid simulation to obtain 2500 steady state 
samples. 

The final adapted grid for the jet interaction case resolved the flow domain into 
cells of at least one mean free path. It should be noted that, for the present ACS jet 
thruster, if the plume flow field from the thruster exit to the P ~ 0.02 breakdown surface 
were resolved into cells of one mean free path, it is estimated from the CFD solution that 
the molecular simulation for the plume alone would require nearly 600 million cells or, 
with an average of 10 molecules per cell, about 6 billion molecules. The computational 
memory requirement of the simulation would be about 600 Gbytes based on the jet 
interaction case; resources for such a calculation are not available. By calculating first 
the continuum portion of the plume using CFD and considering it as an outgassing 
plume surface, a molecular simulation using DSMC for the MGS jet interaction with an 
appropriate cell spacing becomes a tractable problem with present computer technology. 
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Presented next are the final adapted grid and flow field results at the y-z plane 
cross section of the thruster plume location (x = 0.8 in) for three of the cases. Results 
for five cases were produced; however, only those for the 0 and ±15° angle-of-attack 
cases are presented because they represent the mid-point- and extremes of the angle-of 
attack range. Shown in Figure 4.9a and b are the grid and number density contours, 
respectively, for the zero degree angle-of-attack case. As was done with the figures 
presented for the no jet interaction cases (See Section 4.5.1.), the MGS is colored white 
in the grid and number density contour figures to better locate it in the flow field. 

Level II cells for the third grid adaptation, shown in Figure 4.9a, are so closely 
spaced in the region of the high density plume that the individual cells blend together 
to form a black region upstream of the ACS plume, which is located on the left side of 
the MGS main bus as shown in Figure 4.5. Note that the area occupied by the fine cells 
(the black region shown upstream of the plume in Figure 4.9a) is nearly the same size 
as the MGS main bus. 

The effect of the thruster on the free stream flow field is quantitatively demon- 
strated by the number density contours shown in Figure 4.9b. The ACS jet for this case 
produces significant influences on the free stream about 3.3 m upstream of the main 
bus, compared to the no jet case where the influence of the bus is less than one meter 
upstream as shown in Figure 4.61) (For reference, the straight line distance between the 
outer solar panel drag flaps shown in the figure is 11 m.). The jet plume causes the 
number density contours upstream of the MGS to bulge more on the left side than on 
the right because the plume is offset about 0.8 m to the left of the main bus centerline. 
This offset of the plume causes a shadowing from the free stream of the portion of the 
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a) Final grid adaptation. 
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b) Number density coutours and streamlines. 


Fig. 4.9. Planar cross section of MGS flow field with ACS jet interaction (a = 0°). 
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left solar panel closest to the main bus. The free stream flow is also deflected as shown 
by the streamlines in Figure 4.9b. 

Presented in Figure 4.10 are the final adapted grid and number density contours 
for the 15° angle-of-attack MGS jet interaction case. The figure shows a flow cross section 
of the y-z plane at the ACS thruster location. Similar to the zero degree angle-of-attack 
case, level II cells are closely spaced upstream of the plume (shown by the black region 
in Figure 4.10a); however, unlike the cells of the zero degree angle-of-attack case shown 
in Figure 4.9a, the cells are asymmetrically distributed with more cells to the right. 

Number density contours presented in Figure 4.10b show an asymmetric deflection 
of the plume to the right, which is consistent with the jet plume flow interacting with the 
free stream flow directed from the lower left to the upper right in the figure. In addition, 
number density is higher on the left solar panel than on the right solar panel because 
the flow at 15° angle-of-attack impinges more directly on the left panel and because the 
thruster plume shadows a portion of the right panel by deflecting the free stream flow. 
Also note that grid clustering near the solar panels shown in Figure 4.10a, which is 
based on the number density distribution of the previous solution cycle, indicates higher 
number density on the left solar panel than on the right. 

Figure 4.11 shows the final adapted grid and number density contours for the 
-15° angle-of-attack MGS jet interaction case at the cross section location of the ACS 
thruster. The grid cross section (see Figure 4.11a) shows the level II cells at the plume 
location as a dark region upstream of the thruster because they are so closely spaced. 
Note that the plume grid farthest upstream from the thruster is skewed to the left. The 
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a) Final grid adaptation. 
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b) Number density coutours and streamlines. 


Fig. 4.10. Planar cross section of MGS flow field with ACS jet interaction (o = 15°). 
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a) Final grid adaptation. 



n/n 

oc 

I I .000E+03 
5.179E+02 
2.683E+02 
1 .389E+02 
7.197E+01 
3.728E+01 
1.931E+01 
1.000E+01 
5.179E+00 
2.683E+00 
1 .389E+00 
7.197E-01 
3.728E-01 
1.931E-01 
1.000E-01 


b) Number density coutours and streamlines. 


Fig. 4.11. Planar cross section of MGS flow field with ACS jet interaction (a = —15°). 
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grid near the right solar panel is also closely spaced with level II cells; however, the grid 
about the left solar panel is more coarsely spaced with many fewer level II cells. 

Number density contours and streamlines at the thruster cross section are shown 
in Figure 4.11b, indicating that the high density plume expands upstream from the 
thruster and is skewed to the left, as it interacts with the free stream. For this case, 
the thruster plume shadows the left solar panel from the free stream more than the 
thruster plume shadows the right solar panel for the 15° angle-of-attack case (Compare 
the number density contours and streamlines in Figure 4.11b with those in Figure 4.10b.). 
The left panel for the present -15° angle-of-attack case is shadowed to a greater extent 
because the plume, which is on the left side, is more directly in front of the panel with 
respect to the free stream direction and deflects the flow. Note that the higher number 
density contours on the right solar panel for this case are similar to those of the no jet 
interaction -15 15 angle-of-attack case shown in Figure 4.8b because the plume minimally 
effects the right side solar panel. 

4,5.3 MGS Surface Pressure Without and With Jet Interaction 

To further illustrate the effect of the ACS jet thruster interacting with the free 
stream, pressure contours on the windward surface of the MGS are presented in this 
section. In the previous two sections (Sections 4.5.1 and 4.5.2) the effect of the jet inter- 
action on the flow field was presented, which showed that the ACS jet plume redirected 
the much lower density free stream and shadowed a portion of the MGS downstream 
surface so that the free stream flow T did not impinge directly on the surface. This caused 
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a decrease in the flow field number density locally near the downstream surface. Pre- 
sented subsequently is the effect of the interaction on the surface pressure. Moreover, 
because aerodynamics of the aerobraking MGS are sought for a comparison with previ- 
ously published results, which is given in the next section, the windward surface pressure 
contours will show visually the effect of the interacting ACS jet with the rarefied flow. 

Given in Figures 4.12a and b are the surface pressure contours on the windward 
side of the MGS for the no jet and jet interaction cases, respectively, at a = 0°. The 
surface shown in the figure is oriented in the x-y plane opposed to the free stream 
direction (See Figure 4.1.). The contours shown in Figure 4.12a result from the flow field 
shown in Figure 4.6b; likewise, contours shown in Figure 4.12b result from the flow field 
shown in Figure 4.9b. 

The pressure contours shown in Figure 4.12a are symmetric with the highest 
pressure on the base of the MGS main bus and windward side of the thruster modules. 
The pressure is lower on the left and right solar panels because they are swept 30 from 
normal impingement by the free stream flow. With the upper left ACS thruster fired, the 
pressure contours on the windward surface change substantially as showm in Figure 4.12b. 
Centered about the ACS thruster location is much lower pressure than for the case with 
no jet interaction (See Figure 4.12a.). As discussed previously, the higher density jet 
shadows the downstream portion of the MGS. 

Presented in Figures 4.13a and b are windward surface pressure contours on the 
MGS at a - 15° without and with ACS jet interaction, respectively. The flow field that 
produced the surface pressure contours given in Figure 4.13a is presented in Figure 4.7b, 
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a) No ACS jet interaction. 



b) ACS jet interaction. 


Fig. 4.12. Windward surface pressure contours on MGS (a = 0°). 
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a) No ACS jet interaction. 



b) ACS jet interaction. 


Fig. 4.13. Windward surface pressure contours on MGS (a = 15°) 
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and the pressure contours given in Figure 4.13b are produced by the flow field presented 
in Figure 4.10b. 

The left solar panel in Figure 4.13a is subjected to higher pressure than the right 
one because the free stream impinges more normal on the left panel. For example, see 
the flow field streamlines given in Figure 4.7b, which are directed from the lower left 
to the upper right and approach the left panel 15° from its surface normal, while the 
streamlines glance the right panel at 45°. 

Figure 4.13b show r s the surface pressure contours on the MGS at a = 15° with 
an interacting ACS jet. The pressure in the vicinity of the firing ACS thruster on the 
main bus is much lower than on the left and right solar panels. Unlike the a — 0° 
jet interaction case (See Figure 4.12b.), the lower pressure region for the a = 15° case 
extends minimally onto both panels. The pressure on the right solar panel nearest the 
main bus is lower than that of the matching region on the left panel. The cause of this 
pressure distribution can be explained by observing the interacting flow field given in 
Figure 4.10b. The flow field streamlines in the figure demonstrate that the jet shadowing 
effect is centered about the corner of the MGS main bus, which is the region of lower 
surface pressure shown in Figure 4.13b. 

Figures 4.14a and b show the MGS windward surface pressure contours for the 
no jet and interacting jet cases, respectively, at a = —15°. The flow field in Figure 4.8b 
produces the pressure distribution in Figure 4.14a, and the flow field in Figure 4.11b 
produces the pressure distribution in Figure 4.14b. 

Because the free stream angle-of-attack for the a = —15° simulation differs only 
in the direction of the cross flow velocity component from the a = 15° simulation, the 
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a) No ACS jet interaction. 



b) ACS jet interaction. 


Fig. 4.14. Windward surface pressure contours on MGS (o = —15°). 
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pressure distribution on the MGS without jet interaction (shown in Figure 4.14a) is a 
mirror image of the one shown in Figure 4.13a having only switched sides right to left— 
with angle-of-attack sign change. For example, the high pressure region is on the right 
solar panel for c\ = — 15° and on the left solar panel for a — 15° (Compare Figures 4.14a 
and 4.13a.). 

With an interacting jet at a = —15V the MGS surface pressure (shown in Fig- 
ure 4.14b) is reduced on the left side of the main bus and on the left solar panel when 
compared to the no jet case presented in Figure 4.14a. The flow field streamlines for 
this condition (shown in Figure 4.11b) are directed from the lower right to the upper 
left, and when the higher density jet plume interacts with the free stream and diverts 
the flow, a large portion of the left solar panel is shadowed. Moreover, because the left 
panel is swept 45° from the flow, it offers a smaller profile; thus, the jet plume affects a 
greater area of the panel. 

4.6 MGS Aerodynamics 

Aerodynamic yawing moment coefficient for the MGS without and with ACS jet 
interaction as a function of angle-of-attack is compared in this section. The compari- 
son is made between results presented by Shane [77] and Shane et al. [76], which were 
generated by the DSMC X2 code, and the present no jet interaction results presented in 
Section 4.5.1 and jet interaction results presented in Section 4.5.2. The no jet interaction 
results were produced by employing the DAC series (LeBeau [44]), and the jet interac- 
tion results were produced using the present uncoupled CFD-DSMC method with the 
GASP computer program (AeroSoft [2]) and DAC series. 
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The post-processing routine of the DAC series ( sprop ) was employed to calculate 
aerodynamic moments from the MGS molecular simulations by summing (integrating) 
the vector product of pressure and shear force contributions with the position vector from 
a prescribed point to the centroid of each surface triangle. The point about which mo- 
ments for the present study were taken is the same location used previously by Shane [77], 
which is at the center of the MGS main bus in the x-y plane and at the z-location near 
the attachment of the solar panel yoke and main bus. To obtain the moment coefficient, 
C Mx , the moment is normalized by the product of the reference area, A , reference length, 
L, and free stream dynamic pressure, q. Values of these quantities for the MGS at the 

n 

free stream density and velocity of the study are A — 17.5 m , L = 9 m, and q — 1.39 Pa. 

Calculated yawing moment coefficient for the MGS as a function of angle-of-attack 
about the x-axis, which is oriented in the direction shown by the 3-D axis in the upper 
right side of Figure 4.1, is presented in Figure 4.15. The square symbols shown in the 
figure are from the study by Shane [77], and the circular symbols are from the present 
study. Open symbols are used for results with no jet interaction, and closed symbols 
represent the cases with ACS jet interaction. Additionally, the direct thrust contribution 
of the ACS jet is included in all of the Cj^ x jet interaction results presented in the figure. 
Although Shane [77] did not include the direct thrust contribution in his study, his jet 
interaction data have been modified for the present comparison to include the direct 
thrust contribution to the moment. The single ACS jet contribution to the yawing 
moment coefficient is C^f x j e f = —0.014 based the exit plane thrust calculated from 
the ACS CFD results presented previously (Sec Section 4.2.). The effect of including 
the direct thrust contribution to aerodynamic moment coefficient is to bias the solid 
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symbols negatively in Figure 4.15 (by C Mx j et = -0.014), which then correctly shows 
the equilibrium trim condition is at an angle-of-attack of a ~ 1.5 {Cmx = 0)- 

Several conclusions can be made concerning the C^ x = /(«) curve shown in 
Figure 4.15. The consequence of the ACS jet on the moment coefficient is not a superpo- 
sition of the thrust contribution with the no ACS jet moment coefficient curve. Thruster 
plume shadowing of various portions of the MGS surface as a function of angle-of-attack 
alters the surface pressure distribution, which, when integrated over the surface, changes 
the slope of the C]^ x vs. a curve (to a larger negative value) for the aerobraking MGS 
configuration as well as shifting the trim attitude by 1.5°. 

Moreover, for particular angle-of-attack ranges, the jet affects C^ x differently 
because the net effect of direct thrust and plume shadowing varies with o. Thrust 
reversal occurs for a < 4.5°; that is, the negative moment increment from the ACS 
jet contribution does not cancel the positive moment generated from the redistribution 
of surface pressure because of the thruster plume shadowing on the MGS surface. At 
O' as 4.5°, the ACS jet thruster has no net effect on the Cj^ x value when compared to 
the no jet C_\ ; j x value. However, for a > 4.5°, the change in Cj^ x from the no jet value 
is negative; that is, the shadowing effect of the ACS jet on the moment is in the same 
direction as the direct thrust moment; therefore, only for o' > 4.5° is the ACS jet thruster 
providing a contribution in the expected direction. 

The comparison presented in Figure 4.15 for the MGS jet interaction cases (solid 
symbols) shows that predictions from the present uncoupled CFD DSMC method are in 
good agreement with those of Shane [77] for the ACS jet interacting with a moderately 
rarefied flow. Good agreement between the two independent studies gives increased 
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confidence in both results. Additionally, these studies provide insight into the underlying 
flow physics of the interaction, which is needed by mission planners to determine the effect 
of a jet thruster interacting with a rarefied flow field for the particular configuration and 
mission being studied. 
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Chapter 5 


Concluding Remarks 


An uncoupled CFD-DSMC technique has been developed, which provides solu- 
tions for continuum jet interactions in the rarefied flow regime. Because the density in 
the rarefied regime spans many orders of magnitude, the technique was applied to two 
problems: one of a jet interaction in the transitional rarefied flow regime and the other 
in a more highly rarefied regime. For both flow regimes, the continuum and molecular 
analyses are uncoupled at an appropriate Bird breakdown surface. 

Uncoupling the continuum and non-continuum portions of an interacting flow at 
an appropriate jet plume surface offers computational advantages because continuum 
CFD does not apply everywhere in the flow field and performing simulations exclusively 
with DSMC would require huge computational resources. It is estimated that the CFD- 
DSMC technique can reduce DSMC requirements for the entire flow field solution of jet 
interaction problems by about six orders of magnitude for a sonic jet interaction and 
about three orders of magnitude for a highly-expanded supersonic jet interaction. 

A correlation was obtained for the interaction in the transitional rarefied flow 
regime with Kn^ = 0.038, which shows that the appropriate Bird breakdown surface at 
the interaction interface for the uncoupling is a function of a non-dimensional parame- 
ter. The correlation is used to assure that the uncoupled surface is independent of the 
interaction effects; that is, the flow inside the surface is unaffected by the interaction 
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and the jet flow information passes only out of the surface. Thus, the CFD and DSMC 
solutions do not require at iterative coupling. Using the correlation, an uncoupled solu- 
tion was obtained for an experimental test condition. Good agreement was shown in the 
non-interacting region with the Bird G2 code; however, because the experimental results 
are presently unpublished, no comparisons are included. 

The uncoupled technique was also applied to an aerobraking flight condition of 
the Mars Global Surveyor spacecraft with an attitude control system jet interaction in 
the rarefied regime corresponding to Kn^ = 49. Results of the present method compared 
well with previously published results from the X2 DSMC code, which gives credence to 
applying the present method at that condition. 

The present uncoupled CFD DSMC technique has been shown to provide solu- 
tions for jet interactions in the rarefied flow regime. A correlation, which was obtained, 
gives guidance for uncoupling the continuum plume defined by a Bird breakdown pa- 
rameter value, P, in the transitional-rarefied flow regime as function of free stream 
and jet properties. For other jet interactions, which are in a more highly rarefied flow 
regime, application of the method with aP = 0.02 plume provides a reasonable surface 
to uncouple the continuum jet from the surrounding interaction with the rarefied flow. 
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Chapter 6 

Direction for Future Research 

To more fully examine the interaction of continuum jets with rarefied flow, ad- 
ditional experimental and numerical studies are needed. Suggestions for some of these 
studies are itemized below: 

• As a further validation of the present uncoupled CFD DSMC technique, for exam- 
ple, a comparison between results from the current transitional rarefied simulation 
and the experiment, when available, is needed. To facilitate this comparison, tab- 
ulated results from the present study are included in the Appendix. 

• Systematic studies of jet interactions in the rarefied flow regime as a function of 
Kn ( i using generic models, such as a flat plate at non-zero (±a) incidence, cones, 
hemisphere-cones, corners, rear-facing steps, etc., which may represent local vehicle 
surfaces that issue reaction control jets, are needed to provide a data base of the 
resultant interaction flow fields. 

• The RCS nozzle exit on the surface of a transatmosplieric vehicle is blended to 
the outer mold line and does not necessarily issue normal from the surface. To 
understand this “real life” situation, studies of curved exit, non-normal issuing jet 


interactions are needed. 
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• Studies to define the effect of clustered multiple jets on the interaction are needed. 
Generally, RCS jets are arranged so they are either fired singly or, if more thrust 
is needed, in groups of more than one. Multiple jet interaction studies will pro- 
vide insight into how best to model the continuum portion of the flow to apply a 
numerical CFD DSMC uncoupled scheme. 
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Appendix 


Flow Field and Surface Properties from 
the Uncoupled CFD-DSMC Solution 


The dissemination of the data from the experiment by Warburton [88] of the 
transitional-rarefied free stream interacting with a continuum jet has been anticipated. 
However, at the time of this writing, these data have not been made available. The exper- 
imental dataset should include electron-beam flow visualization, surface oil flow, pressure 
measured at surface tap locations, and surface heating inferred from time-accurate in- 
frared imagery of the plate. Because these experimental results are not accessible, it is 
appropriate herein to provide results from the present numerical study, which can be 
directly compared with the experimental dataset when they become available. 

In this appendix, flow field velocity vectors, number density, and temperature on 
the symmetry plane, and pressure, x and y directed shear stress components, and heat 
transfer on the upper surface of the flat plate are presented in tabulated form. Tabulation 
of the numerical results on these two planar surfaces provides an overlay of the expected 
experimental data locations. 

Numerical results from the simulation of the flow field at the symmetry plane 
consist of 72,495 points and at the upper surface of the flat plate consist of 36,408 points. 
Combined, the dataset for these two planes is nearly 110,000 points. If these data were 
tabulated, it would require an inordinate number of pages. Therefore, to reduce the 
dataset to a manageable size, the numerical data of the simulation is mapped to regions* 
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of regularly spaced cells with an interpolation routine of the Tecplot [5] software package. 
The cell count of the interpolated grid was constrained by the tabulation of the data; 
however, it was maximized to faithfully describe flow and surface details of the larger 
datasets. Descriptions of the size of these datasets is provided in the following sections. 

A.l Symmetry Plane Flow Field Properties 

Flow field properties on the symmetry plane are presented in this section of the 
appendix. As discussed previously, the flow field was mapped to a grid, which was less 
fine than that produced by the simulation to avoid voluminous tabulated data. The 
scheme employed to depict the interacting flow field was to first produce a coarse grid 
description for the overall representation, then in the region of the jet interaction, use a 
fine grid description. 

Shown in Figure A.l are the number density contours on the symmetry plane of 
the jet interacting flow field (also, previously given in Figure 3.20a) with the two grided 
regions above the flat plate surface surrounded by rectangles and labeled as “Coarse 
Grid Region” and “Fine Grid Region 11 . Note that the coarse grid encloses the overall 
interacting flow field and the fine grid encloses the jet interaction region. 

To describe the flow field, x/L, z/L , n/n 0 , u/V l w/V^, and nkT / p^V^ are 
tabulated subsequently. These variables describe the kinematics and thermodynam- 
ics of the interacting flow. The data are normalized with Loschmidt’s number, n Q , 
Boltzmann constant, fc, and the following constants taken from the problem description: 
L = 0.150m, Vqq — 1617.1m/s, and p ^ = 2.7994 x 10 ~^kg/m?. 
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Fig. A.l. Flow field on the symmetry plane showing locations of the coarse and fine 
grid resolution regions. 
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A. 1.1 Coarse Grid Resolution 

Table A.l is a tabulation of the flow field variables interpolated at the node points 
of the coarse grid. The region occupied by the coarse grid and shown in Figure A.l is 
0 < x/L < 1.0 and 0 < z/L < 0.4667 with a regular cell spacing of 0.0025 m in each direc- 

g 2 

tion, which created an array of 60 x 28 cells, each cell with a resolution of 6.25 x 10 m . 
As discussed previously, these data were interpolated from the calculated x-z symmetry 
plane flow field (y = 0) with the Tecplot software package. 


Table A.l: Flow field variables on symmetry plane, coarse 
grid. 


x/L 

z/L 

n/ n o 

8 

> 

's' 

w/Vqo 

nkT/ Poo V^ 

0.0000 

0.0000 

3.687 x lO^ 1 

0.607 

-4.466 x 10 -2 

1.149 x 10^ 

0.0167 

0.0000 

3.390 x 10~ 4 

0.536 

8.883 x 10 -3 

8.545 x 10" 2 

0.0333 

0.0000 

3.326 x 10 -4 

0.524 

1.609 x 10 -3 

8.398 x 10 -2 

0.0500 

0.0000 

2.738 x 10 -4 

0.398 

7.120 x 10~ 3 

7.553 x 10 -2 

0.0667 

0.0000 

2.011 x 10 -4 

0.279 

5.974 x 10~ 3 

5.471 x 10~ 2 

0.0833 

0.0000 

2.039 x 10~ 4 

0.311 

6.633 x 10 -3 

5.603 x 10 -2 

0.1000 

0.0000 

2.023 x 10~ 4 

0.254 

2.736 x 10~ 3 

5.292 x 10 -2 

0.1167 

0.0000 

1.998 x 10~ 4 

0.257 

8.531 x 10 -4 

5.172 x 10 -2 

0.1333 

0.0000 

1.831 x 10 -4 

0.177 

8.511 x 10~ 3 

4.369 x 10~ 2 

0.1500 

0.0000 

1.792 x 10~ 4 

0.187 

5.650 x 10 -4 

4.195 x 10 -2 

0.1667 

0.0000 

1.615 x 10 -4 

0.229 

4.353 x 10~ 3 

3.945 x 10 -2 

0.1833 

0.0000 

1.763 x 10 -4 

0.182 

5.881 x 10 -3 

4.215 x 10 -2 

0.2000 

0.0000 

1.882 x 10 -4 

0.172 

-5.122 x 10 -3 

4.495 x 10 -2 

0.2167 

0.0000 

1.879 x 10 -4 

0.157 

-4.176 x 10 -3 

4.357 x 10 -2 

0.2333 

0.0000 

1.878 x 10~ 4 

0.153 

-2.168 x 10 -3 

4.319 x 10~ 2 

0.2500 

0.0000 

1.810 x 10 -4 

0.137 

-4.760 x 10~ 4 

4.028 x 10~ 2 

0.2667 

0.0000 

1.642 x 10 -4 

0.119 

2.073 x 10 -3 

3.524 x 10 -2 

0.2833 

0.0000 

1.624 x 10 -4 

0.117 

2.846 x 10 -3 

3.448 x 10 -2 

0.3000 

0.0000 

1.647 x 10 -4 

0.125 

4.265 x 10~ 3 

3.471 x 10~ 2 

0.3167 

0.0000 

1.727 x 10 -4 

0.114 

1.505 x 10 -3 

3.656 x 10 -2 

0.3333 

0.0000 

1.730 x 10~ 4 

0.104 

1.970 x 10 -3 

3.566 x 10~ 2 

0.3500 

0.0000 

1.737 x 10 -4 

0.112 

-3.348 x 10 -3 

3.623 x 10 -2 


a 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 


n / n 0 

1.691 X 10' 
1.716 x 10' 
1.652 X 10' 
1.631 X 10' 
1.660 x 10' 
1.696 x 10' 
1.755 x 10' 
2.010 x 10' 
2.460 x 10' 
2.955 x 10' 
3.432 x 10' 

4.066 x 10' 
4.265 x 10 
4.590 x 10 
4.950 x 10 
5.145 x 10 
5.105 x 10 
5.260 x 10 
5.651 x 10 
6.725 x 10 
8.239 x 10 
9.436 x 10 
8.614 x 10 
7.135 x 10 
6.309 x 10 
5.718 x 10 
3.427 x 10 
2.226 x 10 
4.055 x 10 
3.962 x 10 
2.600 x 10 
2.918 x 10 
3.830 x 10 
4.442 x 10 

5.067 x 10 
5.084 x 10 



u/ v oo 

w / v oo 

-4 

0.106 

2.373 x 10^ 

—4 

0.109 

-1.999 x 10~ 3 

-4 

0.100 

1.519 x 10~ 3 

-4 

8.008 x 10~ 2 

3.773 x 10~ 4 

-4 

8.584 x 10 -2 

8.333 x 10 -5 

-4 

8.435 x 10~ 2 

1.644 x 10 -3 

-4 

7.063 x 10~ 2 

-2.257 x 10"~ 3 

—4 

5.132 x 10 -2 

-6.586 x 10 -4 

-4 

3.483 x 10~ 2 

-8.990 x 10 -4 

—4 

1.115 x 10~ 2 

4.315 x 10~ 3 

-4 

1.871 x 10" 3 

1.976 x 10 -3 

-4 

-8.273 x 10“ 3 

-7.409 x 10 -4 

—4 

-1.139 x 10 -2 

-1.524 x 10 -3 

-4 

-1.366 x 10~ 2 

-3.486 x 10" 4 

—4 

-1.478 x 10 -2 

-5.437 x 10~ 4 

-4 

-1.482 x 10 -2 

2.724 x 10 -4 

-4 

-2.455 x 10~ 2 

1.508 x 10~ 3 

-4 

-3.272 x 10 -2 

2.111 x 10~ 3 

-4 

-4.079 x 10 -2 

3.379 x 10 -4 

-4 

-4.014 x 10~ 2 

3.204 x 10~ 3 

-4 

-2.728 x 10 -2 

1.084 x 10 -4 

-4 

1.712 x 10 -3 

1.795 x 10~ 3 

-4 

3.125 x 10" 2 

5.436 x 10 -4 

-4 

4.417 x 10 -2 

2.391 x 10 -3 

—4 

3.570 x 10~ 2 

-4.730 x 10 -5 

-4 

3.091 x 10 -2 

-3.605 x 10 -6 

-4 

3.410 x 10 -2 

2.521 x 10~ 3 

-3 

-0.197 

0.172 

-3 

-9.125 x 10 -4 

0.183 

-4 

0.221 

6.468 x 10 -2 

-5 

0.129 

5.563 x 10 -4 

-5 

6.970 x 10~ 2 

3.456 x 10 -3 

-5 

4.292 x 10 -2 

-3.004 x 10 -3 

-5 

3.320 x 10 -2 

1.946 x 10” 3 

-5 

3.370 x 10 -2 

2.370 x 10 -3 

-5 

3.413 x 10 -2 

2.214 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
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x/L 

z/L 

n / n o 

u/Voo 

W /V 00 

nkT/ Poo V^ 

0.9667 

0.0000 

5.173 x 10 -5 

3.967 x 10~ 2 

-1.692 x 10 -3 

7.998 x lO^ 

0.9833 

0.0000 

5.107 x 10~ 5 

4.373 x 10~ 2 

-2.890 x 10 -3 

7.892 x 10 -3 

1.0000 

0.0000 

3.868 x 10" 5 

1.677 x 10 -2 

-8.950 x 10~ 4 

6.081 x 10 -3 

0.0000 

0.0167 

2.251 x 10~ 4 

0.998 

1.816 x 10 -3 

7.990 x 10 -3 

0.0167 

0.0167 

2.421 x 10" 4 

0.975 

2.531 x 10 -2 

1.388 x 10 -2 

0.0333 

0.0167 

2.642 x 10" 4 

0.948 

5.537 x 10~ 2 

2.076 x 10 -2 

0.0500 

0.0167 

2.937 x 10~ 4 

0.911 

8.540 x 10~ 2 

3.060 x 10 -2 

0.0667 

0.0167 

2.977 x 10 -4 

0.858 

9.455 x 10~ 2 

4.214 x 10 -2 

0.0833 

0.0167 

2.931 x 10~ 4 

0.828 

9.021 x 10 -2 

4.659 x 10~ 2 

0.1000 

0.0167 

2.700 x 10~ 4 

0.789 

8.215 x 10~ 2 

4.819 x 10~ 2 

0.1167 

0.0167 

2.399 x 10 -4 

0.746 

6.999 x 10 -2 

4.717 x 10 -2 

0.1333 

0.0167 

2.149 x 10~ 4 

0.712 

6.108 x 10 -2 

4.530 x 10 -2 

0.1500 

0.0167 

1.862 x 10“ 4 

0.656 

4.400 x 10 -2 

4.332 x 10 -2 

0.1667 

0.0167 

1.723 x 10~ 4 

0.569 

2.814 x 10 -2 

4.263 x 10~ 2 

0.1833 

0.0167 

1.721 x 10 -4 

0.558 

3.539 x 10~ 2 

4.359 x 10~ 2 

0.2000 

0.0167 

1.629 x 10 -4 

0.502 

3.170 x 10 -2 

4.322 x 10 -2 

0.2167 

0.0167 

1.584 x 10 -4 

0.459 

2.519 x 10 -2 

4.308 x 10“ 2 

0.2333 

0.0167 

1.535 x 10“ 4 

0.426 

2.174 x 10 -2 

4.164 x 10 -2 

0.2500 

0.0167 

1.532 x 10 -4 

0.441 

2.476 x 10 -2 

3.973 x 10 -2 

0.2667 

0.0167 

1.482 x 10 -4 

0.436 

2.082 x 10 -2 

3.863 x 10 -2 

0.2833 

0.0167 

1.433 x 10~ 4 

0.386 

1.408 x 10" 2 

3.784 x 10 -2 

0.3000 

0.0167 

1.418 x 10~ 4 

0.372 

1.081 x 10~ 2 

3.738 x 10“ 2 

0.3167 

0.0167 

1.412 x 10 -4 

0.356 

1.178 x 10~ 2 

3.729 x 10 -2 

0.3333 

0.0167 

1.413 x 10~ 4 

0.339 

1.210 x 10 -2 

3.705 x 10 -2 

0.3500 

0.0167 

1.395 x 10~ 4 

0.324 

1.206 x 10 -2 

3.634 x 10 -2 

0.3667 

0.0167 

1.375 x 10~ 4 

0.311 

1.090 x 10 -2 

3.566 x 10 -2 

0.3833 

0.0167 

1.340 x 10~ 4 

0.302 

1.125 x 10 -2 

3.458 x 10~ 2 

0.4000 

0.0167 

1.324 x 10~ 4 

0.292 

1.106 x 10 -2 

3.360 x 10 -2 

0.4167 

0.0167 

1.310 x 10 -4 

0.285 

1.042 x 10 -2 

3.341 x 10 -2 

0.4333 

0.0167 

1.332 x 10~ 4 

0.270 

1.057 x 10~ 2 

3.396 x 10 -2 

0.4500 

0.0167 

1.369 x 10 -4 

0.249 

1.219 x 10~ 2 

3.509 x 10 -2 

0.4667 

0.0167 

1.449 x HP 4 

0.223 

1.461 x 10~ 2 

3.733 x 10 -2 

0.4833 

0.0167 

1.555 x 10 -4 

0.190 

2.066 x 10~ 2 

4.083 x 10 -2 

0.5000 

0.0167 

1.738 x 10~ 4 

0.163 

2.391 x 10~ 2 

4.721 x 10~ 2 

0.5167 

0.0167 

2.082 x 10 -4 

0.120 

2.167 x 10 -2 

5.663 x 10 -2 

0.5333 

0.0167 

2.526 x 10 -4 

5.936 x 10 2 

1.801 x 10“ 2 

6.422 x 10" 2 



Table A.l: Flow field variables on symmetry plane, coarse 
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x/L 

z/L 

n /n 0 

u/Voo 

W /V<x> 

nkT/ Poo V 2 

0.5500 

0.0167 

2.783 x 10” 4 

3.000 x 10 -2 

1.430 x ur 2 

7.052 x 10” 2 

0.5667 

0.0167 

3.142 x 10 -4 

8.878 x 10~ 3 

8.310 x 10 -3 

7.686 x 10 -2 

0.5833 

0.0167 

3.491 x 10~ 4 

-1.229 x 10~ 2 

6.310 x 10 -3 

8.092 x 10 -2 

0.6000 

0.0167 

3.677 x 10~ 4 

-2.831 x 10 -2 

6.936 x 10~ 3 

8.491 x 10~ 2 

0.6167 

0.0167 

3.716 x 10~ 4 

-4.463 x 10 -2 

6.592 x 10 -3 

8.811 x 10~ 2 

0.6333 

0.0167 

3.594 x 10~ 4 

-7.266 x 10 -2 

1.435 x 10"" 2 

8.954 x 10 -2 

0.6500 

0.0167 

3.427 x 10 -4 

-0.106 

1.840 x 10 -2 

9.291 x 10~ 2 

0.6667 

0.0167 

3.346 x 10 -4 

-0.129 

9.877 x 10 -3 

9.902 x 10 -2 

0.6833 

0.0167 

3.560 x 10 -4 

-0.121 

-2.842 x 10~" 2 

1.152 x 10 -1 

0.7000 

0.0167 

4.205 x 10 -4 

-6.348 x 10~ 2 

-7.839 x 10 -2 

1.423 x 10 -1 

0.7167 

0.0167 

4.932 x 10~~ 4 

2.053 x 10~ 2 

-0.106 

1.565 x 10 -1 

0.7333 

0.0167 

4.943 x 10~ 4 

9.941 x 10~ 2 

-5.830 x 10 -2 

1.375 x 10 -1 

0.7500 

0.0167 

4.563 x 10~ 4 

0.133 

8.123 x 10 -3 

1.101 x 10 -1 

0.7667 

0.0167 

4.813 x 10 -4 

0.101 

2.597 x 10 -2 

1.060 x 10 -1 

0.7833 

0.0167 

5.670 x 10 -4 

2.159 x 10~ 3 

3.751 x 10 -2 

1.073 x 10 _l 

0.8000 

0.0167 

2.145 x 10~ 3 

-0.238 

0.173 

9.137 x 10"" 2 

0.8167 

0.0167 

7.335 x 10 -3 

-0.185 

0.220 

1.633 x 10 _1 

0.8333 

0.0167 

7.518 x 10~ 3 

5.488 x 10 -3 

0.226 

1.813 x 10 _1 

0.8500 

0.0167 

6.575 x 10~ 3 

- 0.191 

0.215 

1.408 x 10” 1 

0.8667 

0.0167 

1.964 x 10 -3 

0.270 

0.174 

3.634 x 10 -2 

0.8833 

0.0167 

1.347 x 10“ 4 

0.281 

9.913 x 10 -2 

5.218 x 10"" 3 

0.9000 

0.0167 

5.955 x 10 -5 

0.176 

6.589 x 10 -2 

6.651 x 10~ 3 

0.9167 

0.0167 

5.490 x 10~ 5 

0.108 

4.703 x 10 -2 

7.557 x 10 -3 

0.9333 

0.0167 

5.568 x 10"" 5 

8.843 x 10~ 2 

3.594 x 10 -2 

8.018 x 10 -3 

0.9500 

0.0167 

5.712 x 10 -5 

8.298 x 10~" 2 

3.076 x 10 -2 

8.391 x 10 -3 

0.9667 

0.0167 

5.707 x 10~ 5 

8.295 x 10"" 2 

2.629 x 10~ 2 

8.495 x 10 -3 

0.9833 

0.0167 

5.595 x 10~ 5 

8.606 x 10~ 2 

2.097 x 10 -2 

8.415 x 10 -3 

1.0000 

0.0167 

5.347 x 10 -5 

9.285 x 10 -2 

1.304 x 10~ 2 

8.173 x 10 -3 

0.0000 

0.0333 

2.228 x 10 -4 

0.999 

3.264 x 10"" 4 

7.347 x 10 -3 

0.0167 

0.0333 

2.233 x 10 -4 

0.999 

2.369 x 10 -4 

7.425 x 10 -3 

0.0333 

0.0333 

2.250 x 10~ 4 

0.998 

1.991 x 10~ 3 

7.714 x 10 -3 

0.0500 

0.0333 

2.321 x 10~ 4 

0.996 

9.344 x 10 -3 

8.591 x 10 -3 

0.0667 

0.0333 

2.492 x 10“ 4 

0.989 

2.723 x 10 -2 

1.087 x 10"" 2 

0.0833 

0.0333 

2.871 x 10 -4 

0.975 

5.635 x 10 -2 

1.614 x 10 -2 

0.1000 

0.0333 

3.405 x 10~ 4 

0.951 

9.290 x 10 -2 

2.558 x 10"~ 2 

0.1167 

0.0333 

3.695 x 10 -4 

0.933 

0.110 

3.249 x 10 -2 



Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n/n 0 

u/Voo 

w /V OG 

nkT/ Poo V^ 

0.1333 

0.0333 

3.837 x HF 1 

0.912 

0.118 

3.944 x 10^ 

0.1500 

0.0333 

3.759 x 10~ 4 

0.898 

0.116 

4.228 x 10 -2 

0.1667 

0.0333 

3.210 x 10 -4 

0.870 

0.107 

4.252 x 10 -2 

0.1833 

0.0333 

2.834 x 10“ 4 

0.841 

9.403 x 10 -2 

4.254 x 10 -2 

0.2000 

0.0333 

2.624 x 10 4 

0.817 

8.799 x 10 -2 

4.315 x 10 -2 

0.2167 

0.0333 

2.349 x 10 4 

0.784 

8.062 x 10 -2 

4.280 x 10~ 2 

0.2333 

0.0333 

2.132 x 10“ 4 

0.748 

7.630 x 10 -2 

4.243 x 10~ 2 

0.2500 

0.0333 

1.885 x 10~ 4 

0.692 

6.327 x 10~ 2 

4.155 x 10 -2 

0.2667 

0.0333 

1.743 x 10 4 

0.652 

5.288 x 10“ 2 

4.054 x 10 -2 

0.2833 

0.0333 

1.687 x 10 4 

0.654 

5.082 x 10~ 2 

3.895 x 10“ 2 

0.3000 

0.0333 

1.548 x 10 -4 

0.615 

4.211 x 10 -2 

3.760 x 10~ 2 

0.3167 

0.0333 

1.479 x 10~ 4 

0.589 

4.024 x 10 -2 

3.707 x 10 -2 

0.3333 

0.0333 

1.438 x 10” 4 

0.564 

3.654 x 10 -2 

3.679 x 10 -2 

0.3500 

0.0333 

1.400 x 10~ 4 

0.543 

3.575 x 10~ 2 

3.646 x 10~ 2 

0.3667 

0.0333 

1.373 x 10~ 4 

0.522 

2.991 x 10 -2 

3.590 x 10 -2 

0.3833 

0.0333 

1.404 x 10 -4 

0.555 

3.497 x 10~ 2 

3.528 x 10 -2 

0.4000 

0.0333 

1.333 x lO -4 

0.514 

2.889 x 10~ 2 

3.423 x 10~ 2 

0.4167 

0.0333 

1.285 x 10 -4 

0.486 

2.711 x 10 -2 

3.379 x 10 -2 

0.4333 

0.0333 

1.282 x 10“ 4 

0.467 

2.644 x 10~ 2 

3.418 x 10 -2 

0.4500 

0.0333 

1.293 x 10~ 4 

0.444 

2.698 x 10 -2 

3.513 x 10 -2 

0.4667 

0.0333 

1.336 x 10 -4 

0.414 

3.002 x 10 -2 

3.721 x 10~ 2 

0.4833 

0.0333 

1.414 x 10~ 4 

0.378 

3.253 x 10~ 2 

4.064 x 10~ 2 

0.5000 

0.0333 

1.557 x 10“ 4 

0.314 

3.494 x 10 -2 

4.629 x 10 -2 

0.5167 

0.0333 

1.758 x 10 -4 

0.261 

5.010 x 10 -2 

5.437 x 10~ 2 

0.5333 

0.0333 

1.979 x 10~ 4 

0.232 

6.224 x 10 -2 

6.329 x 10“ 2 

0.5500 

0.0333 

2.267 x 10 -4 

0.162 

4.489 x 10 -2 

7.182 x 10 -2 

0.5667 

0.0333 

2.558 x 10~ 4 

9.768 x 10~ 2 

3.303 x 10~ 2 

7.776 x 10 -2 

0.5833 

0.0333 

2.740 x 10 -4 

6.304 x 10~ 2 

3.038 x 10 -2 

8.169 x 10 -2 

0.6000 

0.0333 

2.938 x 10 -4 

3.048 x 10 -2 

2.658 x 10 -2 

8.579 x 10 -2 

0.6167 

0.0333 

3.072 x 10“ 4 

7.536 x 10~ 4 

2.558 x 10 -2 

8.954 x 10 -2 

0.6333 

0.0333 

2.977 x 10~ 4 

-2.440 x 10 -2 

3.532 x 10 -2 

8.976 x 10 -2 

0.6500 

0.0333 

2.776 x 10 -4 

-4.415 x 10 -2 

2.934 x 10 -2 

8.924 x 10 -2 

0.6667 

0.0333 

2.570 x 10~ 4 

-5.601 x 10” 2 

-8.112 x 10 -3 

8.987 x 10“ 2 

0.6833 

0.0333 

2.656 x 10“ 4 

-5.413 x 10 -2 

-8.904 x 10 -2 

9.821 x 10 -2 

0.7000 

0.0333 

3.123 x 10 -4 

-1.411 x 10 -2 

-0.203 

1.100 x 10 _1 

0.7167 

0.0333 

4.100 x 10“ 4 

2.701 x 10~ 2 

-0.229 

1.136 x 10 -1 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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x/L 

z/L 

n / n o 

u /Voo 

w / V oo 

nkT ! Poo V' z 

0.7333 

0.0333 

4.149 x 10~ 4 

6.670 x 10 -2 

-0.128 

9.915 x lO^ 2 

0.7500 

0.0333 

3:628 x 10 -4 

7.104 x 10 -2 

1.158 x 10 -2 

8.615 x 10 -2 

0.7667 

0.0333 

4.933 x 10 -4 

-2.869 x 10~ 2 

8.940 x 10 -2 

1.030 x 10 -1 

0.7833 

0.0333 

1.918 x 10 -3 

-0.198 

0.195 

1.166 x 10 _1 

0.8000 

0.0333 

5.268 x 10~ 3 

-0.225 

0.237 

6.543 x 10 -2 

0.8167 

0.0333 

5.830 x 10 -3 

-0.121 

0.243 

8.435 x 10 _<! 

0.8333 

0.0333 

5.777 x 10" 3 

1.072 x 10~ 4 

0.242 

8.841 x 10 -2 

0.8500 

0.0333 

5.595 x 10 -3 

0.123 

0.239 

7.977 x 10 -2 

0.8667 

0.0333 

5.073 x 10 -3 

0.228 

0.237 

6.083 x 10 -2 

0.8833 

0.0333 

1.588 x 10 -3 

0.267 

0.195 

1.882 x 10~ 2 

0.9000 

0.0333 

3.260 x 10~ 4 

0.287 

0.154 

5.810 x 10“ 3 

0.9167 

0.0333 

1.048 x 10~ 4 

0.233 

0.119 

7.264 x 10 -3 

0.9333 

0.0333 

6.980 x 10 -5 

0.162 

8.732 x 10 -2 

7.953 x 10~ 3 

0.9500 

0.0333 

6.283 x 10 -5 

0.129 

6.942 x 10~ 2 

8.203 x 10 -3 

0.9667 

0.0333 

6.214 x 10~ 5 

0.122 

5.996 x 10~ 2 

8.505 x 10~ 3 

0.9833 

0.0333 

6.037 x 10 -5 

0.120 

5.064 x 10 -2 

8.520 x 10 -3 

1.0000 

0.0333 

5.811 x 10 -5 

0.123 

4.217 x 10 -2 

8.358 x 10 -3 

0.0000 

0.0500 

2.251 x 10~ 4 

1.000 

-5.220 x 10~ 5 

7.419 x 10~ 3 

0.0167 

0.0500 

2.245 x 10" 4 

1.000 

-5.138 x 10~ 5 

7.382 x 10 -3 

0.0333 

0.0500 

2.243 x 10 -4 

1.001 

-1.579 x 10 -4 

7.375 x 10 -3 

0.0500 

0.0500 

2.261 x 10~ 4 

1.000 

1.160 x 10 -4 

7.436 x 10 -3 

0.0667 

0.0500 

2.260 x 10 -4 

1.000 

-1.034 x 10 -4 

7.449 x 10~ 3 

0.0833 

0.0500 

2.262 x 10~ 4 

1.000 

7.335 x 10~ 4 

7.549 x 10 -3 

0.1000 

0.0500 

2.325 x 10~ 4 

0.999 

6.192 x 10~ 3 

8.103 x 10 -3 

0.1167 

0.0500 

2.521 x 10 -4 

0.994 

2.234 x 10 -2 

1.014 x 10 -2 

0.1333 

0.0500 

2.616 x 10~ 4 

0.990 

3.702 x 10 -2 

1.153 x 10 -2 

0.1500 

0.0500 

3.067 x 10~ 4 

0.980 

6.153 x 10" 2 

1.561 x 10 -2 

0.1667 

0.0500 

3.828 x 10“ 4 

0.966 

9.568 x 10 -2 

2.378 x 10~ 2 

0.1833 

0.0500 

4.424 x 10~ 4 

0.953 

0.120 

3.183 x 10 -2 

0.2000 

0.0500 

4.668 x 10 -4 

0.941 

0.130 

3.760 x 10 -2 

0.2167 

0.0500 

4.483 x 10~ 4 

0.929 

0.130 

4.022 x 10 -2 

0.2333 

0.0500 

4.104 x 10 -4 

0.916 

0.124 

4.074 x 10 -2 

0.2500 

0.0500 

3.674 x 10~ 4 

0.900 

0.119 

4.073 x 10 -2 

0.2667 

0.0500 

3.229 x 10 -4 

0.877 

0.111 

4.076 x 10 -2 

0.2833 

0.0500 

2.876 x 10~ 4 

0.850 

0.103 

4.108 x 10 -2 

0.3000 

0.0500 

2.628 x 10~ 4 

0.834 

9.285 x 10 -2 

4.012 x 10 -2 




Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 

0.0500 


n / n o 

2.365 x 10' 
2.138 x 10" 
1.950 x 10" 
1.822 x 10" 
1.714 x 10" 
1.623 x 10" 
1.543 x 10' 
1.484 x 10" 
1.432 x 10' 
1.439 x 10" 
1.483 x 10" 
1.529 x 10' 
1.641 x 10" 
1.846 x 10' 
2.076 x 10' 
2.249 x 10" 
2.429 x 10' 
2.560 x 10" 
2.658 x 10" 
2.674 x 10" 
2.536 x 10" 
2.391 x 10' 
2.468 x 10" 
2.914 x 10" 
4.091 x 10" 
3.961 x 10" 
3.799 x 10" 
1.175 x 10" 
3.199 x 10" 
4.788 x 10" 
4.994 x 10" 
4.975 x 10' 
4.931 x 10" 
4.720 x 10" 
2.637 x 10" 
1.188 x 10“ 


u/Voo 

w / V oo 

0.811 

8.230 x 10“ 2 

0.789 

7.507 x 10“ 2 

0.766 

6.835 x 10“ 2 

0.741 

6.590 x 10“ 2 

0.705 

5.994 x 10“ 2 

0.691 

5.503 x 10“ 2 

0.674 

5.333 x 10“ 2 

0.653 

4.890 x 10“ 2 

0.630 

4.437 x 10“ 2 

0.600 

4.736 x 10“ 2 

0.568 

5.192 x 10“ 2 

0.545 

6.228 x 10“ 2 

0.504 

7.087 x 10“ 2 

0.406 

8.087 x 10“ 2 

0.333 

8.865 x 10“ 2 

0.265 

8.046 x 10“ 2 

0.199 

7.114 x 10“ 2 

0.142 

5.724 x 10“ 2 

0.101 

5.436 x 10“ 2 

573 x 10“ 2 

4.801 x 10~ 2 

292 x 10“ 2 

3.430 x 10“ 2 

134 x 10“ 2 

-1.216 x 10“ 2 


1.453 x 10“ 
4.848 x 10“ 
2.158 x 10“ 
2.772 x 10“ 
-5.139 x 10" 


-0.127 
-0.269 
-0.281 
-0.144 
7.214 x 10" 


-0.175 

0.201 

-0.216 

0.243 

-0.186 

0.274 

-0.101 

0.272 

9.554 x 10“ 4 

0.270 

0.104 

0.272 

0.191 

0.271 

0.232 

0.238 

0.263 

0.205 


3.758 x 10" 
3.633 x 10" 
3.601 x 10" 
3.611 x 10" 
3.496 x 10" 
3.431 x 10" 
3.396 x 10" 
3.401 x 10" 
3.608 x 10" 
3.869 x 10" 
4.130 x 10" 
4.722 x 10" 
5.890 x 10' 
7.016 x 10' 
7.782 x 10" 
8.388 x 10" 
8.679 x 10' 
8.900 x 10" 
8.913 x 10" 
8.736 x 10" 
8.710 x 10" 
9.364 x 10" 
1.004 x 10" 
9.564 x 10" 
8.126 x 10' 
7.595 x 10" 
9.546 x 10' 
4.329 x 10" 
4.930 x 10" 
5.719 x 10" 
5.821 x 10" 
5.568 x 10" 
4.790 x 10" 
2.421 x 10" 
1.063 x 10" 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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x/L 

z/L 

n/ n 0 

8 

> 

s' 

w/Vqo 

nkT/ Poo V 2 " 

0.9167 

0.0500 

4.174 x 10 -4 

0.280 

0.179 

5.074 x lO”” 3 

0.9333 

0.0500 

1.500 x 10 -4 

0.254 

0.155 

6.617 x 10 J 

0.9500 

0.0500 

8.336 x 10~ 5 

0.192 

0.120 

7.609 x lO - " 1 

0.9667 

0.0500 

6.850 x 10 -5 

0.158 

9.954 x 10~ 2 

7.962 x 10 -3 

0.9833 

0.0500 

6.456 x 10 -5 

0.148 

8.568 x 10 -2 

8.103 x 10 -3 

1.0000 

0.0500 

6.147 x 10~ 5 

0.145 

7.500 x 10 -2 

8.077 x 10 J 

0.0000 

0.0667 

2.238 x 10 -4 

1.000 

-5.231 x 10 -5 

7.354 x 10 J 

0.0167 

0.0667 

2.238 x 10 -4 

1.000 

-3.912 x 10 -4 

7.364 x 10 -3 

0.0333 

0.0667 

2.247 x 10 -4 

1.000 

-2.812 x 10~ 4 

7.398 x 10~ J 

0.0500 

0.0667 

2.238 x 10 -4 

1.000 

-1.341 x 10 -4 

7.361 x 10 -3 

0.0667 

0.0667 

2.238 x 10 -4 

1.000 

-4.489 x 10~ 4 

7.378 x 10 - ' 1 

0.0833 

0.0667 

2.245 x 10 -4 

1.000 

-1.051 x 10 -4 

7.384 x 10 -3 

0.1000 

0.0667 

2.247 x 10 -4 

1.000 

1.495 x 10 -4 

7.392 x 10~ 3 

0.1167 

0.0667 

2.229 x 10 -4 

1.000 

1.651 x 10 -4 

7.329 x 10 _,i 

0.1333 

0.0667 

2.242 x 10 -4 

1.000 

9.318 x 10 -4 

7.415 x 10 -3 

0.1500 

0.0667 

2.269 x 10 -4 

1.000 

3.333 x 10 -3 

7.604 x 10 6 

0.1667 

0.0667 

2.293 x 10~ 4 

1.000 

5.850 x 10 -3 

7.808 x 10~ 3 

0.1833 

0.0667 

2.421 x 10 -4 

0.997 

1.387 x 10 -2 

8.742 x 10 * 

ry 

0.2000 

0.0667 

2.652 x 10~ 4 

0.993 

2.967 x 10~ 2 

1.063 x 10 - ^ 

ry 

0.2167 

0.0667 

3.211 x 10 -4 

0.985 

6.050 x 10~ 2 

1.533 x 10 z 

n 

0.2333 

0.0667 

4.017 x 10 -4 

0.973 

9.462 x 10“ 2 

2.260 x 10 -z 

ry 

0.2500 

0.0667 

4.846 x 10 -4 

0.964 

0.122 

3.100 x 

0.2667 

0.0667 

5.332 x 10” 4 

0.955 

0.133 

3.714 x 10~ z 

ry 

0.2833 

0.0667 

5.310 x 10 -4 

0.948 

0.134 

3.951 x 10~ z 

ry 

0.3000 

0.0667 

5.047 x 10~ 4 

0.942 

0.133 

4.057 x 10~ 2 

0.3167 

0.0667 

4.617 x 10~ 4 

0.933 

0.128 

4.037 x 10 -z 

ry 

0.3333 

0.0667 

4.115 x 10~ 4 

0.922 

0.121 

3.935 x 10 1 

ry 

0.3500 

0.0667 

3.723 x 10~ 4 

0.913 

0.114 

3.817 x 10 1 

ry 

0.3667 

0.0667 

3.350 x 10“ 4 

0.900 

0.106 

3.718 x 10 -/ 

0.3833 

0.0667 

2.934 x 10~ 4 

0.878 

9.881 x 10 -2 

3.660 x 10 _z 

0.4000 

0.0667 

2.714 x 10“ 4 

0.865 

9.316 x 10 -2 

3.597 x 10 -2 

0.4167 

0.0667 

2.468 x 10~ 4 

0.848 

8.554 x 10" 2 

3.537 x 10 -/ 

ry 

0.4333 

0.0667 

2.294 x 10 -4 

0.829 

8.101 x 10~ 2 

3.531 x 10 _/ 

ry 

0.4500 

0.0667 

2.126 x 10 -4 

0.811 

7.821 x 10~ 2 

3.473 x 10“* 

ry 

0.4667 

0.0667 

2.017 x 10~ 4 

0.797 

7.621 x 10~ 2 

3.433 x 10 - ^ 

0.4833 

0.0667 

1.940 x 10“ 4 

0.779 

7.525 x 10 -2 

3.481 x 10~ z 



Table A. 1 : Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n/n D 

u/Voo 

w / V oo 

nkT/p^V^ 

0.5000 

0.0667 

1.851 x lO-r 

0.735 

7.990 x 10~ 2 

3.739 x 10 -2 

0.5167 

0.0667 

1.821 x 10 -4 

0.659 

8.542 x 10~ 2 

4.363 x 10 -2 

0.5333 

0.0667 

1.896 x 10 -4 

0.601 

9.323 x 10 -2 

5.142 x 10 -2 

0.5500 

0.0667 

2.039 x 10~ 4 

0.550 

0.119 

6.051 x 10 -2 

0.5667 

0.0667 

2.225 x 10" 4 

0.477 

0.126 

7.257 x 10 -2 

0.5833 

0.0667 

2.372 x 10" 4 

0.400 

0.118 

8.218 x 10~ 2 

0.6000 

0.0667 

2.448 x 10~ 4 

0.329 

0.101 

8.769 x 10 -2 

0.6167 

0.0667 

2.526 x 10~ 4 

0.272 

8.541 x 10~ 2 

9.096 x 10 -2 

0.6333 

0.0667 

2.519 x 10~ 4 

0.231 

7.214 x 10 -2 

9.015 x 10~ 2 

0.6500 

0.0667 

2.448 x 10~ 4 

0.194 

5.447 x 10 -2 

8.855 x 10 -2 

0.6667 

0.0667 

2.440 x 10“ 4 

0.148 

1.564 x 10 -2 

9.231 x 10~ 2 

0.6833 

0.0667 

2.690 x 10~ 4 

7.325 x 10 -2 

-8.850 x 10~ 2 

1.092 x 10 _1 

0.7000 

0.0667 

3.414 x 10 -4 

-3.574 x 10~ 4 

-0.252 

1.257 x 10 _1 

0.7167 

0.0667 

5.263 x 10 -4 

2.248 x 10“ 3 

-0.262 

1.199 x 10 -1 

0.7333 

0.0667 

5.001 x 10 -4 

-5.549 x 10~ 3 

-8.651 x 10 -2 

1.006 x 10 _1 

0.7500 

0.0667 

7.131 x 10 4 

-0.141 

0.177 

8.306 x 10 -2 

0.7667 

0.0667 

2.557 x 10 3 

-0.194 

0.250 

5.757 x 10~ 2 

0.7833 

0.0667 

2.713 x 10 3 

-0.199 

0.266 

2.317 x 10 -2 

0.8000 

0.0667 

4.270 x 10 3 

-0.152 

0.295 

3.978 x 10 -2 

0.8167 

0.0667 

4.577 x 10~ 3 

-8.624 x 10 -2 

0.298 

4.932 x 10 -2 

0.8333 

0.0667 

4.320 x 10~ 3 

-1.466 x 10 -3 

0.294 

4.286 x 10 -2 

0.8500 

0.0667 

4.473 x 10~ 3 

8.583 x 10~ 2 

0.298 

4.758 x 10 -2 

0.8667 

0.0667 

4.170 x 10“ 3 

0.152 

0.295 

3.877 x 10 -2 

0.8833 

0.0667 

2.683 x 10 -3 

0.201 

0.266 

2.160 x 10 -2 

0.9000 

0.0667 

1.625 x 10~ 3 

0.235 

0.238 

1.205 x 10 -2 

0.9167 

0.0667 

8.854 x 10 -4 

0.260 

0.212 

6.368 x 10~ 3 

0.9333 

0.0667 

4.302 x 10 -4 

0.274 

0.192 

4.030 x 10 -3 

0.9500 

0.0667 

1.864 x 10~ 4 

0.257 

0.177 

6.120 x 10 -3 

0.9667 

0.0667 

9.411 x 10 -5 

0.206 

0.145 

7.184 x 10 -3 

0.9833 

0.0667 

7.007 x 10 -5 

0.175 

0.122 

7.194 x 10 -3 

1.0000 

0.0667 

6.516 x 10“ 5 

0.164 

0.108 

7.512 x 10 -3 

0.0000 

0.0833 

2.232 x 10~ 4 

1.000 

-3.446 x 10~ 4 

7.351 x 10 -3 

0.0167 

0.0833 

2.239 x 10 -4 

1.000 

-2.107 x 10~ 5 

7.372 x 10 -3 

0.0333 

0.0833 

2.236 x 10~ 4 

1.000 

7.703 x 10~ 5 

7.383 x 10 -3 

0.0500 

0.0833 

2.238 x 10~ 4 

1.000 

-1.735 x 10~ 4 

7.390 x 10 -3 

0.0667 

0.0833 

2.238 x 10 -4 

1.000 

-1.636 x 10 -4 

7.375 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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x/L 

z/L 

n / n o 

u/Voo 

w /Voo 

^nkTV^V 2 

0.0833 

0.0833 

2.246 x 10 -4 

1.000 

-6.083 x 10~ 4 

7.407 x 10^ 

0.1000 

0.0833 

2.242 x 10 -4 

1.001 

-2.729 x 10 -4 

7.417 x 10 -3 

0.1167 

0.0833 

2.242 x 10~ 4 

1.000 

-5.253 x 10~ 4 

7.398 x 10 -3 

0.1333 

0.0833 

2.238 x 10 -4 

1.000 

-2.310 x 10 -4 

7.368 x 10 -3 

0.1500 

0.0833 

2.242 x 10 -4 

1.000 

-1.354 x 10~ 4 

7.389 x 10 -3 

0.1667 

0.0833 

2.243 x 10 -4 

1.000 

2.203 x 10 -4 

7.422 x 10 -3 

0.1833 

0.0833 

2.238 x 10~ 4 

1.000 

5.654 x 10~ 4 

7.390 x 10~ 3 

0.2000 

0.0833 

2.242 x 10 -4 

1.000 

6.438 x 10" 4 

7.379 x 10 -3 

0.2167 

0.0833 

2.252 x 10~ 4 

1.000 

1.302 x 10 -3 

7.463 x 10“ 3 

0.2333 

0.0833 

2.273 x 10 -4 

0.999 

3.443 x 10 -3 

7.600 x 10~ 3 

0.2500 

0.0833 

2.329 x 10 -4 

0.998 

8.038 x 10~ 3 

8.060 x 10 -3 

0.2667 

0.0833 

2.523 x 10 -4 

0.995 

2.372 x 10 -2 

9.663 x 10 -3 

0.2833 

0.0833 

3.090 x 10~ 4 

0.988 

5.669 x 10~ 2 

1.414 x 10 -2 

0.3000 

0.0833 

3.950 x 10~ 4 

0.978 

9.228 x 10~ 2 

2.119 x 10“ 2 

0.3167 

0.0833 

4.962 x 10~ 4 

0.968 

0.121 

2.981 x 10“^ 

0.3333 

0.0833 

5.605 x 10 -4 

0.962 

0.135 

3.610 x 10 - ^ 

0.3500 

0.0833 

5.858 x 10 -4 

0.957 

0.138 

3.962 x 10 -2 

0.3667 

0.0833 

5.671 x 10 -4 

0.954 

0.136 

4.001 x 10~ 2 

r\ 

0.3833 

0.0833 

5.316 x 10" 4 

- 0.951 

0.131 

3.902 x 10 _/ 

A 

0.4000 

0.0833 

4.893 x 10~ 4 

0.946 

0.126 

3.755 x lO - ^ 

cy 

0.4167 

0.0833 

4.516 x 10 -4 

0.940 

0.121 

3.676 x 10 -2 

0.4333 

0.0833 

4.149 x 10~ 4 

0.933 

0.117 

3.614 x 10 -2 

0.4500 

0.0833 

3.811 x 10 -4 

0.924 

0.111 

3.540 x 10 -2 

0.4667 

0.0833 

3.443 x 10 -4 

0.912 

0.106 

3.503 x 10 -2 

0.4833 

0.0833 

3.118 x 10~ 4 

0.900 

0.101 

3.445 x 10 -2 

0.5000 

0.0833 

2.863 x 10 -4 

0.884 

9.692 x 10~ 2 

3.463 x 10 -2 

0.5167 

0.0833 

2.759 x 10~ 4 

0.867 

9.888 x 10~ 2 

3.671 x 10 -2 

0.5333 

0.0833 

2.681 x 10 -4 

0.837 

0.108 

4.092 x 10 -2 

0.5500 

0.0833 

2.658 x 10 -4 

0.794 

0.119 

4.833 x 10 -2 

Cy 

0.5667 

0.0833 

2.719 x 10 -4 

0.728 

0.137 

6.010 x 10 -2 

cy 

0.5833 

0.0833 

2.819 x 10~ 4 

0.650 

0.151 

7.493 x 10 -2 

cy 

0.6000 

0.0833 

2.860 x 10 -4 

0.566 

0.150 

8.712 x 10 -2 

C) 

0.6167 

0.0833 

2.756 x 10~ 4 

0.494 

0.133 

9.164 x 10~ 2 

0.6333 

0.0833 

2.642 x 10 -4 

0.425 

0.120 

9.204 x 10" 2 

0.6500 

0.0833 

2.539 x 10~ 4 

0.369 

9.978 x 10~ 2 

9.104 x 10 -2 

0.6667 

0.0833 

2.595 x 10~ 4 

0.294 

7.365 x 10 -2 

9.904 x 10 -2 
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Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n /n 0 

«/Voc 

W / V 00 

nkT/ Poo V" 

0.6833 

0.0833 

3.042 x 10 -4 

0.156 

-3.552 x 10~ 3 

1.303 x 10 -r 

0.7000 

0.0833 

4.129 x 10~ 4 

4.531 x 10~ 3 

-0.190 

1.707 x 10 _1 

0.7167 

0.0833 

7.519 x 10~ 4 

-1.843 x 10 -2 

-0.223 

1.757 x 10 -1 

0.7333 

0.0833 

7.913 x 10 -4 

-3.742 x 10 -2 

-2.298 x 10 -3 

1.512 x 10 -1 

0.7500 

0.0833 

1.797 x 10 -3 

-0.162 

0.243 

8.525 x 10 -2 

0.7667 

0.0833 

2.108 x 10 -3 

-0.194 

0.266 

2.119 x 10 -2 

0.7833 

0.0833 

2.413 x 10~ 3 

-0.175 

0.285 

1.814 x 10 -2 

0.8000 

0.0833 

3.397 x 10~ 3 

-0.127 

0.308 

2.804 x 10~ 2 

0.8167 

0.0833 

3.854 x 10~ 3 

-6.494 x 10~ 2 

0.319 

3.483 x 10 -2 

0.8333 

0.0833 

3.817 x 10 -3 

-2.688 x 10~ 3 

0.318 

3.458 x 10 -2 

0.8500 

0.0833 

3.721 x 10~ 3 

6.461 x 10~ 2 

0.319 

3.360 x 10 -2 

0.8667 

0.0833 

3.426 x 10 -3 

0.128 

0.308 

2.826 x 10 -2 

0.8833 

0.0833 

2.428 x 10 -3 

0.175 

0.285 

1.800 x 10 -2 

0.9000 

0.0833 

1.668 x 10 -3 

0.209 

0.262 

1.118 x 10 -2 

0.9167 

0.0833 

1.109 x 10 -3 

0.237 

0.239 

6.930 x 10~ 3 

0.9333 

0.0833 

6.768 x 10 -4 

0.258 

0.217 

4.031 x 10 -3 

0.9500 

0.0833 

3.979 x 10 -4 

0.268 

0.201 

3.098 x 10 -3 

0.9667 

0.0833 

2.108 x 10 -4 

0.253 

0.192 

5.561 x 10 -3 

0.9833 

0.0833 

1.043 x 10 -4 

0.219 

0.168 

6.473 x 10 -3 

1.0000 

0.0833 

7.748 x 10 -5 

0.197 

0.150 

6.509 x 10 -3 

0.0000 

0.1000 

2.243 x 10 -4 

1.000 

-5.211 x 10~ 5 

7.376 x 10~ 3 

0.0167 

0.1000 

2.234 x 10~ 4 

1.000 

-3.323 x 10 -5 

7.358 x 10 -3 

0.0333 

0.1000 

2.227 x 10 -4 

1.000 

-1.135 x 10 -4 

7.310 x 10 -3 

0.0500 

0.1000 

2.246 x 10~ 4 

1.000 

-2.425 x 10 -4 

7.383 x 10 -3 

0.0667 

0.1000 

2.254 x 10~ 4 

1.000 

-2.909 x 10“ 4 

7.417 x 10 -3 

0.0833 

0.1000 

2.241 x 10 -4 

1.000 

-5.546 x 10~ 4 

7.380 x 10 -3 

0.1000 

0.1000 

2.241 x 10 -4 

1.000 

3.363 x 10~ 5 

7.369 x 10 -3 

0.1167 

0.1000 

2.246 x 10 -4 

1.000 

1.516 x 10~ 4 

7.404 x 10 -3 

0.1333 

0.1000 

2.244 x 10 -4 

1.000 

-2.497 x 10 -4 

7.407 x 10 -3 

0.1500 

0.1000 

2.251 x 10 -4 

1.000 

-3.084 x 10 -4 

7.426 x 10 -3 

0.1667 

0.1000 

2.242 x 10~ 4 

1.000 

-6.935 x 10 -4 

7.378 x 10 -3 

0.1833 

0.1000 

2.245 x 10 -4 

1.000 

-1.017 x 10 -4 

7.418 x 10 -3 

0.2000 

0.1000 

2.245 x 10~ 4 

1.000 

-5.908 x 10 -5 

7.396 x 10 -3 

0.2167 

0.1000 

2.235 x 10 -4 

1.000 

1.469 x 10 -4 

7.373 x 10 -3 

0.2333 

0.1000 

2.245 x 10" 4 

1.000 

1.042 x 10 -4 

7.389 x 10 -3 

0.2500 

0.1000 

2.248 x 10 -4 

1.000 

4.750 x 10 -4 

7.401 x 10 -3 
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Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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x/L 

z/L 

n/ n o 

u/V,*, 

w / V oo 

nkT/ Poo V^ 

0.8667 

0.1000 

2.677 x 10 -3 

0.109 

0.316 

1.970 x 10 -2 

0.8833 

0.1000 

2.041 x 10 -3 

0.153 

0.298 

1.381 x 10 -2 

0.9000 

0.1000 

1.575 x 10~ 3 

0.188 

0.278 

9.887 x 10 -3 

0.9167 

0.1000 

1.151 x 10 -3 

0.215 

0.258 

6.615 x 10 -3 

0.9333 

0.1000 

8.037 x 10 -4 

0.238 

0.239 

4.295 x 10 -3 

0.9500 

0.1000 

5.263 x 10" 4 

0.256 

0.220 

2.676 x 10 -3 

0.9667 

0.1000 

3.462 x 10 -4 

0.262 

0.209 

2.637 x 10 -3 

0.9833 

0.1000 

2.109 x 10 -4 

0.246 

0.200 

5.473 x 10 -3 

1.0000 

0.1000 

9.962 x 10 -5 

0.217 

0.172 

6.143 x 10~ 3 

0.0000 

0.1167 

2.230 x 10~ 4 

1.000 

1.463 x 10“ 4 

7.360 x 10“ 3 

0.0167 

0.1167 

2.226 x 10 -4 

1.000 

-2.067 x 10 -4 

7.341 x 10~ 3 

0.0333 

0.1167 

2.237 x 10 -4 

1.000 

-1.321 x 10~ 4 

7.385 x 10~ 3 

0.0500 

0.1167 

2.231 x 10~ 4 

1.000 

-4.705 x 10 -4 

7.383 x 10 -3 

0.0667 

0.1167 

2.229 x 10“ 4 

1.000 

-7.318 x 10~ 4 

7.392 x 10~ 3 

0.0833 

0.1167 

2.217 x 10~ 4 

1.000 

-6.981 x 10 -4 

7.326 x 10 -3 

0.1000 

0.1167 

2.234 x 10 -4 

1.000 

-1.170 x 10 -3 

7.379 x 10 -3 

0.1167 

0.1167 

2.233 x 10 -4 

1.001 

-7.491 x 10~ 4 

7.377 x 10~ 3 

0.1333 

0.1167 

2.228 x 10“ 4 

1.001 

-1.293 x 10 -4 

7.368 x 10 -3 

0.1500 

0.1167 

2.229 x 10 4 

1.000 

1.509 x 10 -4 

7.363 x 10 -3 

0.1667 

0.1167 

2.228 x 10 -4 

1.000 

4.779 x 10~ 4 

7.351 x 10' 3 

0.1833 

0.1167 

2.226 x 10 -4 

1.001 

3.552 x 10~ 4 

7.350 x 10~ 3 

0.2000 

0.1167 

2.225 x 10 -4 

1.001 

4.678 x 10 -4 

7.358 x 10~ 3 

0.2167 

0.1167 

2.241 x 10“ 4 

1.000 

3.092 x 10 -5 

7.408 x 10 -3 

0.2333 

0.1167 

2.230 x 10~ 4 

1.000 

-3.513 x 10~ 4 

7.359 x 10 -3 

0.2500 

0.1167 

2.228 x 10~ 4 

1.000 

-1.799 x 10 -4 

7.348 x 10 -3 

0.2667 

0.1167 

2.227 x 10“ 4 

1.000 

-2.978 x 10~ 4 

7.343 x 10~ 3 

0.2833 

0.1167 

2.227 x 10~ 4 

1.000 

-4.559 x 10~ 4 

7.367 x 10 -3 

0.3000 

0.1167 

2.231 x 10~ 4 

1.000 

5.389 x 10 -5 

7.360 x 10 -3 

0.3167 

0.1167 

2.231 x 10 -4 

1.000 

4.577 x 10 -5 

7.376 x 10~ 3 

0.3333 

0.1167 

2.229 x 10 -4 

1.000 

2.420 x 10 -4 

7.356 x 10 -3 

0.3500 

0.1167 

2.234 x 10 -4 

1.000 

5.083 x 10 -4 

7.400 x 10 -3 

0.3667 

0.1167 

2.251 x 10" 4 

1.000 

3.715 x 10 -4 

7.483 x 10 -3 

0.3833 

0.1167 

2.282 x 10 -4 

0.999 

3.227 x 10 -3 

7.694 x 10 -3 

0.4000 

0.1167 

2.399 x 10 -4 

0.997 

1.229 x 10~ 2 

8.628 x 10 -3 

0.4167 

0.1167 

2.724 x 10~ 4 

0.992 

3.404 x 10 -2 

1.112 x 10 -2 

0.4333 

0.1167 

3.273 x 10 -4 

0.985 

6.778 x 10 -2 

1.560 x 10 -2 
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Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 



Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


215 


x/L 

z/L 

n / n 0 

u /Voo 

W / V 00 

nkT/ Poo V^ 

0.0333 

0.1333 

2.246 x 10~ 4 

1.000 

-4.659 x 10 -4 

7.383 x lO" 3 

0.0500 

0.1333 

2.232 x 10~ 4 

1.000 

-3.516 x 10 -4 

7.335 x 10 -3 

0.0667 

0.1333 

2.238 x 10 -4 

1.000 

-5.563 x 10~ 4 

7.357 x 10 -3 

0.0833 

0.1333 

2.246 x 10~ 4 

1.000 

-5.699 x 10 -4 

7.397 x 10 -3 

0.1000 

0.1333 

2.253 x 10~ 4 

1.000 

-6.154 x 10 -4 

7.415 x 10 -3 

0.1167 

0.1333 

2.243 x 10~ 4 

1.000 

-1.260 x 10~ 4 

7.378 x 10 -3 

0.1333 

0.1333 

2.242 x 10~ 4 

1.000 

-8.446 x 10 -5 

7.381 x 10 -3 

0.1500 

0.1333 

2.252 x 10 -4 

1.000 

1.850 x 10 -4 

7.418 x 10“ 3 

0.1667 

0.1333 

2.245 x 10~ 4 

1.000 

4.758 x 10 -6 

7.383 x 10~ 3 

0.1833 

0.1333 

2.244 x 10 -4 

1.000 

-1.455 x 10 -4 

7.399 x 10 -3 

0.2000 

0.1333 

2.239 x 10 -4 

1.000 

-5.932 x 10~ 4 

7.357 x 10 -3 

0.2167 

0.1333 

2.245 x 10~ 4 

1.000 

-2.676 x 10 -4 

7.374 x 10~ 3 

0.2333 

0.1333 

2.254 x 10~ 4 

0.999 

-2.336 x 10 -4 

7.405 x 10 -3 

0.2500 

0.1333 

2.250 x 10~ 4 

1.000 

4.043 x 10 -5 

7.386 x 10 -3 

0.2667 

0.1333 

2.245 x 10 -4 

1.000 

-1.283 x 10 -4 

7.377 x 10 -3 

0.2833 

0.1333 

2.243 x 10“ 4 

1.000 

8.199 x 10 -5 

7.363 x 10 -3 

0.3000 

0.1333 

2.240 x 10 -4 

1.000 

-1.260 x 10 -4 

7.335 x 10 -3 

0.3167 

0.1333 

2.249 x 10~ 4 

1.000 

-1.267 x 10~ 4 

7.374 x 10 -3 

0.3333 

0.1333 

2.249 x 10~ 4 

1.000 

6.362 x 10 -5 

7.367 x 10 -3 

0.3500 

0.1333 

2.233 x 10 -4 

1,001 

-3.444 x 10 -4 

7.305 x 10 -3 

0.3667 

0.1333 

2.237 x 10~ 4 

1.000 

-3.815 x 10~ 4 

7.315 x 10 -3 

0.3833 

0.1333 

2.238 x 10~ 4 

1.000 

-2.766 x 10 -4 

7.329 x 10~ 3 

0.4000 

0.1333 

2.235 x 10“ 4 

1.001 

-3.402 x 10 -4 

7.340 x 10 -3 

0.4167 

0.1333 

2.252 x 10 -4 

1.000 

-1.949 x 10 -4 

7.391 x 10 -3 

0.4333 

0.1333 

2.259 x 10~ 4 

1.000 

7.513 x 10~ 4 

7.403 x 10 -3 

0.4500 

0.1333 

2.275 x 10 -4 

1.000 

2.563 x 10~ 3 

7.553 x 10 -3 

0.4667 

0.1333 

2.358 x 10~ 4 

0.998 

8.568 x 10 -3 

8.190 x 10 -3 

0.4833 

0.1333 

2.608 x 10“ 4 

0.994 

2.676 x 10~ 2 

1.013 x 10 -2 

0.5000 

0.1333 

3.090 x 10 -4 

0.987 

5.572 x 10~ 2 

1.395 x 10 -2 

0.5167 

0.1333 

3.905 x 10 -4 

0.980 

8.978 x 10~ 2 

2.020 x 10 -2 

0.5333 

0.1333 

4.923 x 10 -4 

0.972 

0.118 

2.804 x 10~ 2 

0.5500 

0.1333 

5.704 x 10" 4 

0.969 

0.131 

3.382 x 10 -2 

0.5667 

0.1333 

6.085 x 10~ 4 

0.967 

0.135 

3.667 x 10 -2 

0.5833 

0.1333 

6.056 x 10~ 4 

0.967 

0.134 

3.683 x 10 -2 

0.6000 

0.1333 

5.901 x 10~ 4 

0.967 

0.131 

3.617 x 10 -2 

0.6167 

0.1333 

5.744 x 10 -4 

0.965 

0.129 

3.556 x 10~ 2 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1333 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 

0.1500 


»/ n o 

5.746 x 10" 
6.074 x 10" 
7.073 x 10" 
7.972 x 10" 
8.182 x 10" 
1.401 x 10" 

3.224 x 10" 
4.689 x 10" 
4.875 x 10" 
3.278 x 10" 
1.776 x 10" 
1.971 x 10" 
2.188 x 10" 
1.958 x 10" 
1.763 x 10" 
1.524 x 10" 
1.251 x 10" 
1.056 x 10" 
8.426 x 10" 
6.256 x 10" 
4.419 x 10" 
3.390 x 10" 
2.754 x 10" 
2.244 x 10" 
2.240 x 10" 
2.246 x 10" 
2.243 x 10" 
2.243 x 10' 
2.238 x 10" 
2.230 x 10" 
2.234 x 10' 
2.240 x 10' 

2.225 x 10" 
2.219 x 10" 
2.228 x 10' 
2.230 x 10' 


u/Vqc 

0.963 

0.953 

0.930 

0.900 


1.085 x 10"° 
-1.177 x 10" 2 
-1.951 x 10" 2 
-3.190 x 10" 2 
-8.478 x 10" 2 
-4.317 x 10" 2 
-7.994 x 10" 4 
4.369 x 10" 2 
8.520 x 10" 2 
0.122 
0.153 
0.181 
0.203 
0.223 
0.240 
0.253 


0.132 

0.146 

0.181 

0.212 

0.239 

0.223 

7.174 x 10" 2 
6.114 x 10" 2 
7.660 x 10" 2 
0.175 


0.285 

0.269 

0.254 

0.239 

0.225 

0.222 

2.253 x 10" 
-1.815 x 10' 
-2.539 x 10" 
-8.265 x 10" 
-7.154 x 10" 
-3.782 x 10" 
-7.593 x 10" 
-2.579 x 10' 
-4.147 x 10' 
-4.125 x 10" 
-5.880 x 10' 
-2.267 x 10' 
7.527 x 10" 


4.236 x 10" 
6.078 x 10" 
8.592 x 10" 
1.354 x 10" 
6.584 x 10" 
8.540 x 10" 
7.405 x 10" 
7.061 x 10" 
3.558 x 10" 
1.156 x 10" 
1.180 x 10" 

1.388 x 10" 
1.169 x 10' 
1.028 x 10' 
8.711 x 10' 
6.760 x 10' 

5.389 x 10' 
3.988 x 10" 
2.740 x 10" 
1.843 x 10" 
1.425 x 10' 
2.714 x 10" 
7.377 x 10' 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n / n o 

U /V 00 

w / V oo 

nkT/ Poo V^ 

0.2167 

0.1500 

2.233 x 10~ 4 

1.000 

1.715 x 10 -4 

7.355 x 10 -3 

0.2333 

0.1500 

2.240 x 10~ 4 

0.999 

1.389 x 10~ 4 

7.399 x 10 -3 

0.2500 

0.1500 

2.239 x 10~ 4 

1.000 

1.214 x 10~ 7 

7.365 x 10 -3 

0.2667 

0.1500 

2.254 x 10~ 4 

1.000 

8.812 x 10 -5 

7.421 x 10~ 3 

0.2833 

0.1500 

2.241 x 10 -4 

1.000 

2.556 x 10 -4 

7.396 x 10 -3 

0.3000 

0.1500 

2.242 x 10 -4 

0.999 

1.447 x 10~ 4 

7.376 x 10 -3 

0.3167 

0.1500 

2.243 x 10~ 4 

1.000 

7.226 x 10~ 4 

7.337 x 10 -3 

0.3333 

0.1500 

2.238 x 10 -4 

1.000 

6.301 x 10 -4 

7.355 x 10 -3 

0.3500 

0.1500 

2.244 x 10~ 4 

1.000 

5.954 x 10~ 4 

7.383 x 10~ 3 

0.3667 

0.1500 

2.249 x 10 -4 

0.999 

5.510 x 10 -4 

7.408 x 10 -3 

0.3833 

0.1500 

2.235 x 10~ 4 

1.000 

1.637 x 10~ 4 

7.339 x 10~ 3 

0.4000 

0.1500 

2.234 x 10 -4 

1.000 

1.917 x 10 -4 

7.345 x 10~ 3 

0.4167 

0.1500 

2.244 x 10 -4 

1.000 

1.462 x 10 -4 

7.367 x 10 -3 

0.4333 

0.1500 

2.245 x 10 -4 

1.000 

-4.461 x 10“ 4 

7.367 x 10 -3 

0.4500 

0.1500 

2.245 x 10 -4 

1.000 

1.185 x 10 -5 

7.380 x 10 -3 

0.4667 

0.1500 

2.263 x 10~ 4 

1.000 

-1.792 x 10 4 

7.420 x 10 -3 

0.4833 

0.1500 

2.256 x 10~ 4 

1.000 

-2.285 x 10 -4 

7.417 x 10~ 3 

0.5000 

0.1500 

2.250 x 10 -4 

1.000 

1.202 x 10” 4 

7.391 x 10 -3 

0.5167 

0.1500 

2.246 x 10“~ 4 

1.000 

8.939 x 10 -4 

7.424 x 10 -3 

0.5333 

0.1500 

2.316 x 10~ 4 

0.999 

5.256 x 10 -3 

7.853 x 10 -3 

0.5500 

0.1500 

2.475 x 10 -4 

0.996 

1.795 x 10 -2 

9.104 x 10 -3 

0.5667 

0.1500 

2.833 x 10~ 4 

0.991 

4.080 x 10 -2 

1.190 x 10 -2 

0.5833 

0.1500 

3.460 x 10 -4 

0.983 

7.359 x 10~ 2 

1.672 x 10 -2 

0.6000 

0.1500 

4.490 x 10~ 4 

0.976 

0.105 

2.446 x 10~ 2 

0.6167 

0.1500 

5.365 x 10~ 4 

0.972 

0.125 

3.088 x 10 -2 

0.6333 

0.1500 

5.915 x 10~ 4 

0.970 

0.132 

3.496 x 10 -2 

0.6500 

0.1500 

6.078 x 10 -4 

0.970 

0.133 

3.627 x 10 -2 

0.6667 

0.1500 

6.032 x 10~ 4 

0.969 

0.133 

3.608 x 10 -2 

0.6833 

0.1500 

6.184 x 10~ 4 

0.966 

0.139 

3.844 x 10~ 2 

0.7000 

0.1500 

7.009 x 10 -4 

0.952 

0.164 

4.933 x 10 -2 

0.7167 

0.1500 

1.060 x 10 -3 

0.862 

0.254 

1.438 x 10 -1 

0.7333 

0.1500 

2.087 x 10 -3 

0.467 

0.307 

8.269 x 10 -1 

0.7500 

0.1500 

2.332 x 10~ 3 

0.155 

0.134 

8.092 x 10 _1 

0.7667 

0.1500 

3.716 x 10 -3 

4.276 x 10~ 2 

7.486 x 10 -2 

7.754 x 10 -1 

0.7833 

0.1500 

5.066 x 10~ 3 

2.359 x 10 -2 

9.133 x 10 -2 

7.456 x 10 _1 

0.8000 

0.1500 

4.979 x 10~ 3 

3.637 x 10 -2 

0.132 

6.268 x 10 _1 
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Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 




Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


220 


x/L 

z/L 

n / n 0 

u/Voo 

w / V oo 

"kT/ Poo Vi, 

1.0000 

0.1667 

2.896 x 10“ 4 

0.241 

0.239 

1.012 x 10 3 

0.0000 

0.1833 

2.221 x 10“ 4 

1.000 

1.522 x 10 -4 

7.335 x 10 J 

0.0167 

0.1833 

2.227 x 10 -4 

1.000 

-1.098 x 10~ 5 

7.332 xlO J 

0.0333 

0.1833 

2.219 x 10~ 4 

1.000 

2.697 x 10“ 4 

7.302 x 10 J 

0.0500 

0.1833 

2.227 x 10~ 4 

1.000 

6.406 x 10 -5 

7.338 x 10 J 

0.0667 

0.1833 

2.225 x 10“ 4 

1.000 

8.865 x 10 -5 

7.330 x 10~ 3 

0.0833 

0.1833 

2.234 x 10 -4 

0.999 

3.517 x 10“ 4 

7.343 x 10 J 

0.1000 

0.1833 

2.232 x 10 -4 

1.000 

-9.108 x 10 -5 

7.358 x 10“ J 

0.1167 

0.1833 

2.236 x 10“ 4 

1.000 

-5.074 x 10~" 5 

7.378 x 10~ d 

0.1333 

0.1833 

2.230 x 10~ 4 

1.000 

2.347 x 10 -4 

7.347 x lO - '* 

0.1500 

0.1833 

2.232 x 10“ 4 

1.000 

3.136 x 10 -5 

7.351 x 10“ 3 

0.1667 

0.1833 

2.228 x 10 -4 

1.000 

3.304 x 10~ 4 

7.319 x 10“^ 

0.1833 

0.1833 

2.234 x 10 -4 

1.000 

6.129 x 10~ 4 

7.343 x 10“ 3 

0.2000 

0.1833 

2.232 x 10 -4 

0.999 

2.666 x 10' 4 

7.358 x 10“ 3 

0.2167 

0.1833 

2.222 x 10 -4 

0.999 

5.120 x 10“ 4 

7.302 x 10 _J 

0.2333 

0.1833 

2.229 x 10 -4 

0.999 

3.609 x 10“ 4 

7.326 x 10 J 

0.2500 

0.1833 

2.235 x 10 -4 

1.000 

4.911 x 10~ 4 

7.343 x 10“ 3 

0.2667 

0.1833 

2.239 x 10~ 4 

1.000 

2.836 x 10“ 4 

7.368 x 10 6 

0.2833 

0.1833 

2.228 x 10“ 4 

1.000 

4.028 x 10 -4 

7.335 x 10“ 3 

n 

0.3000 

0.1833 

2.234 x 10“ 4 

1.000 

-6.075 x 10 -5 

7.347 x 10 -d 

0.3167 

0.1833 

2.223 x 10“ 4 

1.000 

9.738 x 10~ 5 

7.308 x 10“ 3 

0.3333 

0.1833 

2.234 x 10~ 4 

1.000 

-1.161 x 10” 4 

7.355 x lO -1 * 

0.3500 

0.1833 

2.232 x 10~ 4 

1.000 

-3.964 x 10~ 4 

7.347 x 10 -,i 

n 

0.3667 

0.1833 

2.235 x 10 -4 

1.000 

-9.097 x 10~ 4 

7.365 x 10“ J 

0.3833 

0.1833 

2.235 x 10“ 4 

1.000 

-5.409 x 10 -4 

7.361 x 10“ 3 

0.4000 

0.1833 

2.235 x 10 -4 

1.000 

-1.606 x 10~ 4 

7.349 x 10“ 3 

o 

0.4167 

0.1833 

2.236 x 10 -4 

1.000 

-9.714 x 10~ 5 

7.342 x 10“ ,i 

0.4333 

0.1833 

2.229 x 10 -4 

1.000 

-5.691 x 10~ 4 

7.346 x 10 -,i 

n 

0.4500 

0.1833 

2.233 x 10~ 4 

1.000 

-3.791 x 10~ 4 

7.353 x 10 _,i 

0.4667 

0.1833 

2.246 x 10~ 4 

0.999 

9.728 x 10“ 5 

7.428 x 10“ 3 

n 

0.4833 

0.1833 

2.241 x 10~ 4 

1.000 

9.870 x 10 -5 

7.407 x lO - ' 5 

n 

0.5000 

0.1833 

2.243 x 10 -4 

1.000 

3.164 x 10“ 4 

7.408 x 10 - ' 1 

n 

0.5167 

0.1833 

2.254 x 10~ 4 

1.000 

-5.428 x 10~ 5 

7.436 x 10“^ 

0.5333 

0.1833 

2.238 x 10 -4 

1.001 

1.714 x 10 -4 

7.377 x 10“ 3 

0.5500 

0.1833 

2.244 x 10 -4 

1.000 

-5.387 x 10~ 4 

7.426 x 10“ 3 

r\ 

0.5667 

0.1833 

2.252 x 10 -4 

1.000 

-2.478 x 10“ 4 

7.457 x 10 “ 6 


Table A.l: Flow held variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.1833 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 


2.255 x 10 -4 

2.250 x 10 -4 
2.252 x 10 -4 

2.247 x 10~ 4 
2.255 x 10~ 4 
2.278 x 10 -4 
2.300 x 10~ 4 
2.425 x 10~ 4 
2.748 x 10~ 4 

3.437 x 10 -4 
6.531 x 10~ 4 
2.323 x 10 -3 
1.962 x 10~ 3 
2.433 x 10 -3 
3.770 x 10~ 3 
4.624 x 10~ 3 
4.386 x 10 -3 

3.438 x 10~ 3 
1.566 x 10 -3 
9.075 x 10 -4 
7.935 x 10 -4 
6.736 x 10~ 4 
5.878 x 10~ 4 
4.957 x 10~ 4 
3.901 x 10 -4 
3.053 x 10 -4 

2.248 x 10~ 4 
2.237 x 10 -4 
2.245 x 10 -4 

2.241 x 10 -4 

2.242 x 10~ 4 
2.245 x 10 -4 

2.251 x 10 -4 
2.237 x 10 -4 

2.249 x 10~ 4 

2.242 x 10 -4 


“/Voo 

w / V oo 


1.000 

-1.750 x 10 -4 

7.459 x 10 -3 

1.000 

-9.415 x 10~ 4 

7.423 x 10 -3 

1.000 

-4.035 x 10 -4 

7.412 x 10 -3 

1.000 

2.069 x 10" 4 

7.372 x 10“ 3 

1.000 

4.889 x 10 4 

7.423 x 10~ 3 

1.000 

1.672 x 10~ 3 

7.526 x 10 -3 

0.999 

4.484 x 10 -3 

7.705 x 10~ 3 

0.997 

1.447 x 10 -2 

8.736 x 10 -3 

0.993 

3.501 x 10 -2 

1.106 x 10 -2 

0.985 

6.885 x 10 -2 

1.607 x 10~ 2 

0.860 

0.224 

1.017 x 10 _1 

0.591 

0.415 

6.895 x 10 -1 

0.400 

0.295 

7.284 x 10 -1 

0.187 

0.171 

7.149 x 10 -1 

0.114 

0.127 

6.401 x 10 _1 

0.107 

0.134 

5.601 x 10 _1 

0.127 

0.146 

4.538 x 10“ 1 

0.133 

0.160 

3.226 x 10 _1 

0.122 

0.246 

8.461 x 10~ 2 

0.120 

0.311 

7.269 x 10 -3 

0.143 

0.306 

3.456 x 10 -3 

0.164 

0.296 

2.750 x 10 -3 ' 

0.184 

0.285 

2.239 x 10 -3 

0.201 

0.274 

1.784 x 10 -3 

0.216 

0.261 

1.322 x 10“ 3 

0.230 

0.250 

9.819 x 10 -4 

1.000 

-2.903 x 10 5 

7.396 x 10 -3 

1.000 

4.593 x 10 -4 

7.365 x 10 -3 

1.000 

1.024 x 10~ 4 

7.406 x 10 -3 

1.000 

5.594 x 10 -4 

7.376 x 10 -3 

1.000 

4.025 x 10 -4 

7.386 x 10 -3 

1.000 

5.632 x 10 -4 

7.384 x 10 -3 

1.000 

3.884 x 10 -4 

7.387 x 10 -3 

1.000 

3.778 x 10 -4 

7.357 x 10 -3 

1.000 

2.823 x 10 -4 

7.413 x 10 -3 

1.000 

-5.644 x 10 -5 

7.387 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


n / n o 

0.2000 2.242 x 10" 

0.2000 2.240 x 10' 

0.2000 2.234 x 10" 


2.239 x 10" 

2.239 x 10" 
2.236 x 10" 
2.238 x 10" 

2.240 x 10" 
2.243 x 10" 
2.240 x 10' 
2.242 x 10" 

2.238 x 10' 
2.242 x 10" 
2.242 x 10' 
2.234 x 10' 
2.240 x 10" 
2.248 x 10" 

2.248 x 10" 

2.249 x 10" 
2.245 x 10" 
2.247 x 10" 

2.239 x 10" 


0.2000 2.250 x 10" 


0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 

0.2000 


0.2000 2.252 x 10" 

0.2000 2.243 x 10" 

0.2000 2.250 x 10" 

0.2000 2.246 x 10" 

0.2000 2.238 x 10" 

0.2000 2.244 x 10" 

0.2000 2.244 x 10" 

0.2000 2.235 x 10" 

0.2000 2.238 x 10" 

0.2000 2.253 x 10" 

0.2000 2.248 x 10" 

0.2000 2.244 x 10" 

0.2000 2.263 x 10" 


0.2000 

0.2000 

0.2000 

0.2000 

0.2000 


w /Vqo 

-4.359 x 10^ 
-6.487 x 10~ 4 
-7.302 x 10"" 4 
-7.005 x 10 -4 
-3.676 x 10" 4 
-6.882 x 10 -4 
-8.715 x 10~ 5 
-4.544 x 10" 4 
-4.119 x 10 -4 
-1.306 x 10~ 4 
-6.242 x 10 -4 
-7.311 x 10 -4 
-5.530 x 10" 4 
-8.061 x 10"" 4 
-1.184 x 10~ 3 
-8.286 x 10"" 4 
-8.628 x 10" 4 
-2.539 x 10~ 4 
-7.245 x 10“ 4 
-4.172 x 10"" 4 
-3.158 x 10"" 4 
6.855 x 10 -5 
-1.617 x 10 -4 
-2.776 x 10 -4 
7.790 x 10 -5 
-2.631 x 10" 4 
-3.126 x 10" 4 
-5.284 x 10" 5 
-4.644 x 10" 4 
-1.174 x 10" 4 
-1.501 x 10" 4 
-1.005 x 10~ 4 
2.765 x 10 -5 
5.246 x 10~ 4 
9.717 x 10~ 4 
1.676 x 10 -3 


7.376 x 10" 
7.356 x 10" 


7.367 x 10" 
7.379 x 10" 
7.381 x 10" 
7.346 x 10" 

7.361 x 10" 
7.366 x 10" 
7.371 x 10" 
7.371 x 10" 
7.354 x 10" 

7.362 x 10" 
7.414 x 10" 

7.419 x 10" 
7.418 x 10" 
7.405 x 10" 

7.390 x 10" 
7.373 x 10" 

7.412 x 10" 
7.417 x 10' 
7.396 x 10" 
7.421 x 10' 

7.413 x 10" 

7.391 x 10" 
7.411 x 10' 

7.420 x 10" 
7.386 x 10" 
7.393 x 10" 
7.462 x 10" 
7.472 x 10" 
7.430 x 10" 
7.444 x 10" 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n/n 0 

8 

> 

's' 

W / V QO 

nkT/ Poo V 2 

a 766 7 

0.2000 

4.641 x 10~ 4 

0.771 

0.237 

1.115 x 10~* 

0.7833 

0.2000 

1.952 x 10" 3 

0.563 

0.462 

5.690 x 10 _1 

0.8000 

0.2000 

1.805 x 10 -3 

0.449 

0.365 

6.137 x 10 -1 

0.8167 

0.2000 

1.966 x 10 -3 

0.258 

0.227 

5.967 x 10 -1 

0.8333 

0.2000 

2.897 x 10~ 3 

0.160 

0.160 

5.277 x lO" -1 

0.8500 

0.2000 

3.711 x 10 -3 

0.144 

0.145 

4.435 x 10 -1 

0.8667 

0.2000 

3.756 x 10~ 3 

0.150 

0.144 

3.731 x 10 _1 

0.8833 

0.2000 

3.431 x 10 -3 

0.160 

0.145 

3.114 x 10 -1 

0.9000 

0.2000 

3.059 x 10~ 3 

0.172 

0.144 

2.619 x 10 _1 

0.9167 

0.2000 

2.298 x 10~ 3 

0.180 

0.148 

1.867 x 10 _1 

0.9333 

0.2000 

1.367 x 10~ 3 

0.182 

0.178 

9.217 x 10~ 2 

0.9500 

0.2000 

7.792 x 10 -4 

0.184 

0.225 

3.441 x 10~ 2 

0.9667 

0.2000 

5.365 x 10~ 4 

0.194 

0.255 

1.168 x 10 -2 

0.9833 

0.2000 

4.233 x 10 -4 

0.206 

0.255 

5.886 x 10 -3 

1.0000 

0.2000 

3.352 x 10” 4 

0.218 

0.246 

4.405 x 10 -3 

0.0000 

0.2167 

2.221 x 10~ 4 

1.000 

-2.178 x 10 -4 

7.342 x 10~ 3 

0.0167 

0.2167 

2.222 x 10 -4 

1.000 

-1.279 x 10“ 4 

7.321 x 10 -3 

0.0333 

0.2167 

2.227 x 10 4 

1.000 

3.032 x 10 -5 

7.333 x 10 -3 

0.0500 

0.2167 

2.232 x 10 4 

1.000 

-5.731 x 10~ 4 

7.359 x 10~ 3 

0.0667 

0.2167 

2.229 x 10 4 

1.000 

-7.606 x 10~ 4 

7.327 x 10 -3 

0.0833 

0.2167 

2.220 x 10~ 4 

1.001 

-9.338 x 10 -4 

7.285 x 10~ 3 

0.1000 

0.2167 

2.227 x 10~ 4 

1.001 

-1.591 x 10 -3 

7.318 x 10~ 3 

0.1167 

0.2167 

2.238 x 10“ 4 

1.001 

-6.338 x 10~ 4 

7.363 x 10 -3 

0.1333 

0.2167 

2.232 x 10 -4 

1.000 

-3.702 x 10~ 4 

7.357 x 10 -3 

0.1500 

0.2167 

2.227 x 10~ 4 

1.000 

-1.729 x 10 -5 

7.353 x 10 -3 

0.1667 

0.2167 

2.227 x 10 -4 

1.000 

2.229 x 10 -4 

7.338 x 10 -3 

0.1833 

0.2167 

2.239 x 10~ 4 

1.000 

1.256 x 10 -4 

7.419 x 10~ 3 

0.2000 

0.2167 

2.249 x 10 -4 

1.000 

7.052 x 10 -4 

7.457 x 10 -3 

0.2167 

0.2167 

2.251 x 10 -4 

1.000 

3.443 x 10 -4 

7.453 x 10~ 3 

0.2333 

0.2167 

2.233 x 10 -4 

1.000 

5.458 x 10 -5 

7.384 x 10 -3 

0.2500 

0.2167 

2.237 x 10~ 4 

1.000 

7.283 x 10 -5 

7.406 x 10 -3 

0.2667 

0.2167 

2.238 x 10~ 4 

0.999 

-4.979 x 10~ 4 

7.392 x 10 -3 

0.2833 

0.2167 

2.234 x 10~ 4 

0.999 

-2.852 x 10 -4 

7.370 x 10“ 3 

0.3000 

0.2167 

2.234 x 10~ 4 

1.000 

-9.206 x 10 -4 

7.337 x 10 -3 

0.3167 

0.2167 

2.225 x 10 -4 

1.000 

-6.360 x 10~ 4 

7.337 x 10 -3 

0.3333 

0.2167 

2.221 x 10 -4 

1.000 

4.616 x 10“ 5 

7.320 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 

0.2167 


n / n o 

2.225 x 10" 
2.240 x 10" 

2.234 x 10" 
2.238 x 10" 
2.223 x 10" 
2.223 x 10" 
2.220 x 10“ 

2.218 x 10" 
2.222 x 10" 

2.215 x 10“ 

2.219 x 10“ 

2.216 x 10" 
2.215 x 10" 
2.211 x 10 

2.217 x 10" 

2.222 x 10“ 
2.219 x 10" 

2.223 x 10“ 

2.235 x 10“ 
2.242 x 10" 
2.245 x 10" 
2.234 x 10' 

2.236 x 10“ 
2.242 x 10“ 
2.256 x 10' 
2.265 x 10“ 
5.935 x 10' 
1.710 x 10“ 
1.634 x 10' 
1.654 x 10' 
2.186 x 10' 
2.904 x 10' 
3.130 x 10' 
2.966 x 10' 
2.682 x 10' 
2.315 x 10' 


u/Vqo 

1.000 


0.997 

0.650 

0.536 

0.463 

0.309 

0.211 


0.180 

0.188 

0.197 


W / V OQ 

-3.445 x 10“ a 
-2.789 x 10“ 4 
-3.504 x 10“ 4 
-1.173 x 10“ 4 
-3.234 x 10“ 4 
-5.048 x 10" 4 
-6.215 x 10” 4 
-2.647 x 10“ 4 
-3.537 x 10“ 4 
-9.215 x 10“ 5 
-4.729 x 10“ 4 
-7.873 x 10“ 4 
1.967 x 10" 5 
4.347 x 10“ 4 
5.490 x 10“ 4 
5.569 x 10“ 4 
3.398 x 10" 4 
1.344 x 10“ 4 
2.971 x 10“ 4 
3.180 x 10“ 4 
2.117 x 10“ 4 
-1.262 x 10" 4 
-9.663 x 10" 5 
-1.065 x 10" 4 
-2.943 x 10“ 4 
2.562 x 10 -3 
0.316 


nkT/ Poo V; 
7.329 x 10" 
7.422 x 10" 
7.411 x 10" 
7.394 x 10" 
7.334 x 10" 

7.318 x 10" 

7.319 x 10" 


7.332 x 10' 

7.291 x 10' 

7.292 x 10' 
7.304 x 10' 
7.313 x 10' 


7.318 x 10' 
7.403 x 10' 
7.402 x 10' 
7.408 x 10" 
7.363 x 10' 
7.376 x 10" 
7.412 x 10“ 
7.462 x 10" 
8.198 x 10" 
1.972 x 10" 
5.242 x 10' 
5.209 x 10' 
4.931 x 10' 
4.292 x 10' 
3.653 x 10' 
3.060 x 10' 
2.523 x 10" 
2.163 x 10" 
1.779 x 10" 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n / n 0 

u/Voo 

w / V oo 

nkT/^V' 

0.9500 

0.2167 

2.008 x 10 -Ir 

0.206 

0.127 

1.505 x 10^ 

0.9667 

0.2167 

1.738 x 10 -3 

0.211 

0.118 

1.298 x 10 _1 

0.9833 

0.2167 

1.482 x 10 -3 

0.218 

0.110 

1.088 x 10 -1 

1.0000 

0.2167 

1.271 x 10~ 3 

0.225 

9.862 x 10~ 2 

9.261 x 10 -2 

0.0000 

0.2333 

2.230 x 10 -4 

1.000 

-2.635 x 10 -4 

7.330 x 10“ 3 

0.0167 

0.2333 

2.237 x 10~ 4 

1.000 

-8.834 x 10 -5 

7.387 x 10 -3 

0.0333 

0.2333 

2.232 x 10~ 4 

1.000 

4.042 x 10“ 5 

7.362 x 10 -3 

0.0500 

0.2333 

2.226 x 10" 4 

0.999 

-4.334 x 10~ 4 

7.355 x 10 -3 

0.0667 

0.2333 

2.225 x 10~ 4 

0.999 

-2.476 x 10~ 4 

7.357 x 10 -3 

0.0833 

0.2333 

2.224 x 10 -4 

0.999 

4.620 x 10 -4 

7.353 x 10 -3 

0.1000 

0.2333 

2.233 x 10~ 4 

0.999 

3.355 x 10 -4 

7.350 x 10 -3 

0.1167 

0.2333 

2.228 x 10 -4 

0.999 

2.164 x 10 -4 

7.361 x 10 -3 

0.1333 

0.2333 

2.231 x 10 -4 

1.000 

4.089 x 10~ 4 

7.371 x 10 -3 

0.1500 

0.2333 

2.233 x 10 -4 

1.000 

1.242 x 10 -4 

7.360 x 10 -3 

0.1667 

0.2333 

2.240 x 10 -4 

0.999 

-2.514 x 10~ 5 

7.373 x 10 -3 

0.1833 

0.2333 

2.238 x 10 -4 

0.999 

-1.738 x 10 -5 

7.352 x 10 -3 

0.2000 

0.2333 

2.230 x 10~ 4 

1.000 

-5.624 x 10 -4 

7.343 x 10 -3 

0.2167 

0.2333 

2.234 x 10 4 

1.000 

-9.033 x 10 -4 

7.351 x 10~ 3 

0.2333 

0.2333 

2.235 x 10 4 

1.000 

-2.920 x 10 -4 

7.387 x 10 -3 

0.2500 

0.2333 

2.230 x 10 -4 

1.000 

-1.564 x 10 -4 

7.366 x 10 -3 

0.2667 

0.2333 

2.240 x 10~ 4 

1.000 

4.627 x 10~ 4 

7.371 x 10 -3 

0.2833 

0.2333 

2.236 x 10~ 4 

1.000 

6.606 x 10 -5 

7.351 x 10 -3 

0.3000 

0.2333 

2.230 x 10~ 4 

1.000 

-1.155 x 10~ 4 

7.330 x 10 -3 

0.3167 

0.2333 

2.230 x 10 -4 

1.000 

-3.984 x 10 -4 

7.333 x 10 -3 

0.3333 

0.2333 

2.236 x 10 -4 

0.999 

-8.952 x 10~ 5 

7.358 x 10 -3 

0.3500 

0.2333 

2.251 x 10“ 4 

1.000 

3.607 x 10 -4 

7.427 x 10 -3 

0.3667 

0.2333 

2.256 x 10~ 4 

1.000 

2.365 x 10 -4 

7.424 x 10~ 3 

0.3833 

0.2333 

2.240 x 10~ 4 

1.000 

-6.683 x 10 -5 

7.396 x 10 -3 

0.4000 

0.2333 

2.234 x 10~ 4 

1.000 

-2.147 x 10 -5 

7.364 x 10 -3 

0.4167 

0.2333 

2.245 x 10~ 4 

1.000 

-4.352 x 10~ 4 

7.373 x 10 -3 

0.4333 

0.2333 

2.256 x 10 -4 

1.000 

-7.486 x 10 -4 

7.425 x 10 -3 

0.4500 

0.2333 

2.257 x 10 -4 

0.999 

-1.023 x 10 -4 

7.404 x 10 -3 

0.4667 

0.2333 

2.246 x 10 -4 

0.999 

3.114 x 10 -4 

7.397 x 10 -3 

0.4833 

0.2333 

2.241 x 10~ 4 

0.999 

-1.093 x 10 -4 

7.360 x 10~ 3 

0.5000 

0.2333 

2.240 x 10~ 4 

0.999 

-6.128 x 10 -7 

7.338 x 10~ 3 

0.5167 

0.2333 

2.239 x 10~ 4 

0.999 

-1.782 x 10 -4 

7.350 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n / n 0 

u/Voo 

w / Vqo 

nkT/ Poo V^ 

0.5333 

0.2333 

2.243 x 10^ 

0.999 

2.218 x 10 -4 

7.375 x 10 * 

0.5500 

0.2333 

2.234 x 10 -4 

0.999 

2.849 x 10 -4 

7.336 x 10 J 

0.5667 

0.2333 

2.233 x 10~ 4 

1.000 

-3.333 x 10 -4 

7.305 x 10 -,i 

o 

0.5833 

0.2333 

2.229 x 10 -4 

1.000 

-3.018 x 10~ 4 

7.304 x 10" J 

0.6000 

0.2333 

2.235 x 10~ 4 

1.000 

-1.427 x 10~ 4 

7.347 x 10 _,i 

0.6167 

0.2333 

2.234 x 10~ 4 

1.000 

-1.413 x 10~ 4 

7.366 x 10' 3 

o 

0.6333 

0.2333 

2.219 x 10~ 4 

1.000 

-7.060 x 10~ 4 

7.327 x 10 - ** 

n 

0.6500 

0.2333 

2.238 x 10 -4 

1.000 

-2.686 x 10 -4 

7.367 x 10 _,} 

0.6667 

0.2333 

2.235 x 10 -4 

1.000 

-5.135 x 10 -4 

7.363 x 10~ J 

0.6833 

0.2333 

2.238 x 10~ 4 

1.000 

-2.837 x 10~ 4 

7.362 x 10 - * 5 

0.7000 

0.2333 

2.240 x 10" 4 

1.000 

1.234 x 10 -4 

7.361 x 10 _J 

0.7167 

0.2333 

2.239 x 10" 4 

1.000 

-1.032 x 10~ 4 

7.380 x 10 -3 

n 

0.7333 

0.2333 

2.244 x 10 -4 

1.000 

2.255 x 10 -4 

7.394 x 10 _J 

0.7500 

0.2333 

2.238 x 10~ 4 

1.000 

-5.319 x 10~ 4 

7.384 x 10 -3 

0.7667 

0.2333 

2.247 x 10~ 4 

1.000 

-6.140 x 10 -4 

7.391 x 10~ 3 

r \ 

0.7833 

0.2333 

2.282 x 10 -4 

0.988 

8.413 x 10 -3 

1.096 x 10~ z 

0.8000 

0.2333 

8.209 x 10 -4 

0.576 

0.371 

2.975 x 10 _1 

-1 

0.8167 

0.2333 

1.539 x 10~ 3 

0.526 

0.460 

4.903 x 10 _1 
■] 

0.8333 

0.2333 

1.505 x 10 -3 

0.479 

0.411 

4.649 x 10 1 

-I 

0.8500 

0.2333 

1.417 x 10~ 3 

0.360 

0.304 

4.158 x 10 _1 

0.8667 

0.2333 

1.701 x 10 3 

0.261 

0.215 

3.592 x 10 1 

0.8833 

0.2333 

2.228 x 10' 3 

0.213 

0.169 

3.063 x 10“ 1 

0.9000 

0.2333 

2.584 x 10~ 3 

0.198 

0.148 

2.618 x 10 _1 

I 

0.9167 

0.2333 

2.559 x 10~ 3 

0.198 

0.140 

2.183 x 10 _1 

-j 

0.9333 

0.2333 

2.381 x 10 -3 

0.204 

0.135 

1.837 x 10 -1 

0.9500 

0.2333 

2.132 x 10 -3 

0.210 

0.129 

1.547 x 10 -1 
1 

0.9667 

0.2333 

1.857 x 10~ 3 

0.217 

0.122 

1.305 x 10 _1 

0.9833 

0.2333 

1.618 x 10~ 3 

0.225 

0.115 

1.102 x 10 _1 

1.0000 

0.2333 

1.415 x 10 -3 

0.230 

0.108 

9.439 x I0~ z 

0.0000 

0.2500 

2.244 x 10~ 4 

1.000 

4.616 x 10 -4 

7.413 x 10 -J 

0.0167 

0.2500 

2.247 x 10 -4 

1.000 

7.252 x 10 -4 

7.421 x 10 -3 

0.0333 

0.2500 

2.255 x 10 -4 

1.000 

4.992 x 10 -4 

7.446 x 10 _J 

0.0500 

0.2500 

2.257 x 10 -4 

1.000 

1.667 x 10 -4 

7.446 x 

0.0667 

0.2500 

2.249 x 10 -4 

1.000 

-1.411 x 10~ 4 

7.419 x 10 -3 

0.0833 

0.2500 

2.234 x 10 -4 

1.000 

-2.245 x 10~ 4 

7.392 x 10 _,} 

0.1000 

0.2500 

2.236 x 10~ 4 

1.000 

-4.188 x 10~ 5 

7.375 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


227 


x/L 

z/L 

n /n 0 

u /Voo 

w / V oo 

nkT/„ rjo V^ 

0.1167 

0.2500 

2.245 x 10~ 4 

1.000 

7.956 x 10 -4 

7.406 x 10 -3 

0.1333 

0.2500 

2.240 x 10~ 4 

1.001 

2.393 x 10~ 4 

7.399 x 10 -3 

0.1500 

0.2500 

2.242 x 10~ 4 

1.000 

2.566 x 10 -4 

7.391 x 10 -3 

0.1667 

0.2500 

2.234 x 10“ 4 

1.000 

3.075 x 10~ 4 

7.378 x 10 -3 

0.1833 

0.2500 

2.228 x 10~ 4 

1.001 

2.851 x 10~ 4 

7.342 x 10~ 3 

0.2000 

0.2500 

2.216 x 10 -4 

1.001 

3.373 x 10 -4 

7.308 x 10 -3 

0.2167 

0.2500 

2.221 x 10 -4 

1.000 

-1.556 x 10~ 4 

7.322 x 10 -3 

0.2333 

0.2500 

2.230 x 10 -4 

1.000 

1.174 x 10 -4 

7.344 x 10 -3 

0.2500 

0.2500 

2.233 x 10 -4 

0.999 

2.863 x 10 -4 

7.347 x 10 -3 

0.2667 

0.2500 

2.243 x 10~ 4 

1.000 

4.507 x 10 -4 

7.392 x 10~ 3 

0.2833 

0.2500 

2.238 x 10~ 4 

1.000 

-1.238 x 10 -4 

7.389 x 10~ 3 

0.3000 

0.2500 

2.241 x 10~ 4 

1.000 

-4.532 x 10 -4 

7.370 x 10 -3 

0.3167 

0.2500 

2.238 x 10“ 4 

1.000 

-2.649 x 10~ 4 

7.355 x 10 -3 

0.3333 

0.2500 

2.246 x 10 -4 

1.000 

-5.847 x 10 -4 

7.423 x 10 -3 

0.3500 

0.2500 

2.245 x 10~ 4 

1.000 

-3.520 x 10 -4 

7.408 x 10 -3 

0.3667 

0.2500 

2.231 x 10 -4 

1.000 

-2.338 x 10~ 4 

7.356 x 10 -3 

0.3833 

0.2500 

2.233 x 10 -4 

1.000 

2.276 x 10“ 4 

7.346 x 10 -3 

0.4000 

0.2500 

2.231 x 10” 4 

1.000 

-1.274 x 10 -4 

7.334 x 10~ 3 

0.4167 

0.2500 

2.229 x 10“ 4 

1.000 

7.699 x 10 -4 

7.284 x 10 -3 

0.4333 

0.2500 

2.229 x 10 -4 

1.000 

7.680 x 10 -5 

7.313 x 10~ 3 

0.4500 

0.2500 

2.221 x 10 -4 

1.000 

2.375 x 10 -4 

7.268 x 10~ 3 

0.4667 

0.2500 

2.227 x 10 -4 

1.000 

2.828 x 10 -4 

7.318 x 10 -3 

0.4833 

0.2500 

2.222 x 10 -4 

1.000 

1.582 x 10 -4 

7.299 x 10 -3 

0.5000 

0.2500 

2.225 x 10 -4 

1.000 

3.557 x 10 -4 

7.339 x 10 -3 

0.5167 

0.2500 

2.219 x 10~ 4 

1.000 

-1.736 x 10 -4 

7.310 x 10 -3 

0.5333 

0.2500 

2.243 x 10 -4 

1.000 

-1.847 x 10 -4 

7.412 x 10 -3 

0.5500 

0.2500 

2.248 x 10 -4 

1.000 

2.201 x 10" 4 

7.435 x 10 -3 

0.5667 

0.2500 

2.246 x 10 -4 

1.000 

3.371 x 10 -4 

7.415 x 10~ 3 

0.5833 

0.2500 

2.241 x 10~ 4 

1.000 

3.717 x 10 -4 

7.405 x 10 -3 

0.6000 

0.2500 

2.239 x 10 -4 

1.000 

3.438 x 10“ 4 

7.387 x 10 -3 

0.6167 

0.2500 

2.240 x 10~ 4 

1.000 

3.458 x 10 -4 

7.372 x 10 -3 

0.6333 

0.2500 

2.258 x 10~ 4 

1.000 

1.473 x 10 -4 

7.470 x 10 -3 

0.6500 

0.2500 

2.244 x 10 -4 

1.000 

2.947 x 10" 4 

7.384 x 10 -3 

0.6667 

0.2500 

2.229 x 10~ 4 

1.000 

2.573 x 10~ 6 

7.366 x 10 -3 

0.6833 

0.2500 

2.229 x 10~ 4 

1.000 

-5.738 x 10 -4 

7.369 x 10 -3 

0.7000 

0.2500 

L 

2.231 x 10~ 4 

1.000 

-2.671 x 10~ 4 

7.349 x 10~ 3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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x/L 

z/L 

n /n 0 

u/Voo 

w/Vqo 

nkT/ Poo V^“ 

0.9000 

0.2667 

1.151 x 10~ 3 

0.376 

0.267 

2.803 x 10^ 

0.9167 

0.2667 

1.316 x 10~ 3 

0.307 

0.207 

2.430 x 10 _1 

0.9333 

0.2667 

1.563 x 10 -3 

0.266 

0.168 

2.090 x 10 _1 

0.9500 

0.2667 

1.785 x 10~ 3 

0.248 

0.146 

1.828 x 10 _1 

0.9667 

0.2667 

1.854 x 10~ 3 

0.241 

0.134 

1.543 x 10 1 

0.9833 

0.2667 

1.817 x 10 -3 

0.239 

0.123 

1.334 x 10 1 

1.0000 

0.2667 

1.703 x 10~ 3 

0.241 

0.114 

1.145 x 10 1 

0.0000 

0.2833 

2.238 x 10~ 4 

1.000 

-5.330 x 10 -4 

7.326 x 10 -,i 

0.0167 

0.2833 

2.237 x 10" 4 

1.000 

-9.034 x 10~ 5 

7.339 x 10 -J 

0.0333 

0.2833 

2.242 x 10~ 4 

1.000 

1.386 x 10~ 5 

7.362 x 10 -3 

0.0500 

0.2833 

2.234 x 10" 4 

1.000 

3.323 x 10 -4 

7.336 x 10 -3 

0.0667 

0.2833 

2.243 x 10~ 4 

1.000 

-3.017 x 10 -4 

7.374 x 10 -3 

0.0833 

0.2833 

2.257 x 10 -4 

1.000 

-6.362 x 10~ 4 

7.435 x 10 -3 

0.1000 

0.2833 

2.251 x 10~ 4 

1.000 

-1.083 x 10~ 4 

7.398 x 10 -3 

0.1167 

0.2833 

2.237 x 10“ 4 

1.001 

1.579 x 10 -4 

7.345 x 10~ 3 

0.1333 

0.2833 

2.251 x 10~ 4 

1.000 

1.080 x 10~ 4 

7.411 x 10~ 3 

0.1500 

0.2833 

2.248 x 10~ 4 

1.000 

-8.308 x 10~ 5 

7.402 x 10~ 3 

0.1667 

0.2833 

2.247 x 10 -4 

1.000 

2.843 x 10~ 4 

7.402 x 10~ 3 

0.1833 

0.2833 

2.233 x 10 -4 

1.000 

3.409 x 10 -4 

7.328 x lO - ^ 

0.2000 

0.2833 

2.251 x 10 ~ 4 

1.000 

-9.339 x 10 -5 

7.364 x 10 -3 

0.2167 

0.2833 

2.263 x 10~ 4 

1.000 

-5.419 x 10 -4 

7.407 x 10 -3 

0.2333 

0.2833 

2.252 x 10~ 4 

1.000 

5.012 x 10~ 4 

7.398 x 10 _<5 

0.2500 

0.2833 

2.246 x 10 -4 

0.999 

3.157 x 10 -4 

7.368 x 10 -3 

0.2667 

0.2833 

2.244 x 10~ 4 

0.999 

-2.794 x 10~ 4 

7.374 x 10 “ 6 

0.2833 

0.2833 

2.251 x 10~ 4 

1.000 

-6.017 x 10 -5 

7.401 x 10 _,i 

0.3000 

0.2833 

2.253 x 10~ 4 

1.000 

-6.671 x 10 -4 

7.440 x 10 _,i 

o 

0.3167 

0.2833 

2.262 x 10~ 4 

0.999 

-6.767 x 10 -5 

7.484 x lO - ^ 

0.3333 

0.2833 

2.248 x 10 -4 

1.000 

1.580 x 10 -4 

7.402 x 10“** 

0.3500 

0.2833 

2.242 x 10 -4 

1.000 

3.888 x 10 -4 

7.379 x 10~' } 

0.3667 

0.2833 

2.241 x 10~ 4 

1.000 

2.528 x 10~ 4 

7.340 x 10“ J 

a 

0.3833 

0.2833 

2.237 x 10~ 4 

1.000 

-1.341 x 10~ 4 

7.340 x lO - '* 

0.4000 

0.2833 

2.238 x 10~ 4 

1.000 

-3.763 x 10 -4 

7.356 x 10“ 3 

0.4167 

0.2833 

2.226 x 10~ 4 

1.001 

-3.003 x 10 -4 

7.305 x 10 _,i 

0.4333 

0.2833 

2.232 x 10 -4 

1.000 

2.062 x 10 -4 

7.338 x 10 -3 

0.4500 

0.2833 

2.239 x 10 -4 

1.000 

-4.461 x 10 -4 

7.377 x 10 _,i 

0.4667 

0.2833 

2.236 x 10 -4 

1.000 

-2.833 x 10 -4 

7.393 x 10~ J 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n / n o 

U/Voo 

w / V oo 

nkT/ Poo V^ 

0.4833 

0.2833 

2.242 x 10” 4 

1.000 

-2.192 x 10~ 4 

7.415 x 10 -3 

0.5000 

0.2833 

2.238 x 10 -4 

1.000 

7.807 x 10 -5 

7.386 x 10 -3 

0.5167 

0.2833 

2.230 x 10~ 4 

1.000 

-1.270 x 10 -4 

7.333 x 10~ 3 

0.5333 

0.2833 

2.243 x 10 -4 

0.999 

-5.335 x 10~ 4 

7.353 x 10 -3 

0.5500 

0.2833 

2.228 x 10~ 4 

0.999 

-7.525 x 10 -4 

7.312 x 10 -3 

0.5667 

0.2833 

2.233 x 10~ 4 

0.999 

-4.534 x 10 -4 

7.352 x 10~ 3 

0.5833 

0.2833 

2.236 x 10~ 4 

1.000 

-2.819 x 10 -4 

7.367 x 10 -3 

0.6000 

0.2833 

2.246 x 10~ 4 

1.000 

-2.829 x 10~ 4 

7.394 x 10~ 3 

0.6167 

0.2833 

2.239 x 10 -4 

0.999 

-5.003 x 10~ 4 

7.341 x 10 -3 

0.6333 

0.2833 

2.240 x 10 -4 

0.999 

-2.666 x 10~ 4 

7.388 x 10 -3 

0.6500 

0.2833 

2.231 x 10~ 4 

0.999 

-1.817 x 10~ 4 

7.373 x 10 -3 

0.6667 

0.2833 

2.234 x 10~ 4 

1.000 

3.291 x 10 -4 

7.350 x 10 -3 

0.6833 

0.2833 

2.250 x 10~ 4 

1.000 

3.851 x 10 -4 

7.409 x 10 -3 

0.7000 

0.2833 

2.245 x 10~ 4 

0.999 

-2.953 x 10~ 6 

7.374 x 10 -3 

0.7167 

0.2833 

2.244 x 10 -4 

1.000 

7.296 x 10~ 4 

7.375 x 10 -3 

0.7333 

0.2833 

2.250 x 10~ 4 

1.000 

4.140 x 10 -4 

7.396 x 10 -3 

0.7500 

0.2833 

2.242 x 10~ 4 

1.000 

5.822 x 10~ 4 

7.366 x 10 -3 

0.7667 

0.2833 

2.250 x 10~ 4 

1.000 

1.067 x 10 -3 

7.346 x 10~ 3 

0.7833 

0.2833 

2.236 x 10~ 4 

1.000 

2.822 x 10~ 4 

7.303 x 10 -3 

0.8000 

0.2833 

2.239 x 10 -4 

1.000 

4.255 x 10 -4 

7.356 x 10~ 3 

0.8167 

0.2833 

2.257 x 10 -4 

0.999 

-2.458 x 10 -4 

7.615 x 10~ 3 

0.8333 

0.2833 

3.066 x 10 -4 

0.865 

0.117 

5.664 x 10 -2 

0.8500 

0.2833 

1.094 x 10~ 3 

0.552 

0.406 

4.022 x 10 _1 

0.8667 

0.2833 

1.181 x 10 -3 

0.554 

0.428 

3.943 x 10 _1 

0.8833 

0.2833 

1.149 x 10~ 3 

0.554 

0.409 

3.428 x 10 _1 

0.9000 

0.2833 

1.061 x 10~ 3 

0.511 

0.358 

2.942 x 10 -1 

0.9167 

0.2833 

1.002 x 10~ 3 

0.440 

0.291 

2.548 x 10 _1 

0.9333 

0.2833 

1.052 x 10 -3 

0.369 

0.231 

2.219 x 10~ ! 

0.9500 

0.2833 

1.200 x 10~ 3 

0.315 

0.187 

1.936 x 10“ 1 

0.9667 

0.2833 

1.378 x 10~ 3 

0.285 

0.158 

1.694 x 10 -1 

0.9833 

0.2833 

1.491 x 10 -3 

0.269 

0.139 

1.438 x 10 _1 

1.0000 

0.2833 

1.571 x 10~ 3 

0.260 

0.126 

1.266 x 10 _1 

0.0000 

0.3000 

2.212 x 10~ 4 

1.000 

3.205 x 10 -4 

7.301 x 10 -3 

0.0167 

0.3000 

2.221 x 10 -4 

1.000 

9.710 x 10~ 5 

7.326 x 10 -3 

0.0333 

0.3000 

2.219 x 10 -4 

1.000 

-1.547 x 10 -4 

7.289 x 10 -3 

0.0500 

0.3000 

2.219 x 10 -4 

1.000 

6.250 x 10 -4 

7.307 x 10~ 3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 


2.219 x 10" 
2.239 x 10" 

2.239 x 10" 

2.233 x 10' 

2.241 x 10" 

2.240 x 10“ 
2.246 x 10' 

2.250 x 10" 
2.260 x 10" 

2.255 x 10" 

2.243 x 10“ 

2.226 x 10' 

2.244 x 10“ 

2.227 x 10“ 

2.234 x 10' 
2.206 x 10" 
2.209 x 10' 

2.238 x 10" 

2.239 x 10' 
2.234 x 10" 
2.238 x 10" 

2.242 x 10' 

2.256 x 10" 

2.251 x 10“ 

2.244 x 10' 

2.240 x 10“ 
2.240 x 10“ 
2.232 x 10' 
2.230 x 10' 

2.228 x 10' 
2.226 x 10" 
2.226 x 10" 

2.245 x 10" 

2.252 x 10" 

2.243 x 10" 
2.236 x 10" 


U / V oo 

1.000 


w / V oo 

5.883 x 10“ 4 
2.409 x 10“ 4 
-3.676 x 10“ 4 
-4.332 x 10“ 4 
-5.274 x 10“ 4 
-6.287 x 10“ 5 
4.358 x 10“ 5 
-5.891 x 10“ 6 
-3.395 x 10“ 4 
-1.624 x 10“ 4 
2.588 x 10“ 4 
-5.331 x 10“ 4 
-3.448 x 10“ 4 
-4.804 x 10“ 4 
-8.844 x 10“ 4 
-1.638 x 10“ 4 
4.917 x 10“ 4 
1.737 x 10“ 5 
2.980 x 10“ 4 
2.044 x 10“ 4 
-3.416 x 10“ 4 
3.206 x 10“ 4 
-6.498 x 10“ 4 
-6.471 x 10“ 4 
-7.679 x 10“ 4 
-2.287 x 10“ 4 
-4.582 x 10“ 4 
9.526 x 10“ 5 
-5.137 x 10“ 4 
-3.631 x 10“ 4 
-6.996 x 10“ 4 
-4.801 x 10“ 4 
-3.231 x 10“ 5 
2.639 x 10“ 4 
6.425 x 10“ 4 
-3.798 x 10“ 4 


7.403 x 10” 

7.387 x 10" 
7.369 x 10" 
7.403 x 10" 
7.402 x 10" 
7.400 x 10" 

7.423 x 10" 
7.456 x 10" 

7.408 x 10" 

7.409 x 10" 
7.312 x 10" 
7.393 x 10" 

7.344 x 10" 

7.353 x 10" 
7.254 x 10' 
7.285 x 10" 
7.358 x 10" 
7.361 x 10" 

7.345 x 10" 

7.354 x 10“ 
7.352 x 10“ 

7.424 x 10“ 

7.388 x 10“ 
7.390 x 10" 
7.377 x 10" 
7.402 x 10' 

7.355 x 10' 

7.329 x 10' 
7.357 x 10' 
7.339 x 10' 
7.323 x 10' 
7.386 x 10' 
7.436 x 10" 
7.390 x 10" 

7.330 x 10" 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n/n G 

u /Voo 

w / V oo 

nkT/ Poo V^ 

0.6667 

0.3000 

2.247 x 10 -4 

1.000 

-2.163 x 10 -4 

7.365 x 10“ 3 

0.6833 

0.3000 

2.242 x 10~ 4 

1.000 

-4.807 x 10 -4 

7.353 x 10~ 3 

0.7000 

0.3000 

2.237 x 10 -4 

1.001 

-3.935 x 10~ 4 

7.354 x 10 -3 

0.7167 

0.3000 

2.257 x 10 -4 

1.000 

1.328 x 10 -5 

7.406 x 10~ 3 

0.7333 

0.3000 

2.257 x 10~ 4 

1.000 

-3.603 x 10 -4 

7.434 x 10“ 3 

0.7500 

0.3000 

2.254 x 10 -4 

1.001 

-2.272 x 10~ 4 

7.392 x 10“ 3 

0.7667 

0.3000 

2.239 x 10~ 4 

1.000 

-6.839 x 10 -4 

7.357 x 10 -3 

0.7833 

0.3000 

2.256 x 10 -4 

1.001 

-8.236 x 10~ 4 

7.379 x 10 -3 

0.8000 

0.3000 

2.247 x 10~ 4 

1.000 

-1.055 x 10 -3 

7.372 x 10~ 3 

0.8167 

0.3000 

2.233 x 10 -4 

1.000 

-6.879 x 10 -4 

7.334 x 10 -3 

0.8333 

0.3000 

2.253 x 10 -4 

1.000 

2.882 x 10~ 4 

7.733 x 10 -3 

0.8500 

0.3000 

3.392 x 10~ 4 

0.832 

0.156 

7.265 x 10~ 2 

0.8667 

0.3000 

1.089 x 10~ 3 

0.569 

0.403 

3.878 x 10 _1 

0.8833 

0.3000 

1.096 x 10 -3 

0.572 

0.412 

3.678 x 10 _1 

0.9000 

0.3000 

1.071 x 10“ 3 

0.578 

0.402 

3.218 x 10 -1 

0.9167 

0.3000 

9.870 x 10~ 4 

0.554 

0.364 

2.740 x 10" 1 

0.9333 

0.3000 

9.243 x 10“ 4 

0.502 

0.311 

2.389 x 10 _1 

0.9500 

0.3000 

8.985 x 10 4 

0.438 

0.255 

2.073 x 10 _1 

0.9667 

0.3000 

9.536 x 10 -4 

0.379 

0.210 

1.828 x 10 _1 

0.9833 

0.3000 

1.058 x 10“ 3 

0.336 

0.174 

1.607 x 10 _1 

1.0000 

0.3000 

1.168 x 10 -3 

0.309 

0.149 

1.407 x 10 _1 

0.0000 

0.3167 

2.232 x 10 -4 

0.999 

5.760 x 10 -4 

7.342 x 10 -3 

0.0167 

0.3167 

2.230 x 10 -4 

0.999 

2.995 x 10~ 4 

7.328 x 10 -3 

0.0333 

0.3167 

2.232 x 10 -4 

1.000 

-1.984 x 10 -4 

7.347 x 10~ 3 

0.0500 

0.3167 

2.242 x 10 -4 

1.000 

-7.649 x 10~ 5 

7.387 x 10 -3 

0.0667 

0.3167 

2.239 x 10~ 4 

1.000 

-1.698 x 10~ 4 

7.363 x 10~ 3 

0.0833 

0.3167 

2.241 x 10 -4 

0.999 

-1.457 x 10 -4 

7.397 x 10 -3 

0.1000 

0.3167 

2.256 x 10" 4 

0.999 

2.688 x 10 -5 

7.426 x 10 -3 

0.1167 

0.3167 

2.254 x 10 -4 

1.000 

-3.897 x 10~ 4 

7.410 x 10~ 3 

0.1333 

0.3167 

2.243 x 10 -4 

1.000 

-3.176 x 10 -5 

7.410 x 10~ 3 

0.1500 

0.3167 

2.249 x 10 -4 

1.000 

3.782 x 10 -5 

7.419 x 10 -3 

0.1667 

0.3167 

2.249 x 10~ 4 

1.000 

-5.627 x 10~ 4 

7.412 x 10 -3 

0.1833 

0.3167 

2.233 x 10 -4 

1.000 

-1.038 x 10~ 3 

7.339 x 10 -3 

0.2000 

0.3167 

2.229 x 10 -4 

0.999 

-1.631 x 10" 3 

7.330 x 10~ 3 

0.2167 

0.3167 

2.235 x 10“ 4 

0.999 

-1.133 x 10~ 3 

7.362 x 10 -3 

0.2333 

0.3167 

2.235 x 10 -4 

1.000 

-1.013 x 10 -3 

7.344 x 10 -3 




Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

0.2500 

0.2667 

0.2833 

0.3000 

0.3167 

0.3333 

0.3500 

0.3667 

0.3833 

0.4000 

0.4167 

0.4333 

0.4500 

0.4667 

0.4833 

0.5000 

0.5167 

0.5333 

0.5500 

0.5667 

0.5833 

0.6000 

0.6167 

0.6333 

0.6500 

0.6667 

0.6833 

0.7000 

0.7167 

0.7333 

0.7500 

0.7667 

0.7833 

0.8000 

0.8167 

0.8333 


z/L 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 

0.3167 


n/n 


2.247 

X 

2.250 

X 

2.249 

X 

2.249 

X 

2.266 

X 

2.249 

X 

2.247 

X 

2.255 

X 

2.255 

X 

2.257 

X 

2.252 

X 

2.253 

X 

2.243 

X 

2.243 

X 

2.255 

X 

2.251 

X 

2.244 

X 

2.234 

X 

2.230 

X 

2.244 

X 

2.246 

X 

2.247 

X 

2.250 

X 

2.240 

X 

2.242 

X 

2.242 

X 

2.245 

X 

2.244 

X 

2.236 

X 

2.236 

X 

2.241 

X 

2.251 

X 

2.246 

X 

2.240 

X 

2.243 

X 

2.243 

X 


o 

8 

> 

"s' 

w/V M 

nkT/ Poo v; 

l 

o 

t-H 

1.000 

-1.175 X 10“ 3 

7.396 x 10 3 

10~ 4 

1.000 

-4.720 x 10 -4 

7.406 x 10 -3 

10 -4 

1.000 

3.662 x 10 -5 

7.379 x 10 -3 

10~ 4 

1.000 

5.467 x 10 -4 

7.412 x 10 -3 

h-k 

o 

[ 

rfs* 

1.000 

-3.083 x 10~ 4 

7.454 x 10 -3 

o 

i 

4^ 

1.000 

-7.362 x 10 -4 

7.413 x 10~ 3 

10~ 4 

1.000 

-5.483 x 10 -4 

7.393 x 10 -3 

10~ 4 

1.000 

-8.152 x 10 -6 

7.427 x 10 -3 

10- 4 

1.000 

-5.763 x 10~ 4 

7.427 x 10 -3 

10- 4 

0.999 

-1.158 x IO -3 

7.430 x 10 -3 

10- 4 

0.999 

-6.840 x 10 -4 

7.420 x 10 -3 

IO' 4 

0.999 

-6.646 x 10~ 4 

7.447 x 10 -3 

10- 4 

0.999 

-4.515 x 10 -4 

7.368 x 10~ 3 

10~ 4 

0.999 

-3.500 x 10~ 4 

7.366 x 10 -3 

10 -4 

0.999 

-1.167 x 10~ 4 

7.390 x 10 -3 

io- 4 

0.999 

-2.439 x 10~ 4 

7.379 x 10 -3 

1 

o 

r-H 

0.999 

-3.240 x 10 -4 

7.379 x 10 -3 

10~ 4 

1.000 

2.182 x 10~ 6 

7.344 x 10 -3 

10~ 4 

- 1.000 

1.186 x 10 -4 

7.337 x 10 -3 

10~ 4 

1.000 

-5.559 x 10 -4 

7.376 x 10~ 3 

10~ 4 

1.000 

-5.165 x 10~ 4 

7.395 x 10~ 3 

I 

o 

T—i 

1.000 

-3.067 x 10~ 4 

7.398 x 10 -3 

10“ 4 

1.000 

-2.335 x 10~ 4 

7.409 x 10 -3 

1 

o 

t— H 

1.000 

-3.646 x 10 -4 

7.396 x 10 -3 

10~ 4 

1.000 

2.337 x 10 -4 

7.397 x 10 -3 

10 -4 

1.000 

3.951 x 10" 4 

7.360 x 10 -3 

10~ 4 

1.000 

4.407 x 10 -4 

7.390 x 10 -3 

1 

o 

1.001 

2.295 x 10 -4 

7.373 x 10 -3 

10 -4 

1.001 

1.564 x 10 -4 

7.368 x 10 -3 

1 

O 

H 

1.001 

4.252 x 10 -4 

7.369 x 10 -3 

1 

o 

1.001 

6.048 x 10~ 4 

7.377 x 10 -3 

10 -4 

1.001 

-3.366 x 10~ 4 

7.430 x 10~ 3 

10 -4 

1.000 

5.021 x 10 -5 

7.409 x 10~ 3 

10- 4 

1.001 

-2.457 x 10~ 5 

7.357 x 10 -3 

10~ 4 

1.001 

-8.903 x 10~ 5 

7.378 x 10~ 3 

io- 4 

1.000 

-5.252 x 10 -5 

7.373 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L z/L n / n o 

0.8500 0.3167 2.257 x 10" 

0.8667 0.3167 3.515 x 10" 

0.8833 0.3167 1.053 x 10" 

0.9000 0.3167 1.029 x 10" 

0.9167 0.3167 9.772 x 10" 

0.9333 0.3167 9.212 x 10" 

0.9500 0.3167 8.654 x 10" 

0.9667 0.3167 8.081 x 10" 

0.9833 0.3167 8.021 x 10" 

1.0000 0.3167 8.324 x 10' 

0.0000 0.3333 2.250 x 10" 

0.0167 0.3333 2.253 x 10" 

0.0333 0.3333 2.251 x 10" 

0.0500 0.3333 2.250 x 10" 

0.0667 0.3333 2.261 x 10' 

0.0833 0.3333 2.248 x 10" 

0.1000 0.3333 2.265 x 10" 

0.1167 0.3333 2.262 x 10" 

0.1333 0.3333 2.253 x 10" 


u/Vqo 

0.999 

0.830 


0.1500 

0.1667 

0.1833 

0.2000 

0.2167 

0.2333 

0.2500 

0.2667 

0.2833 

0.3000 

0.3167 

0.3333 

0.3500 

0.3667 

0.3833 

0.4000 


0.3333 

0.3333 

0.3333 

0.3333 

0.3333 


2.247 x 10' 
2.240 x 10' 

2.236 x 10' 

2.248 x 10' 

2.237 x 10' 


0.3333 2.242 x 10" 

0.3333 2.253 x 10' 

0.3333 2.237 x 10' 

0.3333 2.232 x 10" 


0.3333 2.243 x 10" 

0.3333 2.243 x 10" 

0.3333 2.244 x 10" 

0.3333 2.243 x 10" 


0.3333 2.239 x 10' 

0.3333 2.231 x 10" 

0.3333 2.237 x 10' 


0.4167 0.3333 2.236 x 10" 


w/Vqq 
6.386 x 10=* 
0.165 
0.398 
0.403 
0.395 
0.368 
0.327 
0.280 
0.234 
0.197 

4.156 x 10“ 4 
2.820 x 10~ 4 
3.536 x 10 -4 
2.580 x 10 -4 
-1.654 x 10~ 4 
6.856 x 10 -6 
5.691 x 10 -4 
8.516 x 10~ 5 
2.087 x 10~ 4 
-3.132 x 10 -4 
5.658 x 10"" 5 
-1.291 x 10~ 4 
-3.280 x 10~ 4 
4.399 x 10 -4 
-1.446 x 10 -4 
1.812 x 10 -4 
-4.271 x 10 -4 
-7.055 x 10 -4 
-6.637 x 10 -4 
-3.364 x 10"~ 4 
-3.561 x 10 -4 
-5.891 x 10~ 4 
-3.272 x 10~ 4 
-4.529 x 10 -4 
2.855 x 10~ 4 
3.546 x 10 -4 


7.424 x 10" 
3.613 x 10" 
3.413 x 10" 
2.978 x 10" 
2.583 x 10" 
2.261 x 10" 
1.952 x 10' 
1.735 x 10" 
1.526 x 10' 
7.368 x 10' 
7.387 x 10' 
7.407 x 10" 
7.422 x 10" 
7.467 x 10" 
7.418 x 10" 
7.443 x 10" 


7.367 x 10" 
7.349 x 10' 
7.300 x 10" 
7.393 x 10" 
7.362 x 10" 
7.385 x 10" 
7.387 x 10" 
7.328 x 10' 
7.320 x 10' 
7.362 x 10" 
7.349 x 10“ 
7.353 x 10" 
7.364 x 10' 
7.341 x 10" 
7.336 x 10' 
7.360 x 10" 
7.335 x 10' 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n / n o 

u/Voo 

w / V oo 

0.4333 

0.3333 

2.235 x 10~ 4 

1.000 

4.062 x 10 -4 

0.4500 

0.3333 

2.227 x 10~ 4 

1.000 

-7.791 x 10 -4 

0.4667 

0.3333 

2.225 x 10 -4 

1.000 

-4.923 x 10~ 4 

0.4833 

0.3333 

2.235 x 10~ 4 

1.000 

-2.326 x 10~ 4 

0.5000 

0.3333 

2.231 x 10~ 4 

1.000 

8.823 x 10 -5 

0.5167 

0.3333 

2.229 x 10“ 4 

1.000 

6.143 x 10 -4 

0.5333 

0.3333 

2.231 x 10 -4 

1.000 

5.304 x 10 -5 

0.5500 

0.3333 

2.224 x 10~ 4 

1.000 

-4.506 x 10 -4 

0.5667 

0.3333 

2.216 x 10 -4 

1.000 

1.249 x 10~ 5 

0.5833 

0.3333 

2.229 x 10" 4 

1.000 

-2.158 x 10 -4 

0.6000 

0.3333 

2.243 x 10~ 4 

1.000 

7.379 x 10“ 5 

0.6167 

0.3333 

2.242 x 10~ 4 

1.000 

2.574 x 10 -4 

0.6333 

0.3333 

2.240 x 10~ 4 

1.000 

2.015 x 10 -4 

0.6500 

0.3333 

2.254 x 10~ 4 

1.000 

3.678 x 10 -4 

0.6667 

0.3333 

2.223 x 10" 4 

1.001 

-7.752 x 10 -5 

0.6833 

0.3333 

2.238 x 10~ 4 

1.000 

-2.317 x 10“ 4 

0.7000 

0.3333 

2.243 x 10~ 4 

1.000 

3.018 x 10 -4 

0.7167 

0.3333 

2.242 x 10 -4 

1.001 

8.118 x 10 -5 

0.7333 

0.3333 

2.232 x 10 -4 

1.001 

3.391 x 10 -4 

0.7500 

0.3333 

2.241 x 10~ 4 

1.000 

3.117 x 10 -4 

0.7667 

0.3333 

2.240 x 10 -4 

1.000 

4.449 x 10 -4 

0.7833 

0.3333 

2.241 x 10 -4 

1.000 

4.160 x 10~ 4 

0.8000 

0.3333 

2.235 x 10" 4 

1.000 

2.215 x 10 -4 

0.8167 

0.3333 

2.227 x 10 -4 

1.000 

-3.872 x 10 -6 

0.8333 

0.3333 

2.234 x 10 -4 

1.000 

1.717 x 10 -4 

0.8500 

0.3333 

2.228 x 10 -4 

1.000 

5.619 x 10 -4 

0.8667 

0.3333 

2.233 x 10 -4 

0.999 

1.919 x 10 -3 

0.8833 

0.3333 

3.342 x 10~ 4 

0.855 

0.151 

0.9000 

0.3333 

1.018 x 10~ 3 

0.621 

0.389 

0.9167 

0.3333 

9.896 x 10 -4 

0.617 

0.393 

0.9333 

0.3333 

9.234 x 10 -4 

0.618 

0.382 

0.9500 

0.3333 

8.690 x 10~ 4 

0.618 

0.366 

0.9667 

0.3333 

8.086 x 10 -4 

0.603 

0.336 

0.9833 

0.3333 

7.587 x 10“ 4 

0.569 

0.299 

1.0000 

0.3333 

7.197 x 10 -4 

0.524 

0.260 

0.0000 

0.3500 

2.243 x 10~ 4 

0.999 

-6.302 x 10~ 4 


nkT/ Poo V 2 
7.331 x 10“® 
7.344 x 10 -3 
7.310 x 10" 3 

7.349 x 10 -3 
7.338 x 10" 3 
7.322 x 10 -3 
7.310 x 10~ 3 

7.303 x 10~ 3 

7.304 x 10~ 3 
7.343 x 10 -3 

7.371 x 10 -3 

7.398 x 10 -3 
7.396 x 10~ 3 
7.438 x 10 -3 
7.274 x 10 -3 
7.391 x 10 -3 
7.403 x 10 -3 
7.375 x 10 -3 
7.314 x 10 -3 
7.359 x 10 -3 

7.372 x 10 -3 

7.399 x 10" 3 
7.363 x 10“ 3 

7.350 x 10 -3 
7.349 x 10~ 3 
7.313 x 10~ 3 
7.869 x 10~ 3 
6.346 x 10 -2 
3.329 x 10 _1 
3.220 x 10 -1 
2.848 x 10 _1 
2.476 x 10 -1 
2.147 x 10 -1 
1.871 x 10 _1 
1.668 x 10“ 1 

7.373 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n / n 0 

u/Voo 

W / V(xi 

nkT/pooV; 

0.0167 

041500 

2.246 x 10 4 

0.999 

-3.568 x 10 -1 

7.370 x 10“ 

0.0333 

0.3500 

2.242 x 10“ 4 

1.000 

-1.935 x 10“ 4 

7.348 x 10“ 

0.0500 

0.3500 

2.246 x 10“ 4 

1.000 

-4.568 x 10“ 4 

7.381 x 10“ 

0.0667 

0.3500 

2.252 x 10“ 4 

1.000 

1.762 x 10~ 4 

7.400 x 10“ 

0.0833 

0.3500 

2.251 x 10“ 4 

1.000 

1.344 x 10“ 4 

7.451 x 10“ 

0.1000 

0.3500 

2.248 x 10“ 4 

1.000 

-7.317 x 10 -4 

7.387 x 10“ 

0.1167 

0.3500 

2.265 x 10“ 4 

1.000 

3.182 x 10“ 6 

7.461 x 10“ 

0.1333 

0.3500 

2.241 x 10“ 4 

0.999 

-1.560 x 10“ 4 

7.379 x 10” 

0.1500 

0.3500 

2.243 x 10“ 4 

0.999 

-3.191 x 10~ 4 

7.372 x 10“ 

0.1667 

0.3500 

2.243 x 10“ 4 

0.999 

-4.372 x 10“ 4 

7.366 x 10” 

0.1833 

0.3500 

2.234 x 10“ 4 

0.999 

-4.748 x 10 -4 

7.320 x 10” 

0.2000 

0.3500 

2.239 x 10“ 4 

0.999 

-3.048 x 10 -5 

7.353 x 10” 

0.2167 

0.3500 

2.230 x 10“ 4 

1.000 

-3.829 x 10 -4 

7.307 x 10” 

0.2333 

0.3500 

2.245 x 10“ 4 

1.000 

1.759 x 10 -6 

7.375 x 10“ 

0.2500 

0.3500 

2.251 x 10“ 4 

1.000 

9.176 x 10~ 5 

7.405 x 10“ 

0.2667 

0.3500 

2.258 x 10“ 4 

1.000 

5.556 x 10~ 5 

7.445 x 10“ 

0.2833 

0.3500 

2.249 x 10“ 4 

1.000 

1.564 x 10“ 4 

7.392 x 10” 

0.3000 

0.3500 

2.242 x 10“ 4 

1.000 

3.015 x 10~ 4 

7.387 x 10“ 

0.3167 

0.3500 

2.247 x 10“ 4 

0.999 

-3.864 x 10 -4 

7.435 x 10“ 

0.3333 

0.3500 

2.215 x 10“ 4 

1.000 

-2.936 x 10 -4 

7.301 x 10“ 

0.3500 

0.3500 

2.227 x 10“ 4 

1.000 

1.199 x 10 -4 

7.353 x 10“ 

0.3667 

0.3500 

2.222 x 10“ 4 

1.000 

-1.493 x 10 -4 

7.320 x 10“ 

0.3833 

0.3500 

2.224 x 10“ 4 

1.000 

-2.651 x 10 -4 

7.334 x 10” 

0.4000 

0.3500 

2.227 x 10“ 4 

1.000 

-4.398 x 10 -4 

7.342 x 10” 

0.4167 

0.3500 

2.238 x 10“ 4 

1.000 

-8.424 x 10 -5 

7.387 x 10” 

0.4333 

0.3500 

2.232 x 10“ 4 

1.000 

1.423 x 10 -4 

7.352 x 10“ 

0.4500 

0.3500 

2.238 x 10“ 4 

1.000 

-1.136 x 10 -4 

7.398 x 10” 

0.4667 

0.3500 

2.233 x 10“ 4 

1.000 

-2.755 x 10 -4 

7.382 x 10” 

0.4833 

0.3500 

2.218 x 10“ 4 

1.000 

9.912 x 10 -5 

7.290 x 10“ 

0.5000 

0.3500 

2.229 x 10“ 4 

0.999 

-1.453 x 10 -4 

7.344 x 10” 

0.5167 

0.3500 

2.230 x 10“ 4 

1.000 

-9.825 x 10 -5 

7.322 x 10“ 

0.5333 

0.3500 

2.232 x 10“ 4 

1.000 

4.046 x 10 -4 

7.348 x 10“ 

0.5500 

0.3500 

2.242 x 10“ 4 

1.000 

-3.872 x 10 4 

7.343 x 10“ 

0.5667 

0.3500 

2.231 x 10“ 4 

1.000 

-6.714 x 10“ 4 

7.344 x 10“ 

0.5833 

0.3500 

2.230 x 10“ 4 

1.000 

-6.659 x 10 -4 

7.351 x 10“ 

0.6000 

0.3500 

2.240 x 10 -4 

1.000 

-6.924 x 10 -5 

7.380 x 10“ 



Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


0.6167 

0.6333 

0.6500 

0.6667 

0.6833 

0.7000 

0.7167 

0.7333 

0.7500 

0.7667 

0.7833 

0.8000 

0.8167 

0.8333 

0.8500 

0.8667 

0.8833 

0.9000 

0.9167 

0.9333 

0.9500 

0.9667 

0.9833 

1.0000 

0.0000 

0.0167 

0.0333 

0.0500 

0.0667 

0.0833 

0.1000 

0.1167 

0.1333 

0.1500 

0.1667 

0.1833 


z/L 

(F3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3500 

0.3667 

0.3667 

0.3667 

0.3667 

0.3667 

0.3667 

0.3667 

0.3667 


n / n o 

2.244 x 10" 
2.237 x 10" 

2.245 x 10" 

2.229 x 10" 

2.239 x 10" 
2.245 x 10" 
2.241 x 10" 

2.240 x 10" 
2.254 x 10" 
2.249 x 10" 
2.244 x 10" 
2.256 x 10" 

2.239 x 10" 

2.237 x 10" 

2.240 x 10" 

2.241 x 10" 

2.238 x 10" 
2.991 x 10" 
9.552 x 10" 
9.723 x 10" 
8.822 x 10' 
8.285 x 10" 
7.722 x 10" 
7.225 x 10" 

2.230 x 10" 
2.223 x 10" 
2.220 x 10" 
2.218 x 10" 
2.214 x 10" 
2.207 x 10" 
2.232 x 10" 
2.232 x 10" 


0.3667 2.236 x 10" 

0.3667 2.240 x 10" 

0.3667 2.235 x 10" 

0.3667 2.236 x 10" 


w / V oo 

4.655 x 10“ 4 
9.949 x 10~ 4 
1.644 x 10~ 4 
4.618 x 10“ 4 
4.836 x 10“ 4 
-1.030 x 10“ 4 
1.958 x 10“ 5 
-2.214 x 10“ 4 
-7.767 x 10“ 4 
-1.719 x 10“ 4 
-2.124 x 10“ 4 
-2.092 x 10“ 4 
-2.263 x 10“ 4 
-5.054 x 10“ 4 
-4.768 x 10" 4 
-1.326 x 10“ 4 
4.871 x 10“ 4 
0.117 


0.386 

0.376 

0.361 

0.339 

0.312 

1.532 x 10“ 
-2.009 x 10" 
1.759 x 10“ 
4.294 x 10“ 
-3.958 x 10" 
-1.749 x 10" 
3.629 x 10“ 
-3.095 x 10" 
-2.662 x 10' 
-1.719 x 10' 
-2.396 x 10' 
-2.974 x 10" 


7.323 x 10" 
7.406 x 10" 
7.346 x 10" 

7.389 x 10" 
7.412 x 10" 
7.393 x 10" 
7.385 x 10" 
7.451 x 10" 
7.415 x 10" 
7.403 x 10" 
7.455 x 10" 

7.390 x 10" 
7.357 x 10" 
7.367 x 10" 
7.399 x 10" 
7.423 x 10" 
4.585 x 10" 
2.943 x 10" 
3.074 x 10" 
2.705 x 10" 
2.392 x 10" 
2.084 x 10" 
1.838 x 10" 
7.380 x 10" 
7.326 x 10" 

7.324 x 10" 
7.331 x 10" 
7.290 x 10" 
7.247 x 10" 
7.340 x 10" 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n / n 0 

0.2000 

0.3667 

2.238 x 10~ 4 

0.2167 

0.3667 

2.237 x 10~ 4 

0.2333 

0.3667 

2.233 x 10 -4 

0.2500 

0.3667 

2.232 x 10~ 4 

0.2667 

0.3667 

2.237 x 10" 4 

0.2833 

0.3667 

2.246 x 10~ 4 

0.3000 

0.3667 

2.225 x 10~ 4 

0.3167 

0.3667 

2.216 x 10 -4 

0.3333 

0.3667 

2.215 x 10~ 4 

0.3500 

0.3667 

2.231 x 10 -4 

0.3667 

0.3667 

2.238 x 10~ 4 

0.3833 

0.3667 

2.231 x 10~ 4 

0.4000 

0.3667 

2.234 x 10 -4 

0.4167 

0.3667 

2.243 x 10 -4 

0.4333 

0.3667 

2.251 x 10“ 4 

0.4500 

0.3667 

2.237 x 10~ 4 

0.4667 

0.3667 

2.228 x 10~ 4 

0.4833 

0.3667 

2.232 x 10 -4 

0.5000 

0.3667 

2.237 x 10 -4 

0.5167 

0.3667 

2.233 x 10 -4 

0.5333 

0.3667 

2.224 x 10 -4 

0.5500 

0.3667 

2.223 x 10” 4 

0.5667 

0.3667 

2.229 x 10 -4 

0.5833 

0.3667 

2.239 x 10~ 4 

0.6000 

0.3667 

2.243 x 10~ 4 

0.6167 

0.3667 

2.235 x 10 -4 

0.6333 

0.3667 

2.249 x 10 -4 

0.6500 

0.3667 

2.255 x 10 -4 

0.6667 

0.3667 

2.247 x 10 -4 

0.6833 

0.3667 

2.241 x 10 -4 

0.7000 

0.3667 

2.251 x 10 -4 

0.7167 

0.3667 

2.245 x 10 -4 

0.7333 

0.3667 

2.235 x 10 -4 

0.7500 

0.3667 

2.235 x 10~ 4 

0.7667 

0.3667 

2.247 x 10 -4 

0.7833 

0.3667 

2.249 x 10 -4 


c 

< 

8 

w / V oo 

1.001 

5.128 X 10“ 4 

1.000 

6.933 X 10 -4 

1.000 

3.344 x 10 -4 

1.000 

3.409 x 10 -4 

1.000 

9.098 x 10 -5 

1.000 

2.772 x 10~ 4 

1.000 

-8.193 x 10~ 4 

1.000 

-7.535 x 10~ 4 

1.001 

8.399 x 10~ 6 

1.001 

7.174 x 10 -5 

1.001 

2.320 x 10 -4 

1.000 

-2.623 x 10~ 5 

1.000 

1.747 x 10 -4 

1.001 

-2.819 x 10 -4 

1.000 

-1.943 x 10 -4 

1.001 

-1.261 x 10 -4 

1.000 

4.450 x 10 -4 

1.000 

1.199 x 10 -4 

1.000 

2.380 x 10 -4 

1.000 

2.528 x 10 -4 

1.000 

-1.403 x 10~ 4 

1.000 

-5.222 x 10 -4 

1.001 

-1.869 x 10 -4 

1.001 

-9.669 x 10 -5 

1.000 

-5.958 x 10~ 5 

1.001 

-2.756 x 10 -4 

1.000 

-2.694 x 10 -4 

1.000 

-5.696 x 10 -4 

1.001 

-1.417 x 10 -3 

1.000 

-6.797 x 10" 4 

1.000 

-1.586 x 10 -4 

1.000 

-2.691 x 10 -4 

1.000 

-1.047 x 10 -4 

1.001 

-3.690 x 10 -4 

1.001 

2.578 x 10~ 5 

1.001 

-1.735 x 10 -4 


nkT/ Poo V^ 
7.393 x 10^ 
7.337 x 10 -3 
7.358 x 10 -3 
7.358 x 10 -3 
7.381 x 10~ 3 
7.409 x 10 -3 
7.337 x 10~ 3 
7.310 x 10 -3 
7.281 x 10 -3 
7.339 x 10 -3 
7.374 x 10~ 3 
7.348 x 10 -3 
7.380 x 10 -3 
7.400 x 10~ 3 
7.414 x 10~ 3 
7.373 x 10 -3 
7.363 x 10 -3 

7.373 x 10 -3 
7.406 x 10 -3 
7.389 x 10 -3 
7.312 x 10~ 3 
7.350 x 10 -3 
7.379 x 10 -3 

7.391 x 10 -3 
7.426 x 10 -3 

7.392 x 10 -3 

7.448 x 10~ 3 
7.470 x 10~ 3 
7.432 x 10 -3 
7.402 x 10 -3 

7.449 x 10~ 3 
7.405 x 10~ 3 
7.385 x 10 -3 

7.374 x 10~ 3 
7.408 x 10 -3 
7.418 x 10~ 3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


240 


x/L 

z/L 

n /n 0 

U /Vqo 

w/Vqo 

nkT/ Poo V 2 

0.8000 

0.3667 

2.250 x 10~ 4 

1.000 

1.001 X 10~ 4 

7.419 x 10~^ 

0.8167 

0.3667 

2.246 x 10~ 4 

1.000 

5.101 X 10 -4 

7.403 x 10 J 

0.8333 

0.3667 

2.243 x 10 -4 

1.000 

6.043 x 10 -4 

7.382 x 10 13 

0.8500 

0.3667 

2.237 x 10 -4 

1.000 

-1.012 x 10~ 4 

7.383 x 10 4 

0.8667 

0.3667 

2.232 x 10 -4 

1.000 

3.896 x 10 -4 

7.340 x 10 -3 

0.8833 

0.3667 

2.240 x 10 -4 

1.000 

7.538 x 10 -4 

7.391 x 10 6 

0.9000 

0.3667 

2.258 x 10~ 4 

1.001 

9.146 x 10 -4 

7.518 x 10 6 

0.9167 

0.3667 

2.619 x 10 -4 

0.943 

6.831 x 10~ 2 

2.698 x 10~ z 

0.9333 

0.3667 

8.578 x 10 -4 

0.684 

0.362 

2.434 x 10 -1 

0.9500 

0.3667 

9.653 x 10 -4 

0.659 

0.379 

2.913 x 10 1 

0.9667 

0.3667 

8.556 x 10 -4 

0.664 

0.370 

2.560 x 10" 1 

0.9833 

0.3667 

7.934 x 10 -4 

0.662 

0.357 

2.298 x 10 _1 

1.0000 

0.3667 

7.401 x 10" 4 

0.663 

0.342 

2.034 x 10 _1 

0.0000 

0.3833 

2.241 x 10 -4 

1.000 

-6.484 x 10~ 4 

7.371 x 10~ J 

0.0167 

0.3833 

2.243 x 10~ 4 

1.000 

-5.706 x 10 -4 

7.358 x 10~ 3 

0.0333 

0.3833 

2.251 x 10~ 4 

1.000 

1.515 x 10 -5 

7.399 x 10~ 3 

0.0500 

0.3833 

2.254 x 10 -4 

1.000 

4.356 x 10 -4 

7.420 x 10 J 

0.0667 

0.3833 

2.247 x 10 -4 

1.000 

4.903 x 10 -4 

7.381 x 10~ J 

0.0833 

0.3833 

2.237 x 10~ 4 

1.000 

4.822 x 10 -5 

7.321 x 10 _,i 

0.1000 

0.3833 

2.219 x 10 -4 

1.000 

-8.254 x 10" 6 

7.291 x 10~ J 

0.1167 

0.3833 

2.231 x 10~ 4 

1.000 

-1.840 x 10~ 4 

7.338 x 10 _,i 

0.1333 

0.3833 

2.232 x 10 -4 

1.000 

-1.760 x 10 -4 

7.316 x 10 _,i 

0.1500 

0.3833 

2.233 x 10 -4 

1.000 

-2.554 x 10 -4 

7.331 x 10 -3 

0.1667 

0.3833 

2.235 x 10~ 4 

1.000 

-1.633 x 10“ 4 

7.349 x 10 -3 

0.1833 

0.3833 

2.234 x 10 -4 

1.000 

-3.498 x 10 -4 

7.343 x 10 _J 

0.2000 

0.3833 

2.242 x 10~ 4 

1.000 

-1.590 x 10 -6 

7.367 x 10 -3 

0.2167 

0.3833 

2.242 x 10~ 4 

1.001 

-1.883 x 10 -4 

7.401 x 10~ 3 

o 

0.2333 

0.3833 

2.236 x 10~ 4 

1.000 

-4.661 x 10“ 4 

7.380 x 10 _J 

0.2500 

0.3833 

2.239 x 10 -4 

1.000 

-2.126 x 10 -4 

7.388 x 10 -3 

0.2667 

0.3833 

2.238 x 10~ 4 

1.000 

-9.499 x 10 -5 

7.365 x 10 _,i 

a 

0.2833 

0.3833 

2.247 x 10~ 4 

1.000 

6.343 x 10~ 5 

7.396 x 10~ J 

0.3000 

0.3833 

2.239 x 10~ 4 

1.000 

-2.521 x 10 -4 

7.399 x 10 _,J 

0.3167 

0.3833 

2.250 x 10 -4 

1.000 

3.991 x 10 -5 

7.411 x 10 -3 

0.3333 

0.3833 

2.233 x 10~ 4 

1.000 

4.876 x 10 -4 

7.322 x 10 _,i 

0.3500 

0.3833 

2.251 x 10 -4 

1.000 

-1.007 x 10~ 4 

7.408 x 10" 3 

0.3667 

0.3833 

2.238 x 10 -4 

1.000 

1.613 x 10 -4 

7.373 x 10 - ' 1 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 

0.3833 


n/ n o 

2.239 x 10" 
2.232 x 10" 

2.240 x 10' 

2.240 x 10" 

2.246 x 10" 

2.243 x 10“ 

2.243 x 10' 

2.235 x 10" 

2.244 x 10' 

2.258 x 10" 

2.248 x 10" 

2.244 x 10" 

2.251 x 10" 

2.245 x 10" 
2.238 x 10" 

2.248 x 10" 

2.258 x 10" 
2.255 x 10“ 

2.248 x 10" 
2.237 x 10“ 

2.251 x 10“ 

2.252 x 10“ 

2.247 x 10“ 

2.235 x 10" 

2.247 x 10“ 

2.241 x 10" 
2.231 x 10“ 

2.235 x 10“ 

2.243 x 10“ 
2.254 x 10“ 

2.259 x 10“ 
2.254 x 10“ 

2.244 x 10“ 
2.410 x 10“ 
6.813 x 10" 
9.918 x 10" 


u/V !X) 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.001 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

0.999 

1.000 

1.000 

1.000 

0.978 

0.737 

0.680 


2.399 x 10 -4 

7.388 x 10"" 3 

1.257 x 10 -4 

7.349 x 10 -3 

1.820 x 10 -4 

7.388 x 10 -3 

1.154 x 10~ 4 

7.368 x 10 -3 

8.582 x 10" 6 

7.411 x 10 -3 

-9.730 x 10" 5 

7.387 x 10 -3 

-4.717 x 10“ 4 

7.371 x 10 -3 

-6.174 x 10~ 4 

7.356 x 10"" 3 

-3.805 x 10 -4 

7.373 x 10 -3 

-4.001 x 10“ 4 

7.419 x 10 -3 

-1.220 x 10~ 4 

7.404 x 10~ 3 

-5.586 x 10“ 4 

7.398 x 10" 3 

-2.349 x 10" 4 

7.447 x 10 -3 

1.841 x 10 -4 

7.411 x 10 -3 

-1.181 x 10 -5 

7.365 x 10 -3 

-1.025 x 10~~ 4 

7.401 x 10 -3 

3.051 x 10~ 4 

7.439 x 10“ 3 

4.415 x 10~ 4 

7.387 x 10 -3 

9.123 x 10 -5 

7.388 x 10 -3 

1.606 x 10“ 4 

7.346 x 10 -3 

-2.723 x 10 -5 

7.430 x 10 -3 

6.606 x 10“ 4 

7.410 x 10“ 3 

-3.438 x 10~ 4 

7.416 x 10~ 3 

-1.256 x 10 -4 

7.352 x 10 -3 

-2.778 x 10~ 5 

7.421 x 10 -3 

-1.186 x 10 -4 

7.396 x 10~ 3 

-1.990 x 10 -4 

7.334 x 10 -3 

4.191 x 10 -4 

7.376 x 10 -3 

-2.105 x 10"" 4 

7.393 x 10~ 3 

8.363 x 10 -4 

7.413 x 10 -3 

7.181 x 10 -4 

7.434 x 10 -3 

3.172 x 10~ 4 

7.415 x 10 -3 

6.831 x 10 -4 

7.373 x 10 -3 

2.820 x 10"" 2 

1.511 x 10~ 2 

0.318 

1.725 x 10 _1 

0.374 

2.822 x 10 -1 



Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


z/L 

0.3833 

0.3833 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 

0.4000 


n / n o 

8.685 x 10" 
7.839 x 10" 

2.234 x 10" 

2.235 x 10" 
2.244 x 10" 
2.250 x 10“ 

2.242 x 10" 
2.244 x 10" 
2.241 x 10" 

2.249 x 10" 

2.244 x 10" 
2.240 x 10" 
2.246 x 10" 

2.253 x 10“ 
2.234 x 10“ 

2.226 x 10“ 

2.236 x 10“ 
2.231 x 10“ 

2.240 x 10" 
2.239 x 10“ 

2.241 x 10" 
2.238 x 10" 

2.234 x 10“ 

2.235 x 10" 

2.236 x 10“ 

2.227 x 10" 

2.245 x 10“ 
2.261 x 10“ 
2.263 x 10“ 

2.243 x 10“ 

2.242 x 10“ 

2.237 x 10“ 
2.248 x 10“ 

2.254 x 10“ 

2.250 x 10“ 
2.241 x 10“ 


u/Vqo 

0.682 


7.491 x 10" q 
4.850 x 10“ 4 
2.727 x 10“ 4 
-2.721 x 10“ 4 
-2.339 x 10“ 4 
-2.011 x 10" 4 
4.408 x 10" 5 
-4.090 x 10" 4 
-3.058 x 10" 4 
4.168 x 10" 4 
2.924 x 10" 4 
-1.954 x 10“ 4 
-1.109 x 10" 4 
6.330 x 10" 5 
3.361 x 10" 4 
6.238 x 10" 4 
6.794 x 10" 4 
-1.700 x 10" 4 
4.199 x 10“ 4 
-1.164 x 10" 4 
2.039 x 10" 4 
-8.349 x 10" 5 
2.438 x 10" 4 
2.259 x 10” 4 
5.553 x 10" 5 
-1.215 x 10" 3 
-9.741 x 10" 4 
-1.402 x 10" 4 
4.041 x 10" 4 
7.821 x 10" 6 
-1.636 x 10" 4 
-1.630 x 10“ 4 
-8.181 x 10" 4 
-5.444 x 10" 4 


2.232 x 10" 
7.347 x 10" 
7.360 x 10" 
7.376 x 10“ 
7.382 x 10" 
7.381 x 10" 
7.399 x 10" 
7.387 x 10" 
7.425 x 10" 
7.392 x 10" 
7.390 x 10" 
7.389 x 10" 
7.416 x 10“ 
7.379 x 10" 
7.336 x 10" 
7.352 x 10“ 
7.328 x 10“ 

7.392 x 10“ 
7.386 x 10“ 
7.366 x 10“ 
7.385 x 10“ 

7.393 x 10“ 
7.371 x 10“ 
7.358 x 10“ 
7.366 x 10“ 



Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

0.1500 


z/L 

0.4167 


n / n o 

2.235 x 10“ 


0.1667 0.4167 2.236 x 10“ 

0.1833 0.4167 2.257 x 10“ 

0.2000 0.4167 2.244 x 10“ 

0.2167 0.4167 2.232 x 10“ 

0.2333 0.4167 2.224 x 10“ 

0.2500 0.4167 2.234 x 10“ 

0.2667 0.4167 2.234 x 10' 

0.2833 0.4167 2.226 x 10“ 

0.3000 0.4167 2.235 x 10“ 

0.3167 0.4167 2.240 x 10“ 

0.3333 0.4167 2.247 x 10“ 

0.3500 0.4167 2.236 x 10“ 

0.3667 0.4167 2.242 x 10“ 

0.3833 0.4167 2.250 x 10“ 

0.4000 0.4167 2.250 x 10“ 

0.4167 0.4167 2.244 x 10“ 

0.4333 0.4167 2.253 x 10“ 

0.4500 0.4167 2.263 x 10“ 

0.4667 0.4167 2.252 x 10“ 

0.4833 0.4167 2.258 x 10“ 

0.5000 0.4167 2.251 x 10“ 

0.5167 0.4167 2.250 x 10“ 

0.5333 0.4167 2.270 x 10" 

0.5500 0.4167 2.246 x 10" 

0.5667 0.4167 2.237 x 10" 

0.5833 0.4167 2.234 x 10" 

0.6000 0.4167 2.221 x 10" 

0.6167 0.4167 2.231 x 10" 

0.6333 0.4167 2.233 x 10" 

0.6500 0.4167 2.229 x 10" 

0.6667 0.4167 2.237 x 10" 

0.6833 0.4167 2.246 x 10" 

0.7000 0.4167 2.249 x 10" 

0.7167 0.4167 2.237 x 10" 

0.7333 0.4167 2.236 x 10" 


0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 

0.4167 


w / V oo 

3.175 x 10“^ 
6.434 x 10~ 4 
3.959 x 10“^ 
4.223 x 10“ 4 
5.316 x 10“ ' 
4.152 x 10“' 
1.586 x 10“' 
-3.318 x 10“ 
-8.350 x 10“ 
4.336 x 10“' 
4.004 x 10""' 
2.981 x 10“' 
5.685 x 10“"' 
4.882 x 10“' 
9.473 x 10“' 
6.023 x 10“' 

4.107 x 10 _i 
-1.676 x 10' 
-1.145 x 10“ 

1.562 x 10“ ! 

9.107 x 10 _i 
2.827 x 10“' 
2.987 x 10“ 
4.520 x 10“' 
1.318 x 10“ : 

-9.762 x 10“ 
2.361 x 10“ 
3.651 x 10“ 
3.054 x 10“ 
-4.266 x 10“ 
-3.508 x 10“ 
-1.110 x 10" 
-3.926 x 10" 
-1.669 x 10" 
-2.695 x 10" 
-8.271 x 10" 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

0.7500 

0.4167 

0.7667 

0.4167 

0.7833 

0.4167 

0.8000 

0.4167 

0.8167 

0.4167 

0.8333 

0.4167 

0.8500 

0.4167 

0.8667 

0.4167 

0.8833 

0.4167 

0.9000 

0.4167 

0.9167 

0.4167 

0.9333 

0.4167 

0.9500 

0.4167 

0.9667 

0.4167 

0.9833 

0.4167 

1.0000 

0.4167 

0.0000 

0.4333 

0.0167 

0.4333 

0.0333 

0.4333 

0.0500 

0.4333 

0.0667 

0.4333 

0.0833 

0.4333 

0.1000 

0.4333 

0.1167 

0.4333 

0.1333 

0.4333 

0.1500 

0.4333 

0.1667 

0.4333 

0.1833 

0.4333 

0.2000 

0.4333 

0.2167 

0.4333 

0.2333 

0.4333 

0.2500 

0.4333 

0.2667 

0.4333 

0.2833 

0.4333 

0.3000 

0.4333 

0.3167 

0.4333 


n / n o 

2.244 x 10" 
2.240 x 10" 
2.238 x 10" 

2.238 x 10" 

2.231 x 10" 
2.220 x 10' 
2.218 x 10" 
2.235 x 10' 
2.223 x 10" 

2.222 x 10" 

2.232 x 10" 

2.233 x 10" 

2.230 x 10" 
2.229 x 10" 
2.933 x 10" 
8.787 x 10" 
2.235 x 10“ 
2.242 x 10" 

2.233 x 10“ 
2.237 x 10" 

2.239 x 10“ 
2.237 x 10“ 

2.223 x 10“ 

2.234 x 10" 
2.232 x 10“ 
2.226 x 10“ 
2.223 x 10“ 

2.225 x 10“ 
2.216 x 10“ 

2.226 x 10“ 
2.237 x 10" 

2.235 x 10“ 

2.237 x 10" 

2.238 x 10“ 

2.231 x 10“ 
2.229 x 10“ 


u/V_oo 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.001 

1.001 

1.001 

1.000 

1.000 

1.000 

1.000 

0.999 

0.927 

0.739 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.001 

1.000 

1.000 

1.000 

1.000 

1.001 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 

1.000 


W / V QQ 

-6.818 X 10 -4 
-2.226 x 10~ 4 
-2.309 x 10 -4 
-1.691 x 10 -4 
-4.639 x 10 -4 
-8.977 x 10~ 4 
-8.179 x 10"" 4 
-6.089 x 10~ 4 
-4.201 x 10~ 4 
-1.041 x 10 -4 
-4.257 x 10 -4 
-5.988 x 10~ 5 
-3.198 x 10"" 4 
3.460 x 10 -4 
9.967 x 10~ 2 
0.350 

-2.422 x 10~ 4 
-1.104 x 10~ 4 
-1.167 x 10 -4 
2.354 x 10~ 4 
1.769 x 10"“ 4 
-1.441 x 10 -4 
3.567 x 10 -4 
1.166 x 10~ 4 
6.373 x 10~ 4 
4.879 x 10"" 4 
-2.121 x 10~ 4 
-3.395 x 10~ 5 
3.867 x 10 -4 
3.612 x 10 -4 
-6.304 x 10~ 6 
-1.338 x 10 -4 
-1.782 x 10 -4 
1.991 x 10 -4 
1.016 x 10 -4 
5.478 x 10"" 4 


nkT/pppY 

7.437 x 10~ 


7.388 x 10" 

7.374 x 10“ 
7.346 x 10" 

7.327 x 10" 
7.371 x 10" 
7.344 x 10" 
7.321 x 10" 
7.363 x 10" 
7.357 x 10“ 

7.328 x 10“ 
7.509 x 10“ 
3.415 x 10“ 
2.124 x 10“ 
7.346 x 10“ 
7.390 x 10“ 
7.341 x 10“ 
7.380 x 10“ 
7.398 x 10“ 
7.363 x 10' 
7.326 x 10" 

7.375 x 10" 
7.348 x 10' 
7.330 x 10' 
7.321 x 10' 
7.344 x 10" 
7.305 x 10" 
7.340 x 10“ 

7.351 x 10“ 
7.353 x 10“ 
7.356 x 10“ 

7.352 x 10“ 

7.343 x 10“ 

7.344 x 10“ 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n/n 0 

u/ v oo 

0.3333 

0.4333 

2.236 x 10 -4 

1.000 

0.3500 

0.4333 

2.231 x 10~ 4 

1.000 

0.3667 

0.4333 

2.234 x 10" 4 

1.000 

0.3833 

0.4333 

2.237 x 10 -4 

1.000 

0.4000 

0.4333 

2.237 x 10~ 4 

1.000 

0.4167 

0.4333 

2.233 x 10~ 4 

1.000 

0.4333 

0.4333 

2.239 x 10~ 4 

1.000 

0.4500 

0.4333 

2.246 x 10~ 4 

1.000 

0.4667 

0.4333 

2.243 x 10 -4 

1.000 

0.4833 

0.4333 

2.243 x 10" 4 

1.000 

0.5000 

0.4333 

2.245 x 10 -4 

1.000 

0.5167 

0.4333 

2.246 x 10 -4 

1.000 

0.5333 

0.4333 

2.250 x 10 -4 

1.000 

0.5500 

0.4333 

2.243 x 10~ 4 

1.000 

0.5667 

0.4333 

2.241 x 10 -4 

1.000 

0.5833 

0.4333 

2.251 x 10 -4 

1.000 

0.6000 

0.4333 

2.243 x 10~ 4 

1.000 

0.6167 

0.4333 

2.259 x 10~ 4 

1.000 

0.6333 

0.4333 

2.252 x 10~ 4 

1.000 

0.6500 

0.4333 

2.241 x 10~ 4 

1.000 

0.6667 

0.4333 

2.236 x 10~ 4 

1.000 

0.6833 

0.4333 

2.232 x 10~ 4 

1.001 

0.7000 

0.4333 

2.234 x 10 -4 

1.000 

0.7167 

0.4333 

2.232 x 10 -4 

1.001 

0.7333 

0.4333 

2.233 x 10 -4 

1.001 

0.7500 

0.4333 

2.237 x 10 -4 

1.001 

0.7667 

0.4333 

2.239 x 10 -4 

1.001 

0.7833 

0.4333 

2.236 x 10 -4 

1.000 

0.8000 

0.4333 

2.229 x 10 -4 

1.001 

0.8167 

0.4333 

2.232 x 10 -4 

1.000 

0.8333 

0.4333 

2.227 x 10 -4 

1.000 

0.8500 

0.4333 

2.233 x 10~ 4 

1.000 

0.8667 

0.4333 

2.241 x 10 -4 

1.000 

0.8833 

0.4333 

2.236 x 10~ 4 

0.999 

0.9000 

0.4333 

2.244 x 10 -4 

1.000 

0.9167 

0.4333 

2.236 x 10~ 4 

1.000 


W / V oo 

nkT/pooV^ 

-1.585 x 10 -4 

7.359 x 10” 4 

7.544 x 10 -5 

7.352 x 10 -3 

2.821 x 10~ 4 

7.365 x 10“ 3 

1.485 x 10~ 4 

7.400 x 10“ 3 

-3.021 x 10" 4 

7.397 x 10 -3 

-1.867 x 10 -4 

7.371 x 10 -3 

1.420 x 10 -4 

7.387 x 10~ 3 

4.539 x 10 -4 

7.395 x 10 -3 

3.825 x 10~ 4 

7.379 x 10~ 3 

4.813 x 10 -4 

7.395 x 10 -3 

6.905 x 10 -4 

7.379 x 10 -3 

8.854 x 10 -5 

7.409 x 10 -3 

5.194 x 10 -4 

7.422 x 10 -3 

3.188 x 10~ 4 

7.380 x 10 -3 

3.425 x 10~ 4 

7.383 x 10~ 3 

-4.062 x 10^ 4 

7.404 x 10 -3 

-2.831 x 10 -4 

7.388 x 10 -3 

-2.177 x 10 -4 

7.441 x 10 -3 

-2.161 x 10“ 4 

7.443 x 10 -3 

-8.656 x 10" 5 

7.405 x 10 -3 

-2.403 x 10“ 4 

7.398 x 10“ 3 

-1.816 x 10~ 4 

7.369 x 10~ 3 

-3.312 x 10“ 4 

7.329 x 10“ 3 

-3.735 x 10 -4 

7.316 x 10~ 3 

-6.990 x 10~ 5 

7.328 x 10 -3 

5.398 x 10 -4 

7.355 x 10 -3 

2.544 x 10~ 4 

7.377 x 10~ 3 

2.526 x 10~ 4 

7.399 x 10 -3 

1.696 x 10 -4 

7.373 x 10~ 3 

-4.370 x 10~ 5 

7.373 x 10“ 3 

4.165 x 10 -4 

7.340 x 10 -3 

1.138 x 10 -4 

7.369 x 10 -3 

1.821 x 10 -4 

7.405 x 10~ 3 

6.118 x 10 -4 

7.368 x 10 -3 

2.632 x 10 -4 

7.422 x 10~ 3 

2.666 x 10 -4 

7.394 x 10 -3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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x/L 

z/L 

n / n 0 

u/Voo 

w / V oo 

nkT/ Poo V^ 

0.9333 

0.4333 

2.227 x 10“ 4 

1.000 

-1.435 X 10“ 4 

7.342 x lO^ 3 

0.9500 

0.4333 

2.232 x 10“ 4 

1.000 

-2.786 x 10“ 4 

7.366 x 10“ 3 

0.9667 

0.4333 

2.215 x 10“ 4 

1.000 

-3.347 x 10“ 4 

7.310 x 10“ 3 

0.9833 

0.4333 

2.224 x 10“ 4 

1.000 

1.014 x 10“ 4 

7.382 x 10“ 3 

1.0000 

0.4333 

2.340 x 10“ 4 

0.984 

2.172 x 10“ 2 

1.249 x 10“ 2 

0.0000 

0.4500 

2.243 x 10“ 4 

1.000 

3.256 x 10“ 4 

7.388 x 10“ 3 

0.0167 

0.4500 

2.239 x 10“ 4 

1.000 

3.060 x 10“ 4 

7.381 x 10“ 3 

0.0333 

0.4500 

2.244 x 10“ 4 

1.000 

3.207 x 10“ 4 

7.383 x 10“ 3 

0.0500 

0.4500 

2.235 x 10“ 4 

1.000 

2.551 x 10“ 4 

7.387 x 10“ 3 

0.0667 

0.4500 

2.226 x 10“ 4 

1.000 

6.478 x 10“ 5 

7.344 x 10“ 3 

0.0833 

0.4500 

2.241 x 10“ 4 

1.000 

3.322 x 10“ 4 

7.376 x 10“ 3 

0.1000 

0.4500 

2.253 x 10“ 4 

1.000 

2.683 x 10“ 4 

7.392 x 10“ 3 

0.1167 

0.4500 

2.250 x 10“ 4 

1.000 

-8.855 x 10“ 5 

7.372 x 10“ 3 

0.1333 

0.4500 

2.240 x 10 -4 

1.000 

-5.746 x 10“ 5 

7.347 x 10“ 3 

0.1500 

0.4500 

2.233 x 10“ 4 

1.000 

7.962 x 10“ 5 

7.341 x 10“ 3 

0.1667 

0.4500 

2.228 x 10“ 4 

1.000 

4.566 x 10“ 4 

7.333 x 10“ 3 

0.1833 

0.4500 

2.230 x 10“ 4 

1.000 

2.263 x 10“ 4 

7.357 x 10“ 3 

0.2000 

0.4500 

2.236 x 10“ 4 

1.000 

-3.287 x 10“ 4 

7.386 x 10” 3 

0.2167 

0.4500 

2.248 x 10“ 4 

1.000 

-2.690 x 10“ 4 

7.428 x 10“ 3 

0.2333 

0.4500 

2.245 x 10“ 4 

1.000 

-9.952 x 10“ 5 

7.415 x 10“ 3 

0.2500 

0.4500 

2.241 x 10“ 4 

1.000 

-3.031 x 10“ 4 

7.407 x 10“ 3 

0.2667 

0.4500 

2.241 x 10“ 4 

1.000 

-2.224 x 10“ 4 

7.410 x 10“ 3 

0.2833 

0.4500 

2.245 x 10“ 4 

1.000 

-9.784 x 10“ 5 

7.390 x 10“ 3 

0.3000 

0.4500 

2.246 x 10“ 4 

1.000 

-2.449 x 10“ 4 

7.415 x 10“ 3 

0.3167 

0.4500 

2.237 x 10“ 4 

1.000 

-1.674 x 10“ 4 

7.363 x 10“ 3 

0.3333 

0.4500 

2.236 x 10“ 4 

1.000 

3.708 x 10“ 4 

7.365 x 10“ 3 

0.3500 

0.4500 

2.229 x 10“ 4 

1.000 

-1.045 x 10“ 4 

7.372 x 10“ 3 

0.3667 

0.4500 

2.242 x 10“ 4 

1.000 

2.697 x 10“ 4 

7.414 x 10“ 3 

0.3833 

0.4500 

2.238 x 10“ 4 

1.000 

4.472 x 10“ 4 

7.403 x 10“ 3 

0.4000 

0.4500 

2.232 x 10“ 4 

1.000 

4.704 x 10“ 4 

7.382 x 10“ 3 

0.4167 

0.4500 

2.229 x 10“ 4 

1.001 

3.465 x 10“ 4 

7.374 x 10“ 3 

0.4333 

0.4500 

2.244 x 10“ 4 

1.001 

-2.254 x 10“ 5 

7.443 x 10“ 3 

0.4500 

0.4500 

2.246 x 10“ 4 

1.001 

2.088 x 10“ 4 

7.453 x 10“ 3 

0.4667 

0.4500 

2.235 x 10“ 4 

1.000 

8.084 x 10“ 5 

7.410 x 10“ 3 

0.4833 

0.4500 

2.242 x 10“ 4 

1.000 

5.194 x 10“ 5 

7.414 x 10“ 3 

0.5000 

0.4500 

2.232 x 10“ 4 

1.000 

-2.334 x 10“ 4 

7.395 x 10“ 3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

z/L 

n /n 0 

u/Voo 

w / V oo 

nkT/^V' 

0.5167 

0.4500 

2.230 x 10~ 4 

1.000 

-2.009 x 10^ 

7.380 x 10 4 

0.5333 

0.4500 

2:231 x 10 -4 

1.000 

-1.783 x 10 -5 

7.382 x 10 -3 

0.5500 

0.4500 

2.234 x 10 -4 

1.000 

-3.512 x 10 -4 

7.392 x 10 -3 

0.5667 

0.4500 

2.229 x 10~ 4 

1.000 

-3.481 x 10~ 4 

7.365 x 10 -3 

0.5833 

0.4500 

2.237 x 10 -4 

1.000 

2.408 x 10~ 4 

7.376 x 10~ 3 

0.6000 

0.4500 

2.237 x 10 -4 

1.000 

3.678 x 10 -4 

7.400 x 10“ 3 

0.6167 

0.4500 

2.237 x 10 -4 

1.000 

6.644 x 10~ 5 

7.387 x 10 -3 

0.6333 

0.4500 

2.235 x 10~ 4 

1.000 

4.938 x 10 -4 

7.400 x 10 -3 

0.6500 

0.4500 

2.225 x 10 -4 

1.000 

1.001 x 10~ 3 

7.347 x 10~ 3 

0.6667 

0.4500 

2.233 x 10~ 4 

1.000 

7.107 x 10 -4 

7.360 x 10 -3 

0.6833 

0.4500 

2.238 x 10~ 4 

0.999 

2.981 x 10~ 4 

7.383 x 10 -3 

0.7000 

0.4500 

2.237 x 10~ 4 

1.000 

7.649 x 10 -4 

7.373 x 10 -3 

0.7167 

0.4500 

2.230 x 10" 4 

1.000 

6.905 x 10~ 4 

7.359 x 10 -3 

0.7333 

0.4500 

2.234 x 10~ 4 

1.000 

7.605 x 10 -4 

7.345 x 10 -3 

0.7500 

0.4500 

2.238 x 10~ 4 

1.000 

3.146 x 10 -4 

7.367 x 10 -3 

0.7667 

0.4500 

2.239 x 10~ 4 

1.000 

3.069 x 10~ 4 

7.353 x 10 -3 

0.7833 

0.4500 

2.242 x 10~ 4 

1.000 

-7.275 x 10“ 5 

7.395 x 10~ 3 

0.8000 

0.4500 

2.242 x 10~ 4 

1.000 

4.125 x 10~ 4 

7.410 x 10 -3 

0.8167 

0.4500 

2.246 x 10 -4 

. 1.000 

3.427 x 10 -4 

7.405 x 10~ 3 

0.8333 

0.4500 

2.242 x 10 -4 

1.000 

1.728 x 10 -4 

7.429 x 10~ 3 

0.8500 

0.4500 

2.243 x 10~ 4 

1.000 

3.141 x 10 -4 

7.424 x 10 -3 

0.8667 

0.4500 

2.250 x 10~ 4 

1.000 

-1.575 x 10 -4 

7.454 x 10 -3 

0.8833 

0.4500 

2.255 x 10 -4 

1.000 

5.331 x 10 -4 

7.468 x 10 -3 

0.9000 

0.4500 

2.229 x 10~ 4 

1.000 

4.617 x 10 -4 

7.352 x 10 -3 

0.9167 

0.4500 

2.233 x 10~ 4 

1.000 

-7.090 x 10~ 4 

7.350 x 10 -3 

0.9333 

0.4500 

2.240 x 10 -4 

1.000 

-3.830 x 10~ 4 

7.404 x 10 -3 

0.9500 

0.4500 

2.238 x 10~ 4 

1.000 

-5.749 x 10” 4 

7.420 x 10~ 3 

0.9667 

0.4500 

2.237 x 10~ 4 

1.000 

-9.673 x 10~ 4 

7.393 x 10 -3 

A 

0.9833 

0.4500 

2.250 x 10~ 4 

1.000 

-1.281 x 10“ 4 

7.445 x 10 -4 

1.0000 

0.4500 

2.241 x 10~ 4 

1.000 

-3.371 x 10~ 4 

7.418 x 10 -4 

0.0000 

0.4667 

2.229 x 10~ 4 

1.000 

-4.260 x 10" 5 

7.388 x 10 -3 

0.0167 

0.4667 

2.239 x 10" 4 

1.000 

-1.399 x 10~ 4 

7.404 x 10 -3 

0.0333 

0.4667 

2.233 x 10~ 4 

1.000 

-1.122 x 10 -4 

7.370 x 10 -3 

0.0500 

0.4667 

2.233 x 10 -4 

1.000 

-2.335 x 10~ 4 

7.347 x 10 -3 

0.0667 

0.4667 

2.222 x 10~ 4 

1.000 

-7.280 x 10 -5 

7.328 x 10 -3 

A 

0.0833 

0.4667 

2.225 x 10~ 4 

1.000 

1.820 x 10 -4 

7.322 x 10 -4 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 


x/L 

0.1000 

0.1167 

0.1333 

0.1500 

0.1667 

0.1833 

0.2000 

0.2167 

0.2333 

0.2500 

0.2667 

0.2833 

0.3000 

0.3167 

0.3333 

0.3500 

0.3667 

0.3833 

0.4000 

0.4167 

0.4333 

0.4500 

0.4667 

0.4833 

0.5000 

0.5167 

0.5333 

0.5500 

0.5667 

0.5833 

0.6000 

0.6167 

0.6333 

0.6500 

0.6667 

0.6833 


z/L 

n /n 0 

u /Voo 

0.4667 

2.226 x 10“ 4 

1.000 

0.4667 

2.232 x 10“ 4 

1.000 

0.4667 

2.239 x 10“ 4 

1.000 

0.4667 

2.233 x 10“ 4 

1.000 

0.4667 

2.231 x 10“ 4 

1.000 

0.4667 

2.221 x 10“ 4 

1.000 

0.4667 

2.224 x 10“ 4 

1.000 

0.4667 

2.221 x 10“ 4 

1.000 

0.4667 

2.224 x 10“ 4 

1.000 

0.4667 

2.221 x 10“ 4 

1.000 

0.4667 

2.234 x 10“ 4 

1.000 

0.4667 

2.225 x 10“ 4 

1.000 

0.4667 

2.235 x 10“ 4 

1.000 

0.4667 

2.249 x 10“ 4 

1.000 

0.4667 

2.226 x 10“ 4 

1.000 

0.4667 

2.231 x 10“ 4 

1.000 

0.4667 

2.229 x 10“ 4 

1.000 

0.4667 

2.224 x 10“ 4 

1.000 

0.4667 

2.236 x 10“ 4 

1.000 

0.4667 

2.244 x 10“ 4 

1.000 

0.4667 

2.237 x 10“ 4 

1.000 

0.4667 

2.242 x 10“ 4 

1.000 

0.4667 

2.235 x 10“ 4 

1.000 

0.4667 

2.233 x 10“ 4 

1.000 

0.4667 

2.240 x 10“ 4 

1.000 

0.4667 

2.234 x 10“ 4 

1.000 

0.4667 

2.227 x 10“ 4 

0.999 

0.4667 

2.217 x 10“ 4 

1.000 

0.4667 

2.224 x 10“ 4 

1.000 

0.4667 

2.235 x 10“ 4 

0.999 

0.4667 

2.230 x 10“ 4 

1.000 

0.4667 

2.226 x 10“ 4 

1.000 

0.4667 

2.226 x 10“ 4 

1.000 

0.4667 

2.239 x 10“ 4 

1.000 

0.4667 

2.219 x 10 4 

i f 

1.000 

0.4667 

2.232 x 10“ 4 

1.000 


w / V oo 

nkT/ Poo Vl 

3.974 x 10“ 4 

7.336 x lO^ 3 

2.058 x 10“ 4 

7.382 x 10~ 3 

-1.607 x 10“ 5 

7.389 x 10 -3 

-4.023 x 10“ 4 

7.394 x 10 -3 

-1.148 x 10“ 4 

7.401 x 10~ 3 

3.410 x 10“ 4 

7.345 x 10 -3 

2.985 x 10“ 4 

7.327 x 10~ 3 

2.385 x 10“ 4 

7.313 x 10 -3 

9.415 x 10“ 5 

7.340 x 10“ 3 

4.576 x 10 4 

7.330 x 10" 3 

-3.576 x 10 4 

7.364 x 10“ 3 

-5.670 x 10“ 4 

7.366 x 10~ 3 

6.929 x 10“ 5 

7.388 x 10~ 3 

-1.979 x 10 4 

7.417 x 10 -3 

6.035 x 10 5 

7.346 x 10 -3 

5.816 x 10“ 5 

7.361 x 10 -3 

1.110 x 10 -4 

7.347 x 10~ 3 

1.964 x 10 -4 

7.317 x 10“ 3 

8.121 x 10 -5 

7.375 x 10“ 3 

-3.184 x 10 -4 

7.384 x 10“ 3 

-5.269 x 10 -5 

7.373 x 10“ 3 

-4.378 x 10~ 5 

7.376 x 10“ 3 

-4.304 x 10 -4 

7.361 x 10“ 3 

-8.348 x 10 -5 

7.360 x 10“ 3 

-1.791 x 10 -4 

7.374 x 10“ 3 

-3.511 x 10 -4 

7.363 x 10“ 3 

-4.848 x 10 -5 

7.330 x 10“ 3 

2.093 x 10 -4 

7.299 x 10“ 3 

3.621 x 10“ 4 

7.317 x 10“ 3 

8.352 x 10~ 5 

7.339 x 10“ 3 

-2.594 x 10 -4 

7.326 x 10“ 3 

-2.223 x 10~ 4 

7.323 x 10“ 3 

2.136 x 10 -4 

7.320 x 10“ 3 

-1.414 x 10 -4 

7.383 x 10“ 3 

-1.954 x 10 -4 

7.305 x 10“ 3 

-1.191 x 10 -4 

7.360 x 10“ 3 


Table A.l: Flow field variables on symmetry plane, coarse 
grid (continued). 
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x/L 

z/L 

n / n o 

u/Voo 

W / Vqo 

nkT/p^V^ 

0.7000 

0.4667 

2.235 x 10~ 4 

1.000 

1.960 x 10“ 4 

7.360 x lO" 3 ” 

0.7167 

0.4667 

2.237 x 10~ 4 

1.000 

3.120 X 10 -4 

7.361 x 10 -3 

0.7333 

0.4667 

2.244 x 10~ 4 

1.000 

2.429 x 10 -4 

7.378 x 10 -3 

0.7500 

0.4667 

2.254 x 10 -4 

1.000 

-2.819 x 10~ 5 

7.403 x 10~ 3 

0.7667 

0.4667 

2.256 x 10~ 4 

1.000 

-1.239 x 10 -4 

7.428 x 10 -3 

0.7833 

0.4667 

2.268 x 10 -4 

1.000 

5.312 x 10~ 4 

7.448 x 10 -3 

0.8000 

0.4667 

2.263 x 10 -4 

1.000 

8.561 x 10 -5 

7.456 x 10~ 3 

0.8167 

0.4667 

2.273 x 10 -4 

1.000 

-1.055 x 10~ 4 

7.503 x 10 -3 

0.8333 

0.4667 

2.275 x 10~ 4 

1.000 

-3.624 x 10 -4 

7.497 x 10 -3 

0.8500 

0.4667 

2.272 x 10~ 4 

1.000 

4.118 x 10~ 5 

7.487 x 10 -3 

0.8667 

0.4667 

2.267 x 10~ 4 

1.000 

-4.759 x 10 -4 

7.476 x 10~ 3 

0.8833 

0.4667 

2.261 x 10 4 

1.000 

-2.958 x 10 -4 

7.475 x 10 -3 

0.9000 

0.4667 

2.267 x 10 4 

1.000 

-3.040 x 10 -5 

7.487 x 10 -3 

0.9167 

0.4667 

2.267 x 10 -4 

1.000 

1.296 x 10" 4 

7.494 x 10 -3 

0.9333 

0.4667 

2.266 x 10~ 4 

1.000 

2.380 x 10“ 4 

7.478 x 10~ 3 

0.9500 

0.4667 

2.268 x 10 -4 

1.000 

1.595 x 10 -4 

7.493 x 10 -3 

0.9667 

0.4667 

2.262 x 10~ 4 

1.000 

-3.556 x 10“ 4 

7.470 x 10~ 3 

0.9833 

0.4667 

2.262 x 10 -4 

1.000 

1.673 x 10 -4 

7.492 x 10 -3 

1.0000 

0.4667 

2.258 x 10~ 4 

1.000 

1.694 x 10 -4 

7.472 x 10~ 3 
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A. 1.2 Fine Grid Resolution 

Given next in Table A. 2 are the flow field variables interpolated to the fine grid 
region shown in Figure A.l. This region has the dimensions 0.6667 < xjL < 1.0 and 
0 < z/L < 0.3333. Regular cell spacing of 0.001 m in each direction was applied, which 

g 2 

created an array of 50 x 50 points, each point with a resolution of 1.0 x 10 V. As 

2 

discussed previously, the variables ar/L, z/L, n/n G , u/V^, w/Vqq, and nkT/p^V^ 
were interpolated from the x-z symmetry plane of the simulation flow field because they 
describe the kinematics and thermodynamics of the flow field. Note that the same nor- 
malization factors as in Table A.l were used for Table A. 2. 


Table A. 2: Flow field variables on symmetry plane, fine grid. 


x/L 

z/L 

n / n o 

u/Voo 

w / V oo 

nkT/ Poo V 2 

0.6667 

0.0000 

5.651 x 10~ 4 

-4.079 x 10 -2 

3.379 x 10~ 4 

1.024 x 10 -4 

0.6733 

0.0000 

6.048 X 10 -4 

-4.506 x 10~ 2 

-3.601 x 10 -4 

1.108 x 10 -1 

0.6800 

0.0000 

6.520 x 10~ 4 

-4.234 x 10 -2 

3.357 x 10 -3 

1.215 x 10 -1 

0.6867 

0.0000 

6.883 x 10~ 4 

-4.194 x 10~ 2 

2.221 x 10~ 3 

1.321 x 10 _1 

0.6933 

0.0000 

7.654 x 10~ 4 

-3.458 x 10 -2 

1.766 x 10 -3 

1.454 x 10 _1 

0.7000 

0.0000 

8.239 x 10~ 4 

-2.728 x 10~ 2 

1.084 x 10 -4 

1.578 x 10 _1 

0.7067 

0.0000 

8.831 x 10 -4 

-1.704 x 10~ 2 

2.008 x 10 -4 

1.667 x 10 _1 

0.7133 

0.0000 

9.172 x 10 -4 

-3.813 x 10~ 3 

-3.011 x 10“ 4 

1.745 x 10 _1 

0.7200 

0.0000 

9.466 x 10~ 4 

6.544 x 10 -3 

6.297 x 10 -4 

1.767 x 10 _1 

0.7267 

0.0000 

9.138 x 10 -4 

2.363 x 10~ 2 

9.312 x 10 -4 

1.691 x 10 _1 

0.7333 

0.0000 

8.614 x 10~ 4 

3.125 x 10~ 2 

5.436 x 10~ 4 

1.565 x 10 _1 

0.7400 

0.0000 

8.010 x 10~ 4 

3.959 x 10 -2 

1.440 x 10 -3 

1.453 x 10 -1 

0.7467 

0.0000 

7.441 x 10~ 4 

4.260 x 10~ 2 

2.046 x 10 -3 

1.309 x 10 -1 

0.7533 

0.0000 

6.918 x 10 -4 

4.287 x 10 -2 

2.867 x 10 -3 

1.186 x 10 _1 

0.7600 

0.0000 

6.523 x 10~ 4 

3.986 x 10 -2 

2.332 x 10" 3 

1.114 x 10 _1 

0.7667 

0.0000 

6.309 x 10~ 4 

3.570 x 10~ 2 

-4.730 x 10 -5 

1.073 x 10 _1 

0.7733 

0.0000 

6.027 x 10~ 4 

3.050 x 10 -2 

9.770 x 10~ 4 

1.010 x 10 _1 

0.7800 

0.0000 

5.925 x 10~ 4 

3.023 x 10 2 

-1.033 x 10 -3 

9.816 x 10~ 2 

0.7867 

0.0000 

5.433 x 10 4 

3.345 x 10 -2 

1.991 x 10 -3 

8.739 x 10 -2 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

0.7933 

0.0000 

4.950 x 10~ 4 

0.8000 

0.0000 

3.427 x 10 -4 

0.8067 

0.0000 

2.316 x 10 -4 

0.8133 

0.0000 

1.187 x 10 -4 

0.8200 

0.0000 

2.221 x 10 -3 

0.8267 

0.0000 

3.197 x 10" 3 

0.8333 

0.0000 

4.055 x 10 -3 

0.8400 

0.0000 

4.957 x 10 -3 

0.8467 

0.0000 

5.826 x 10 -3 

0.8533 

0.0000 

6.629 x 10 -5 

0.8600 

0.0000 

3.541 x 10 -5 

0.8667 

0.0000 

2.600 x 10 -5 

0.8733 

0.0000 

2.328 x 10 -5 

0.8800 

0.0000 

2.824 x 10~ 5 

0.8867 

0.0000 

3.169 x 10 -5 

0.8933 

0.0000 

3.389 x 10“ 5 

0.9000 

0.0000 

3.830 x 10~ 5 

0.9067 

0.0000 

3.904 x 10~ 5 

0.9133 

0.0000 

3.889 x 10 -5 

0.9200 

0.0000 

4.791 x 10“ 5 

0.9267 

0.0000 

4.784 x 10 -5 

0.9333 

0.0000 

5.067 x 10~ 5 

0.9400 

0.0000 

5.092 x 10~ 5 

0.9467 

0.0000 

5.085 x 10~ 5 

0.9533 

0.0000 

5.173 x 10 -5 

0.9600 

0.0000 

5.270 x 10 -5 

0.9667 

0.0000 

5.173 x 10"" 5 

0.9733 

0.0000 

5.129 x 10 -5 

0.9800 

0.0000 

5.109 x 10~ 5 

0.9867 

0.0000 

4.694 x 10 -5 

0.9933 

0.0000 

3.904 x 10~ 5 

1.0000 

0.0000 

3.868 x 10~ 5 

0.6667 

0.0067 

4.551 x 10 -4 

0.6733 

0.0067 

4.693 x 10 -4 

0.6800 

0.0067 

4.948 x 10 -4 

0.6867 

0.0067 

5.251 x 10~ 4 


u/V^ 

w / V oo 

3.349 x 10~ 2 

7.682 x 10“ 4 

3.410 x 10~ 2 

2.521 x 10 -3 

3.474 x 10~ 2 

2.654 x 10~ 3 

-0.118 

8.042 x 10 -3 


-0.197 

- 0.100 

-9.125 x 10~" 4 
9.789 x 10~ 2 
0.192 
0.216 
0.180 
0.129 

9.408 x 10 -2 
7.647 x 10~ 2 
5.492 x 10“ 2 
4.364 x I0 -2 
4.292 x 10~ 2 
4.295 x 10~ 2 
4.255 x 10 -2 
2.697 x 10~ 2 
2.691 x 10~ 2 
3.370 x 10~ 2 
3.422 x 10"" 2 
3.429 x 10~ 2 
3.448 x 10 -2 
3.473 x 10 -2 
3.967 x 10~ 2 
4.407 x 10 -2 
4.395 x 10 -2 
3.484 x 10 -2 
1.841 x 10 -2 
1.677 x 10 -2 
-9.916 x 10 - ' 
-0.104 
- 0.100 

-9.239 x 10 _:: 


0.172 

0.178 

0.183 

0.188 

0.192 

4.870 x 10 -3 
9.766 x 10 -3 
5.563 x 10~ 4 
3.920 x 10 -3 
3.853 x 10 -3 
2.591 x 10~ 3 
2.243 x 10~ 3 
-3.004 x 10 -3 
-3.450 x 10~ 3 
-3.790 x 10 -3 
5.432 x 10 -3 
5.343 x 10 -3 
2.370 x 10~ 3 
2.237 x 10 — 3 
2.297 x 10~ 3 
1.074 x 10 -3 
-3.754 x 10 -4 
-1.692 x 10~ 3 
-2.810 x 10~~ 3 
-2.631 x 10 -3 
-2.096 x 10 -3 
-7.226 x 10~ 4 
-8.950 x 10 -4 
5.558 x 10 -3 
3.310 x 10 -3 
-1.813 x 10' 3 
-8.300 x 10~ 3 


2.588 x 10' 
2.930 x 10' 
3.980 x 10" 
4.495 x 10' 
4.821 x 10' 
5.703 x 10' 
5.851 x 10" 
5.831 x 10' 
7.375 x 10" 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


z/L 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 
0.0067 


n / n o 

5.582 x 10' 
5.969 x 10' 
6.273 x 10' 
6.565 x 10" 
6.740 x 10" 
6.701 x 10" 
6.533 x 10' 
6.267 x 10" 
5.956 x 10" 
5.770 x 10" 
5.559 x 10' 
5.504 x 10" 
5.424 x 10' 
5.424 x 10" 
5.322 x 10" 
4.871 x 10" 
4.363 x 10" 
8.375 x 10 
4.958 x 10" 
8.607 x 10" 
6.493 x 10" 
9.487 x 10" 
8.269 x 10" 
9.462 x 10" 
4.340 x 10" 
5.263 x 10" 


“/Voc 

w / V oo 

-7.645 x 10 _T ~ 

-1.285 x 10 -2 

-5.857 x 10 -2 

-2.076 x 10 -2 

-3.542 x 10~ 2 

-2.325 x 10 -2 

-6.014 x 10“ 3 

-2.858 x 10~ 2 

2.313 x 10 -2 

-2.847 x 10"" 2 

5.087 x 10“ 2 

-2.159 x 10 -2 

7.352 x 10"~ 2 

-1.399 x 10 -2 

8.933 x 10~ 2 

-7.315 x 10 -3 

0.100 

1.107 x 10 -3 

9.908 x 10~ 2 

8.389 x 10 -3 

9.155 x 10~ 2 

9.498 x 10 -3 

8.172 x 10"" 2 

7.435 x 10“ 3 

7.289 x 10~ 2 

4.877 x 10 -3 

6.457 x 10~ 2 

1.699 x 10~ 3 

5.446 x 10~ 2 

8.918 x 10 -4 

2.891 x 10~ 2 

1.428 x 10 -2 

-3.888 x 10 -2 

4.084 x 10 -2 

-0.180 

9.907 x 10"" 2 


-0.236 0.180 

-0.184 0.213 

- 0.101 0.200 

-1.122 x 10 -2 0.215 

8.680 x 10 -2 0.209 

0.185 0.215 

0.243 0.179 

0.274 0.112 


0.0067 

1.078 x 10 -4 

0.268 

6.568 x 10 -2 

0.0067 

4.967 x 10 -5 

0.223 

3.927 x 10 -2 

0.0067 

3.908 x 10 -5 

0.175 

2.915 x 10"" 2 

0.0067 

3.831 x 10 -5 

0.129 

2.632 x 10 -2 

0.0067 

3.839 x 10 -5 

9.925 x 10~ 2 

2.273 x 10 -2 

0.0067 

4.168 x 10 -5 

7.780 x 10 -2 

2.071 x 10 -2 

0.0067 

4.444 x 10 -5 

6.491 x 10~ 2 

1.794 x 10"" 2 

0.0067 

4.592 x 10 -5 

5.644 x 10 -2 

1.526 x 10" 2 

0.0067 

4.978 x 10 -5 

5.464 x 10" 2 

1.636 x 10 -2 

0.0067 

5.089 x 10~ 5 

5.252 x 10 -2 

1.509 x 10 -2 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


254 


x/L 

z/L 

n/ n 0 

u/Voo 

WVoo 

nkT/pooV^ 

0.9333 

0.0067 

5.232 x 10“ 5 

5.411 x 10 -2 

1.460 x 10“ 2 

7.804 x lO^ 3 

0.9400 

0.0067 

5.306 x 10 -5 

5.328 x 10~ 2 

1.345 x 10” 2 

7.950 x 10~ 3 

0.9467 

0.0067 

5.332 x 10~ 5 

5.320 x 10 -2 

1.278 x 10 -2 

7.984 x 10 -3 

0.9533 

0.0067 

5.370 x 10 -5 

5.364 x 10“ 2 

1.148 x 10“ 2 

8.099 x 10 -3 

0.9600 

0.0067 

5.411 x 10 -5 

5.404 x 10~ 2 

9.632 x 10 -3 

8.268 x 10~ 3 

0.9667 

0.0067 

5.381 x 10“ 5 

5.685 x 10~ 2 

8.713 x 10“ 3 

8.219 x 10 -3 

0.9733 

0.0067 

5.363 x 10~ 5 

5.950 x 10~ 2 

7.580 x 10 -3 

8.197 x 10 -3 

0.9800 

0.0067 

5.365 x 10~ 5 

6.041 x 10“ 2 

6.814 x 10~ 3 

8.215 x 10 -3 

0.9867 

0.0067 

5.092 x 10“ 5 

5.835 x 10~ 2 

5.501 x 10 -3 

7.847 x 10 -3 

0.9933 

0.0067 

4.775 x 10“ 5 

5.528 x 10“" 2 

3.173 x 10~ 3 

7.434 x 10 -3 

1.0000 

0.0067 

4.669 x 10“ 5 

5.611 x 10~ 2 

1.331 x 10~ 3 

7.293 x 10 -3 

0.6667 

0.0133 

3.634 x 10" 4 

-0.129 

1.103 x 10 -2 

1.001 x 10 -1 

0.6733 

0.0133 

3.714 x 10“ 4 

-0.132 

1.015 x 10 -3 

1.066 x 10 -1 

0.6800 

0.0133 

3.915 x 10“ 4 

-0.126 

-1.236 x 10 -2 

1.165 x 10 _1 

0.6867 

0.0133 

4.069 x 10“ 4 

-0.114 

-2.571 x 10 -2 

1.252 x 10 -1 

0.6933 

0.0133 

4.287 x 10 -4 

-9.663 x 10~ 2 

-4.023 x 10~ 2 

1.350 x 10 _1 

0.7000 

0.0133 

4.553 x 10~ 4 

-6.683 x 10~ 2 

-5.401 x 10 -2 

1.459 x 10“ 4 

0.7067 

0.0133 

4.873 x 10“ 4 

-3.596 x 10~ 2 

-7.265 x 10~ 2 

1.564 x 10 _1 

0.7133 

0.0133 

5.147 x 10“ 4 

-8.327 x 10 -4 

-7.708 x 10"“ 2 

1.621 x 10 _1 

0.7200 

0.0133 

5.334 x 10“ 4 

3.650 x 10 -2 

-7.610 x 10 -2 

1.619 x 10 _1 

0.7267 

0.0133 

5.341 x 10 -4 

6.748 x 10 -2 

-6.082 x 10 2 

1.540 x 10 _1 

0.7333 

0.0133 

5.292 x 10 -4 

9.630 x 10 -2 

-4.160 x 10“ 2 

1.438 x 10 _1 

0.7400 

0.0133 

5.164 x 10 -4 

0.116 

-2.027 x 10 -2 

1.308 x 10 -1 

0.7467 

0.0133 

5.001 x 10 -4 

0.129 

-1.403 x 10 -3 

1.195 x 10 _1 

0.7533 

0.0133 

4.896 x 10~ 4 

0.128 

1.487 x 10 -2 

1.112 x 10 -1 

0.7600 

0.0133 

4.904 x 10 -4 

0.119 

2.101 x 10 -2 

1.070 x 10 _1 

0.7667 

0.0133 

4.998 x 10 -4 

0.103 

1.883 x 10 -2 

1.061 x 10 -1 

0.7733 

0.0133 

5.117 x 10 -4 

8.381 x 10 -2 

1.358 x 10 -2 

1.054 x 10“ 1 

0.7800 

0.0133 

5.290 x 10 -4 

5.715 x 10 -2 

1.286 x 10 -2 

1.039 x 10 -1 

0.7867 

0.0133 

5.566 x 10~ 4 

9.681 x 10 -3 

2.834 x 10 -2 

1.012 x 10 -1 

0.7933 

0.0133 

6.335 x 10 -4 

-8.345 x 10“ 2 

7.086 x 10 -2 

9.690 x 10 -2 

0.8000 

0.0133 

1.222 x 10~ 3 

-0.204 

0.134 

9.911 x 10 -2 

0.8067 

0.0133 

3.900 x 10~ 3 

-0.247 

0.185 

1.105 x 10 _1 

0.8133 

0.0133 

8.050 x 10“ 3 

-0.224 

0.214 

1.930 x 10 _1 

0.8200 

0.0133 

6.954 x 10“ 3 

-0.168 

0.210 

1.893 x 10 _1 

0.8267 

0.0133 

8.911 x 10“" 3 

-8.667 x 10~ 2 

0.221 

2.558 x 10 _1 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L z/L n / n o 

0.8333 0.0133 7.448 x 10' 


0.8400 

0.8467 

0.8533 

0.8600 

0.8667 


0.0133 8.383 x 10' 


0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0133 

0.0200 

0.0200 


7.304 x 10~ ,i 
6.739 x 10“ 3 
3.648 x 10“ 3 
9.800 x 10“ 4 
2.612 x 10“ 4 
1.000 x 10“ 4 
6.529 x 10“ 5 
5.259 x 10“ 5 
5.131 x 10“ 5 
5.162 x 10“ 5 
5.218 x 10“ 5 
5.332 x 10“ 5 
5.399 x 10“ 5 
5.448 x 10“ 5 
5.518 x 10“ 5 
5.581 x 10“ 5 
5.602 x 10“ 5 
5.599 x 10“ 5 
5.598 x 10“ 5 
5.593 x 10“ 5 
5.557 x 10“ 5 
5.420 x 10“ 5 
5.311 x 10“ 5 
5.192 x 10“ 5 
3.082 x 10“ 4 
3.122 x 10“ 4 


4.983 x 10“° 
8.383 x 10“ 2 
0.166 


0.217 


0.0200 3.195 x 10" 

0.0200 3.304 x 10' 

0.0200 3.498 x 10' 

0.0200 3.883 x 10' 

0.0200 4.222 x 10' 

0.0200 4.529 x 10' 

0.0200 4.805 x 10' 

0.0200 4.806 x 10' 


9.423 x 10“ 
8.557 x 10“ 
7.955 x 10“ 
7.650 x 10“ 
7.381 x 10“ 
7.290 x 10“ 
7.264 x 10“ 
7.306 x 10“ 
7.393 x 10“ 
7.524 x 10“ 
7.690 x 10“ 
7.856 x 10“ 
8.223 x 10“ 
8.386 x 10“ 
-0.123 
-0.124 
-0.116 
-9.985 x 10' 
-8.467 x 10' 
-5.442 x 10" 
-2.499 x 10' 
6.754 x 10“ 
3.841 x 10“ 
7.112 x 10“ 


8.298 x 10“ 
6.569 x 10“ 
5.533 x 10“ 
4.872 x 10“ 
4.203 x 10“ 
3.637 x 10“ 
3.343 x 10“ 
3.018 x 10“ 
2.811 x 10“ 
2.621 x 10“ 
2.476 x 10“ 
2.348 x 10“ 
2.126 x 10“ 
2.014 x 10“ 
1.864 x 10“ 
1.690 x 10“ 
1.470 x 10“ 
1.170 x 10“ 
8.385 x 10“ 
7.153 x 10“ 
-6.561 x 10' 
-2.825 x 10' 
-5.475 x 10' 
-8.298 x 10' 


-0.128 

-0.136 

-0.128 

-0.105 


2.343 x 10" 
1.942 x 10' 
1.600 x 10" 
7.750 x 10' 
2.034 x 10' 
7.096 x 10“ 
4.914 x 10' 
5.410 x 10" 
5.990 x 10' 
6.582 x 10' 


7.672 x 10" 
7.866 x 10' 
7.975 x 10' 


8.330 x 10" 
8.413 x 10' 
8.417 x 10" 
8.431 x 10" 
8.404 x 10' 
8.242 x 10' 
8.146 x 10' 
8.008 x 10" 
9.699 x 10' 
1.014 x 10" 
1.076 x 10" 
1.142 x 10' 
1.241 x 10' 
1.359 x 10" 
1.443 x 10' 
1.483 x 10' 
1.485 x 10" 
1.401 x 10' 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


jj 


x/L 

z/L 

n / n o 

U /Voo 

w / V oo 

"W/PooV* 

0.7333 

0.0200 

4.716 x 10 -4 

9.576 x 10 -2 

-7.402 x 10 -2 

1.291 x 10" 1 

0.7400 

0.0200 

4.486 x 10 -4 

0.116 

-4.254 x 10“ 2 

1.168 x 10 -1 

0.7467 

0.0200 

4.272 x 10 -4 

0.128 

-6.521 x 10 -3 

1.064 x 10 _1 

0.7533 

0.0200 

4.297 x 10~ 4 

0.123 

1.897 x 10 -2 

1.037 x 10 _1 

0.7600 

0.0200 

4.417 x 10 -4 

0.113 

3.138 x 10 -2 

1.023 x 10 _1 

0.7667 

0.0200 

4.717 x 10 -4 

8.911 x 10~ 2 

3.367 x 10 -2 

1.062 x 10 _1 

0.7733 

0.0200 

5.060 x 10~ 4 

5.575 x 10“ 2 

3.127 x 10~ 2 

1.091 x 10 _1 

0.7800 

0.0200 

5.709 x 10 -4 

—4.805 x 10~ 3 

4.670 x 10 -2 

1.121 x 10 -1 

0.7867 

0.0200 

7.306 x 10~ 4 

-9.569 x 10~ 2 

8.936 x 10~ 2 

1.142 x 10 -1 

0.7933 

0.0200 

1.424 x 10~ 3 

-0.198 

0.156 

1.119 x 10 _1 

0.8000 

0.0200 

3.357 x 10~ 3 

-0.243 

0.196 

8.882 x 10~ 2 

0.8067 

0.0200 

5.937 x 10 -3 

-0.238 

0.218 

1.044 x 10“ 1 

0.8133 

0.0200 

6.459 x 10 -3 

-0.194 

0.222 

1.188 x 10 -1 

0.8200 

0.0200 

7.133 x 10~ 3 

-0.142 

0.224 

1.516 x 10 _1 

0.8267 

0.0200 

6.624 x 10 -3 

-7.384 x 10~ 2 

0.223 

1.421 x 10 _1 

0.8333 

0.0200 

6.958 x 10 -3 

-2.278 x 10~ 3 

0.224 

1.641 x 10 _1 

0.8400 

0.0200 

7.219 x 10 -3 

7.728 x 10 -2 

0.226 

1.559 x 10 -1 

0.8467 

0.0200 

6.326 x 10 -3 

0.144 

0.220 

1.301 x 10 _1 

0.8533 

0.0200 

6.352 x 10~ 3 

0.196 

0.221 

1.136 x 10 -1 

0.8600 

0.0200 

5.744 x 10~ 3 

0.242 

0.215 

9.516 x 10~ 2 

0.8667 

0.0200 

3.087 x 10 -3 

0.260 

0.193 

5.129 x 10 -2 

c\ 

0.8733 

0.0200 

1.124 x 10 -3 

0.279 

0.166 

1.849 x 10~ z 

0.8800 

0.0200 

4.094 x 10~ 4 

0.290 

0.139 

7.820 x 10~ 3 

0.8867 

0.0200 

1.681 x 10~ 4 

0.288 

0.115 

5.077 x 10 _J 

0.8933 

0.0200 

9.905 x 10~ 5 

0.258 

9.564 x 10 -2 

5.778 x 10 -3 

0.9000 

0.0200 

7.026 x 10~ 5 

0.215 

8.395 x 10 -2 

6.460 x 10~ 3 

0.9067 

0.0200 

6.166 x 10 -5 

0.171 

7.207 x 10~ 2 

7.037 x 10 -3 

0.9133 

0.0200 

5.769 x 10~ 5 

0.139 

6.212 x 10 -2 

7.391 x 10 -3 

0.9200 

0.0200 

5.803 x 10 -5 

0.119 

5.650 x 10~ 2 

7.807 x 10 -3 

0.9267 

0.0200 

5.669 x 10~ 5 

0.107 

4.857 x 10 -2 

7.903 x 10~ 3 

0.9333 

0.0200 

5.703 x 10~ 5 

9.983 x 10 -2 

4.405 x 10 -2 

8.071 x 10 -3 

0.9400 

0.0200 

5.759 x 10~ 5 

9.555 x 10 -2 

4.086 x 10 -2 

8.253 x 10 -3 

0.9467 

0.0200 

5.828 x 10~ 5 

9.348 x 10~ 2 

3.885 x 10 -2 

8.389 x 10 -3 

0.9533 

0.0200 

5.829 x 10~ 5 

9.232 x 10 -2 

3.672 x 10 -2 

8.475 x 10 -3 

0.9600 

0.0200 

5.818 x 10~ 5 

9.135 x 10 -2 

3.445 x 10~ 2 

8.542 x 10~ 3 

0.9667 

0.0200 

5.810 x 10 -5 

9.154 x 10~ 2 

3.248 x 10 -2 

8.557 x 10 -3 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n o 

»/ v oo 

w / V oo 

nkT/ Poo V^ 

0.9733 

0.0200 

5.784 x 10 -5 

9.134 x 10~ 2 

2.997 x 10 -2 

8.559 x lO^ 3 

0.9800 

0.0200 

5.729 x 10“ 5 

9.279 x 10 -2 

2.753 x 10 -2 

8.515 x 10 -3 

0.9867 

0.0200 

5.635 x 10~ 5 

9.492 x 10 -2 

2.520 x 10 -2 

8.423 x 10~ 3 

0.9933 

0.0200 

5.547 x 10~ 5 

9.828 x 10 -2 

2.188 x 10 -2 

8.352 x 10 -3 

1.0000 

0.0200 

5.458 x 10 -5 

0.100 

1.824 x 10~ 2 

8.265 x 10 -3 

0.6667 

0.0267 

2.750 x 10 -4 

-9.852 x 10“ 2 

9.317 x 10 -4 

9.278 x 10 -2 

0.6733 

0.0267 

2.768 x 10“ 4 

-9.542 x 10~ 2 

-2.088 x 10~ 2 

9.603 x 10" 2 

0.6800 

0.0267 

2.860 x 10~ 4 

-9.054 x 10 -2 

-4.809 x 10 -2 

1.020 x 10 _1 

0.6867 

0.0267 

2.983 x 10~ 4 

-8.412 x 10~ 2 

-8.188 x 10 -2 

1.082 x 10 -1 

0.6933 

0.0267 

3.171 x 10~ 4 

-6.689 x 10~ 2 

-0.118 

1.159 x 10 _1 

0.7000 

0.0267 

3.452 x 10” 4 

-3.798 x 10 -2 

-0.156 

1.225 x 10 -1 

0.7067 

0.0267 

3.805 x 10 -4 

-1.106 x 10~ 2 

-0.180 

1.291 x 10 _1 

0.7133 

0.0267 

4.230 x 10 -4 

1.492 x 10 -2 

-0.189 

1.328 x 10 -1 

0.7200 

0.0267 

4.523 x 10 -4 

3.995 x 10~ 2 

-0.173 

1.319 x 10 _1 

> 

0.7267 

0.0267 

4.560 x 10 -4 

6.382 x 10 -2 

-0.143 

1.247 x 10 _1 

0.7333 

0.0267 

4.437 x 10~ 4 

8.399 x 10~ 2 

-0.101 

1.148 x 10 _1 

0.7400 

0.0267 

4.189 x 10~ 4 

0.104 

-5.512 x 10 -2 

1.057 x 10“ 1 

0.7467 

0.0267 

3.988 x 10~ 4 

0.112 

-1.182 x 10~ 2 

9.735 x 10 -2 

0.7533 

0.0267 

4.007 x 10 -4 

0.101 

2.416 x 10 -2 

9.634 x 10 -2 

0.7600 

0.0267 

4.161 x 10 4 

7.786 x 10 -2 

4.617 x 10 -2 

9.886 x 10 -2 

0.7667 

0.0267 

4.673 x 10~ 4 

3.957 x 10 -2 

5.471 x 10 -2 

1.063 x 10 _1 

0.7733 

0.0267 

5.615 x 10“ 4 

-1.583 x 10 -2 

6.681 x 10 -2 

1.157 x 10 _1 

0.7800 

0.0267 

7.775 x 10~ 4 

-9.793 x lO -2 

0.105 

1.245 x 10 _1 

0.7867 

0.0267 

1.441 x 10 -3 

-0.185 

0.165 

1.218 x 10 -1 

0.7933 

0.0267 

2.883 x 10 -3 

-0.231 

0.203 

8.842 x 10 -2 

0.8000 

0.0267 

4.799 x 10 -3 

-0.237 

0.221 

7.498 x 10 -2 

0.8067 

0.0267 

5.879 x 10~ 3 

-0.216 

0.234 

7.956 x 10~ 2 

0.8133 

0.0267 

6.082 x 10 -3 

-0.168 

0.232 

9.469 x 10 -2 

0.8200 

0.0267 

6.097 x 10 -3 

-0.118 

0.232 

1.035 x 10 -1 

0.8267 

0.0267 

6.413 x 10 -3 

-6.311 x 10 -2 

0.233 

1.171 x 10 _1 

0.8333 

0.0267 

6.203 x 10 -3 

8.122 x 10 -5 

0.231 

1.194 x 10 _1 

0.8400 

0.0267 

6.002 x 10 -3 

6.413 x 10~ 2 

0.230 

1.073 x 10 -1 

0.8467 

0.0267 

6.263 x 10 -3 

0.122 

0.233 

1.056 x 10 _1 

0.8533 

0.0267 

5.935 x 10 -3 

0.171 

0.231 

9.094 x 10 -2 

0.8600 

0.0267 

5.726 x 10 -3 

0.220 

0.232 

7.610 x 10 -2 

0.8667 

0.0267 

4.549 x 10 -3 

0.243 

0.219 

6.243 x 10 -2 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n o 

u / V oo 

0.8733 

0.0267 

2.529 x 10~ 3 

0.260 

0.8800 

0.0267 

1.213 x 10~ 3 

0.276 

0.8867 

0.0267 

5.398 x 10 -4 

0.288 

0.8933 

0.0267 

2.582 x 10 -4 

0.288 

0.9000 

0.0267 

1.411 x 10 -4 

0.273 

0.9067 

0.0267 

9.761 x 10"" 5 

0.240 

0.9133 

0.0267 

7.673 x 10~ 5 

0.200 

0.9200 

0.0267 

6.952 x 10 -5 

0.165 

0.9267 

0.0267 

6.457 x 10 -5 

0.143 

0.9333 

0.0267 

6.280 x 10 -5 

0.130 

0.9400 

0.0267 

6.157 x 10 -5 

0.120 

0.9467 

0.0267 

6.065 x 10~ 5 

0.112 

0.9533 

0.0267 

6.042 x 10 -5 

0.110 

0.9600 

0.0267 

6.043 x 10 -5 

0.109 

0.9667 

0.0267 

6.010 x 10~ 5 

0.107 

0.9733 

0.0267 

5.968 x 10 -5 

0.107 

0.9800 

0.0267 

5.909 x UP 5 

0.107 

0.9867 

0.0267 

5.805 x 10 -5 

0.109 

0.9933 

0.0267 

5.709 x 10 -5 

0.111 

1.0000 

0.0267 

5.630 x 10~ 5 

0.113 

0.6667 

0.0333 

2.570 x 10 -4 

-5.601 x 10 -2 

0.6733 

0.0333 

2.574 x 10~ 4 

-5.641 x 10 -2 

0.6800 

0.0333 

2.609 x 10~ 4 

-5.458 x 10 -2 

0.6867 

0.0333 

2.686 x 10~ 4 

-4.921 x 10~ 2 

0.6933 

0.0333 

2.864 x 10 -4 

-3.460 x 10~ 2 

0.7000 

0.0333 

3.123 x 10~ 4 

-1.411 x 10 -2 

0.7067 

0.0333 

3.441 x 10 -4 

1.822 x 10"" 3 

0.7133 

0.0333 

3.917 x 10 -4 

1.898 x 10 -2 

0.7200 

0.0333 

4.242 x 10~ 4 

3.532 x 10 -2 

0.7267 

0.0333 

4.303 x 10 -4 

5.366 x 10 -2 

0.7333 

0.0333 

4.149 x 10~ 4 

6.670 x 10 -2 

0.7400 

0.0333 

3.837 x 10 -4 

7.837 x 10~ 2 

0.7467 

0.0333 

3.663 x 10~ 4 

7.727 x 10 -2 

0.7533 

0.0333 

3.661 x 10 -4 

5.794 x 10~ 2 

0.7600 

0.0333 

4.039 x 10 -4 

2.313 x 10~ 2 

0.7667 

0.0333 

4.933 x 10 -4 

-2.869 x 10 -2 


w / V oo 

0.199 

0.178 

0.157 

0.138 

0.120 

0.106 

9.349 x 10 -2 
8.234 x 10"" 2 
7.168 x 10 -2 
6.446 x 10 -2 
5.802 x 10 -2 
5.382 x 10 -2 
5.137 x 10 -2 
4.836 x 10 -2 
4.548 x 10 -2 
4.226 x 10~ 2 
3.884 x 10 -2 
3.626 x 10 -2 
3.323 x 10 -2 
2.961 x 10 -2 
-8.112 x 10~ 3 
-3.452 x 10"" 2 
-6.990 x 10 -2 
-0.113 
-0.157 
-0.203 
-0.232 
-0.238 
-0.214 
-0.176 
-0.128 

-6.875 x 10~ 2 
-1.255 x 10 -2 
3.367 x 10 -2 
6.516 x 10 -2 
8.940 x 10 -2 


nkT/ Poo V 


3.493 x 10 




1.666 x 10 


-2 


8.175 x 10' 


5.898 x 10 


-3 


5.969 x 10 


-3 


6.736 x 10 


-3 


7.376 x 10" 


7.857 x 10' 


7.993 x 10 


-3 


8.117 x 10' 


8.298 x 10 


-3 


8.370 x 10 


-3 


8.454 x 10" 


8.615 x 10 


-3 


8.607 x 10 


-3 


8.607 x 10 


-3 


8.595 x 10" 


8.485 x 10 


-3 


8.403 x 10" 


8.341 x 10 


-3 


8.987 x 10" 


9.289 x 10" 


9.623 x 10 


-2 


9.985 x 10" 


1.049 x 10 


-1 


1.100 x 10" 


1.114 x 10 


-1 


1.140 x 10" 


1.129 x 10" 


1.067 x 10 


-1 


9.915 x 10 


-2 


9.192 x 10 


-2 


8.681 x 10 


-2 


8.638 x 10 


-2 


9.338 x 10" 


1.030 x 10 


-1 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

8 

> 

w / V oo 

0.7733 

0.0333 

7.111 x 10"“^ 

-9.980 x 10" 2 

0.119 

0.7800 

0.0333 

1.351 x 10" 3 

-0.171 

0.172 

0.7867 

0.0333 

2.572 x 10" 3 

-0.217 

0.210 

0.7933 

0.0333 

3.822 x 10" 3 

-0.231 

0.225 

0.8000 

0.0333 

5.268 x 10" 3 

-0.225 

0.237 

0.8067 

0.0333 

5.455 x 10" 3 

-0.194 

0.243 

0.8133 

0.0333 

5.562 x 10" 3 

-0.146 

0.243 

0.8200 

0.0333 

5.666 x 10" 3 

-9.270 x 10" 2 

0.241 

0.8267 

0.0333 

5.757 x 10" 3 

-5.274 x 10" 2 

0.241 

0.8333 

0.0333 

5.777 x 10“ 3 

1.072 x 10" 4 

0.242 

0.8400 

0.0333 

5.711 x 10" 3 

5.030 x 10" 2 

0.243 

0.8467 

0.0333 

5.533 x 10" 3 

9.285 x 10" 2 

0.239 

0.8533 

0.0333 

5.666 x 10" 3 

0.147 

0.244 

0.8600 

0.0333 

5.450 x 10" 3 

0.195 

0.242 

0.8667 

0.0333 

5.073 x 10" 3 

0.228 

0.237 

0.8733 

0.0333 

3.482 x 10" 3 

0.244 

0.221 

0.8800 

0.0333 

2.122 x 10“ 3 

0.260 

0.204 

0.8867 

0.0333 

1.173 x 10 3 

0.274 

0.186 

0.8933 

0.0333 

6.129 x 10" 4 

0.284 

0.169 

0.9000 

0.0333 

3.260 x 10" 4 

0.287 

0.154 

0.9067 

0.0333 

1.845 x 10“ 4 

0.278 

0.139 

0.9133 

0.0333 

1.220 x 10" 4 

0.252 

0.126 

0.9200 

0.0333 

9.430 x 10" 5 

0.215 

0.112 

0.9267 

0.0333 

7.762 x 10" 5 

0.184 

9.798 x 10" 2 

0.9333 

0.0333 

6.980 x 10~ 5 

0.162 

8.732 x 10 -2 

0.9400 

0.0333 

6.676 x 10" 5 

0.147 

7.923 x 10 -2 

0.9467 

0.0333 

6.279 x 10" 5 

0.132 

7.135 x 10 -2 

0.9533 

0.0333 

6.280 x 10" 5 

0.127 

6.773 x 10 -2 

0.9600 

0.0333 

6.222 x 10" 5 

0.124 

6.378 x 10 -2 

0.9667 

0.0333 

6.214 x 10" 5 

0.122 

5.996 x 10 -2 

0.9733 

0.0333 

6.145 x 10" 5 

0.120 

5.598 x 10 -2 

0.9800 

0.0333 

6.082 x 10" 5 

0.120 

5.234 x 10 -2 

0.9867 

0.0333 

5.985 x 10" 5 

0.121 

4.890 x 10 -2 

0.9933 

0.0333 

5.875 x 10" 5 

0.122 

4.577 x 10 -2 

1.0000 

0.0333 

5.811 x 10" 5 

0.123 

4.217 x 10 -2 

0.6667 

0.0400 

2.457 x 10" 4 

-1.586 x 10" 2 

-1.472 x 10 _: 


nkT/ P qo V 


1.178 

X 

10“ 

1.267 

X 

10“ 

9.418 

X 

10~ 

6.277 

X 

10' 

6.543 

X 

10" 

6.844 

X 

10" 

7.575 

X 

10" 

8.057 

X 

10" 

8.893 

X 

10" 

8.841 

X 

10" 

8.767 

X 

10" 

8.026 

X 

10" 

7.565 

X 

10" 

6.771 

X 

10" 

6.083 

X 

10" 

4.153 

X 

10" 

2.517 

X 

10" 

1.394 

X 

10" 

7.943 

X 

10" 

5.810 

X 

10" 

5.815 

X 

10" 

6.881 

X 

10" 

7.702 

X 

10" 

7.733 

X 

10" 

7.953 

X 

10" 

8.087 

X 

10" 

8.104 

X 

10" 

8.282 

X 

10" 

8.394 

X 

10" 

8.505 

X 

10" 

8.540 

X 

10" 

8.544 

X 

10" 

8.488 

X 

10" 

8.389 

X 

10" 

8.358 

X 

10" 

8.788 

X 

10" 


Table A. 2: Flow field variables on symmetry plane, fine grid 
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x/L 

z/L 

n /n 0 

“/V«, 

W /V 00 

nkT/ Poo V^ 

0.6733 

0.0400 

2.447 x 10 -4 

— 1.841'x 10 -;r 

-4.450 x 10“^ 

8.961 x lO^ 2 

0.6800 

0.0400 

2.463 x 10~ 4 

-1.848 x 10 -2 

-8.672 x 10 -2 

9.187 x 10 -2 

0.6867 

0.0400 

2.526 x 10~ 4 

-1.714 x 10 -2 

-0.140 

9.502 x 10 -2 

0.6933 

0.0400 

2.693 x 10“ 4 

-1.130 x 10 -2 

-0.196 

9.942 x 10 -2 

0.7000 

0.0400 

2.944 x 10~ 4 

5.838 x 10 -4 

-0.249 

1.014 x 10 _1 

0.7067 

0.0400 

3.233 x 10 -4 

1.192 x 10~ 2 

-0.280 

1.001 x 10 _1 

0.7133 

0.0400 

3.702 x 10 -4 

2.117 x 10~ 2 

-0.279 

9.917 x 10 -2 

0.7200 

0.0400 

4.071 x 10~ 4 

3.320 x 10~ 2 

-0.248 

9.767 x 10~ 2 

0.7267 

0.0400 

4.145 x 10~ 4 

4.222 x 10 -2 

-0.202 

9.273 x 10 -2 

0.7333 

0.0400 

3.919 x 10~ 4 

4.658 x 10~ 2 

-0.145 

8.610 x 10 -2 

0.7400 

0.0400 

3.621 x 10~ 4 

4.724 x 10~ 2 

-7.366 x 10 -2 

8.075 x 10 -2 

0.7467 

0.0400 

3.411 x 10~ 4 

3.401 x 10 -2 

-4.502 x 10~ 3 

7.795 x 10~ 2 

0.7533 

0.0400 

3.620 x 10 -4 

-2.252 x 10~ 4 

5.553 x 10~ 2 

8.104 x 10 -2 

0.7600 

0.0400 

4.237 x 10 -4 

-4.650 x 10 -2 

9.505 x 10 -2 

8.713 x 10 -2 

0.7667 

0.0400 

6.230 x 10~ 4 

-0.105 

0.131 

1.029 x 10 _1 

0.7733 

0.0400 

1.105 x 10~ 3 

' -0.165 

0.176 

1.115 x 10 _1 

0.7800 

0.0400 

2.245 x 10“ 3 

-0.201 

0.213 

1.033 x 10 _1 

0.7867 

0.0400 

3.263 x 10~ 3 

-0.222 

0.229 

6.170 x 10 -2 

0.7933 

0.0400 

4.151 x 10 -3 

-0.224 

0.239 

4.832 x 10 -2 

0.8000 

0.0400 

5.092 x 10 -3 

-0.211 

0.253 

5.640 x 10 -2 

0.8067 

0.0400 

5.170 x 10 -3 

-0.175 

0.254 

5.997 x 10 -2 

0.8133 

0.0400 

5.280 x 10 3 

-0.131 

0.254 

6.525 x 10~ 2 

0.8200 

0.0400 

5.212 x 10 3 

-8.582 x 10 -2 

0.253 

6.401 x 10~ 2 

0.8267 

0.0400 

5.195 x 10“ 3 

-4.514 x 10~ 2 

0.253 

6.827 x 10 -2 

0.8333 

0.0400 

5.345 x 10~ 3 

4.404 x 10~ 5 

0.254 

7.101 x 10 -2 

0.8400 

0.0400 

5.337 x 10~ 3 

4.349 x 10 -2 

0.254 

7.019 x 10 -2 

0.8467 

0.0400 

5.126 x 10~ 3 

8.156 x HT 2 

0.256 

6.287 x 10 -2 

0.8533 

0.0400 

5.217 x 10~ 3 

0.130 

0.254 

6.474 x 10 -2 

0.8600 

0.0400 

4.888 x 10 -3 

0.172 

0.256 

5.742 x 10 -2 

0.8667 

0.0400 

4.755 x 10~ 3 

0.208 

0.256 

5.386 x 10~ 2 

0.8733 

0.0400 

3.861 x 10~ 3 

0.228 

0.238 

4.086 x 10 -2 

0.8800 

0.0400 

2.702 x 10 -3 

0.245 

0.223 

2.851 x 10 -2 

0.8867 

0.0400 

1.793 x 10 -3 

0.259 

0.207 

1.881 x 10 -2 

0.8933 

0.0400 

1.103 x 10~ 3 

0.271 

0.192 

1.156 x 10 -2 

0.9000 

0.0400 

6.396 x 10 -4 

0.281 

0.179 

7.129 x 10 -3 

0.9067 

0.0400 

3.798 x 10 -4 

0.285 

0.165 

5.664 x 10 -3 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


261 


x/L 

z/L 

n / n o 

U /Voo 

W /V 00 


0.9133 

0.0400 

2.233 x 10~ 4 

0.279 

0.153 

5.516 x 10 3 

0.9200 

0.0400 

1.486 x 10 -4 

0.258 

0.141 

6.812 x 10 -3 

0.9267 

0.0400 

1.032 x 10 -4 

0.232 

0.127 

7.004 x 10 3 

0.9333 

0.0400 

8.555 x 10 -5 

0.201 

0.113 

7.682 x 10 3 

0.9400 

0.0400 

7.472 x 10~ 5 

0.176 

0.102 

7.791 x 10 3 

0.9467 

0.0400 

6.837 x 10~ 5 

0.155 

9.137 x 10 -2 

7.879 x 10 -3 

0.9533 

0.0400 

6.686 x 10~ 5 

0.147 

8.562 x 10 -2 

8.057 x 10~ 3 

0.9600 

0.0400 

6.471 x 10" 5 

0.138 

7.954 x 10 -2 

8.189 x 10 -3 

0.9667 

0.0400 

6.439 x 10 -5 

0.135 

7.518 x 10~ 2 

8.330 x 10 -3 

0.9733 

0.0400 

6.353 x 10~ 5 

0.132 

7.048 x 10 -2 

8.427 x 10 -3 

0.9800 

0.0400 

6.251 x 10 -5 

0.131 

6.601 x 10 -2 

8.464 x 10 -3 

0.9867 

0.0400 

6.146 x 10~ 5 

0.131 

6.271 x 10 -2 

8.375 x 10 -3 

0.9933 

0.0400 

6.041 x 10 -5 

0.132 

5.891 x 10“ 2 

8.314 x 10 -3 

1.0000 

0.0400 

5.965 x 10 -5 

0.133 

5.520 x 10 -2 

8.299 x 10 -3 

0.6667 

0.0467 

2.382 x 10 -4 

2.112 x 10 -2 

-1.362 x 10 -2 

8.621 x 10 -2 

0.6733 

0.0467 

2.368 x 10 -4 

1.640 x 10~ 2 

-4.811 x 10 -2 

8.785 x 10 -2 

0.6800 

0.0467 

2.406 x 10 -4 

9.006 x 10~ 3 

-9.753 x 10~ 2 

9.049 x 10“ 2 

0.6867 

0.0467 

2.501 x 10 -4 

3.472 x 10 -5 

-0.156 

9.477 x 10~ 2 

0.6933 

0.0467 

2.639 x 10 -4 

1.765 x 10 -4 

-0.215 

9.794 x 10 -2 

0.7000 

0.0467 

2.898 x 10 -4 

4.137 x 10~ 3 

-0.261 

9.955 x 10~ 2 

0.7067 

0.0467 

3.279 x 10~ 4 

1.052 x 10~ 2 

-0.291 

1.001 x 10~ 4 

0.7133 

0.0467 

3.728 x 10~ 4 

1.997 x 10 -2 

-0.288 

9.744 x 10“ 2 

0.7200 

0.0467 

4.164 x 10 -4 

2.735 x 10~ 2 

-0.262 

9.261 x 10 -2 

0.7267 

0.0467 

4.136 x 10 -4 

3.434 x 10 -2 

-0.214 

8.569 x 10~ 2 

0.7333 

0.0467 

3.912 x 10 -4 

3.328 x 10 -2 

-0.148 

8.138 x 10 - ^ 

C\ 

0.7400 

0.0467 

3.591 x 10~ 4 

2.058 x 10 -2 

-6.626 x 10 -2 

7.719 x 10 _z 

0.7467 

0.0467 

3.501 x 10~ 4 

-7.267 x 10 -3 

1.410 x 10“ 2 

7.564 x 10 -2 

0.7533 

0.0467 

3.840 x 10~ 4 

-5.578 x 10~ 2 

8.763 x 10~ 2 

7.696 x 10 -2 

0.7600 

0.0467 

5.201 x 10~ 4 

-0.111 

0.139 

8.609 x 10 -2 

0.7667 

0.0467 

9.277 x 10~ 4 

-0.160 

0.181 

9.851 x 10 -2 

0.7733 

0.0467 

1.873 x 10 -3 

-0.191 

0.216 

1.011 x 10 _1 

rs 

0.7800 

0.0467 

2.916 x 10~ 3 

-0.208 

0.233 

7.349 x I0' z 

0.7867 

0.0467 

3.407 x 10 -3 

-0.220 

0.241 

4.253 x 10 -z 

0.7933 

0.0467 

4.108 x 10 -3 

-0.213 

0.253 

4.235 x 10 -2 

0.8000 

0.0467 

4.817 x 10 -3 

-0.191 

0.270 

5.032 x 10 -2 

a 

0.8067 

0.0467 

4.958 x 10 -3 

-0.154 

0.268 

5.384 x 10“^ 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

8 

> 

¥ 

w/Vqo 

nkT/ Poo V^ 

¥8133 

0.0467 

4.983 x 10 -3 

-0.118 

0.265 

5.594 x 10“^ 

0.8200 

0.0467 

4.939 x 10 -3 

-8.320 x 10~ 2 

0.265 

5.947 x 10~ 2 

0.8267 

0.0467 

5.031 x 10~ 3 

-3.843 x 10 -2 

0.266 

6.012 x 10 -2 

0.8333 

0.0467 

4.919 x 10 -3 

-3.786 x 10 -4 

0.264 

5.938 x 10 -2 

0.8400 

0.0467 

5.056 x 10 -3 

4.043 x 10 -2 

0.265 

5.967 x 10 -2 

0.8467 

0.0467 

4.914 x 10~ 3 

8.480 x 10“ 2 

0.264 

5.820 x 10~ 2 

0.8533 

0.0467 

4.852 x 10~ 3 

0.119 

0.265 

5.422 x 10 -2 

0.8600 

0.0467 

4.750 x 10~ 3 

0.157 

0.267 

5.178 x 10 -2 

0.8667 

0.0467 

4.775 x 10~ 3 

0.195 

0.267 

4.925 x 10~ 2 

0.8733 

0.0467 

4.020 x 10~ 3 

0.214 

0.253 

4.008 x 10 -2 

0.8800 

0.0467 

2.982 x 10~ 3 

0.231 

0.238 

2.861 x 10 -2 

0.8867 

0.0467 

2.194 x 10 -3 

0.245 

0.224 

2.078 x 10 -2 

0.8933 

0.0467 

1.534 x 10 -3 

0.258 

0.211 

1.440 x 10 -2 

0.9000 

0.0467 

1.024 x 10 -3 

0.269 

0.197 

9.581 x 10~ 3 

0.9067 

0.0467 

6.542 x 10 -4 

0.278 

0.185 

6.546 x 10 -3 

0.9133 

0.0467 

4.076 x 10 -4 

0.282 

0.175 

5.284 x 10 -3 

0.9200 

0.0467 

2.598 x 10 -4 

0.277 

0.165 

5.588 x 10~ 3 

0.9267 

0.0467 

1.705 x 10“ 4 

0.263 

0.155 

6.336 x 10 -3 

0.9333 

0.0467 

1.214 x 10~ 4 

0.239 

0.142 

7.096 x 10~ 3 

0.9400 

0.0467 

9.353 x 10~ 5 

0.213 

0.127 

7.364 x 10 -3 

0.9467 

0.0467 

7.893 x 10~ 5 

0.187 

0.114 

7.534 x 10 -3 

0.9533 

0.0467 

7.408 x 10“ 5 

0.171 

0.105 

7.816 x 10 -3 

0.9600 

0.0467 

7.041 x 10~ 5 

0.158 

9.780 x 10~ 2 

8.031 x 10“ 3 

0.9667 

0.0467 

6.700 x 10 -5 

0.150 

9.123 x 10 -2 

8.093 x 10 -3 

0.9733 

0.0467 

6.536 x 10 -5 

0.146 

8.567 x 10~ 2 

8.181 x 10 -3 

0.9800 

0.0467 

6.431 x 10~ 5 

0.143 

8.061 x 10 -2 

8.255 x 10 -3 

0.9867 

0.0467 

6.294 x 10 " 5 

0.141 

7.617 x 10~ 2 

8.193 x 10 -3 

0.9933 

0.0467 

6.176 x 10~ 5 

0.141 

7.230 x 10 -2 

8.156 x 10 -3 

1.0000 

0.0467 

6.090 x 10 -5 

0.141 

6.840 x 10 -2 

8.163 x 10 -3 

0.6667 

0.0533 

2.402 x 10~ 4 

6.222 x 10 -2 

-8.997 x 10 -3 

8.799 x 10 -2 

0.6733 

0.0533 

2.390 x 10 -4 

5.020 x 10~ 2 

-4.583 x 10 -2 

9.007 x 10~ 2 

0.6800 

0.0533 

2.439 x 10~ 4 

3.581 x 10~ 2 

-9.494 x 10 -2 

9.338 x 10“ 2 

0.6867 

0.0533 

2.545 x 10 -4 

2.048 x 10~ 2 

-0.156 

9.774 x 10 -2 

0.6933 

0.0533 

2.713 x 10~ 4 

9.977 x 10 -3 

-0.221 

1.018 x 10 _1 

0.7000 

0.0533 

2.978 x 10~ 4 

3.646 x 10 -3 

-0.274 

1.038 x 10 _1 

0.7067 

0.0533 

3.407 x 10 -4 

5.893 x 10~ 3 

-0.302 

1.034 x 10 _1 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


z/L 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 

0.0533 


n / n o 

4.000 x 10" 
4.412 x 10" 
4.398 x 10" 
4.045 x 10' 
3.737 x 10" 
3.736 x 10“ 
4.573 x 10“ 
7.314 x 10" 
1.496 x 10" 
2.592 x 10" 
3.030 x 10" 
3.312 x 10" 
3.927 x 10" 
4.748 x 10" 
4.748 x 10" 
4.851 x 10" 

4.820 x 10" 
4.846 x 10" 
4.828 x 10" 
4.720 x 10" 

4.795 x 10" 
4.622 x 10" 
4.471 x 10" 
4.655 x 10" 
3.935 x 10" 
3.050 x 10" 
2.357 x 10" 

1.820 x 10" 
1.318 x 10" 
9.437 x 10" 
6.379 x 10" 
4.235 x 10" 

2.796 x 10' 
1.889 x 10" 
1.299 x 10" 
1.002 x 10" 


U / V oo 

W / V QO 

1.259 x 10~ 2 

-0.295 

2.231 x 10~ 2 

-0.262 

2.537 x 10 -2 

-0.210 

2.128 x 10" 2 

-0.139 


-2.120 x 10" 
-4.574 x 10" 


-4.485 x 10" 
4.872 x 10“ 


-0.106 

0.128 

-0.159 

0.180 

-0.185 

0.216 

-0.198 

0.237 

-0.211 

0.244 

-0.213 

0.252 

-0.200 

0.264 

-0.179 

0.279 

-0.146 

0.279 

-0.117 

0.278 

-6.645 x 10 -2 

0.277 

-2.839 x 10 -2 

0.275 

1.813 x 10 -3 

0.277 

3.263 x 10 -2 

0.275 

6.804 x 10 -2 

0.276 

0.118 

0.278 

0.149 

0.278 

0.184 

0.275 

0.200 

0.265 

0.217 

0.251 

0.232 

0.238 

0.245 

0.225 

0.257 

0.213 

0.267 

0.201 

0.275 

0.190 

0.279 

0.181 

0.276 

0.175 

0.264 

0.166 

0.245 

0.152 

0.219 

0.138 


1.003 x 10" 
9.380 x 10“ 
8.876 x 10" 
8.230 x 10" 
7.922 x 10" 
7.442 x 10" 
7.591 x 10" 
8.073 x 10" 
9.099 x 10" 

7.760 x 10" 
4.602 x 10" 
3.308 x 10" 
3.766 x 10" 
4.807 x 10' 
4.889 x 10" 
5.301 x 10" 
5.331 x 10" 
5.337 x 10" 
5.278 x 10" 
5.214 x 10" 
5.275 x 10' 
5.017 x 10" 
4.599 x 10" 
4.637 x 10" 
3.740 x 10" 

2.761 x 10' 
2.069 x 10" 
1.569 x 10" 
1.129 x 10" 
8.024 x 10" 
5.723 x 10" 
4.898 x 10" 
5.072 x 10" 
6.068 x 10" 
6.755 x 10" 
7.253 x 10" 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n/n 0 

0.9533 

0.0533 

8.548 x 10~ 5 

0.9600 

0.0533 

7.663 x 10~ 5 

0.9667 

0.0533 

7.028 x 10 -5 

0.9733 

0.0533 

6.839 x 10~ 5 

0.9800 

0.0533 

6.622 x 10 -5 

0.9867 

0.0533 

6.468 x 10~ 5 

0.9933 

0.0533 

6.306 x 10~ 5 

1.0000 

0.0533 

6.202 x 10 -5 

0.6667 

0.0600 

2.407 x 10 -4 

0.6733 

0.0600 

2.421 x 10 -4 

0.6800 

0.0600 

2.484 x 10 -4 

0.6867 

0.0600 

2.623 x 10 -4 

0.6933 

0.0600 

2.837 x 10 -4 

0.7000 

0.0600 

3.162 x 10 -4 

0.7067 

0.0600 

3.684 x 10" 4 

0.7133 

0.0600 

4.348 x 10 -4 

0.7200 

0.0600 

4.868 x 10 -4 

0.7267 

0.0600 

4.833 x 10 -4 

0.7333 

0.0600 

4.443 x 10~~ 4 

0.7400 

0.0600 

4.126 x 10~ 4 

0.7467 

0.0600 

4.472 x 10~ 4 

0.7533 

0.0600 

6.263 x 10 -4 

0.7600 

0.0600 

1.136 x 10~ 3 

0.7667 

0.0600 

2.149 x 10~ 3 

0.7733 

0.0600 

2.825 x 10 -3 

0.7800 

0.0600 

2.864 x 10 -3 

0.7867 

0.0600 

3.090 x 10~ 3 

0.7933 

0.0600 

3.752 x 10~ 3 

0.8000 

0.0600 

4.510 x 10 -3 

0.8067 

0.0600 

4.578 x 10 -3 

0.8133 

0.0600 

4.604 x 10~ 3 

0.8200 

0.0600 

4.625 x 10~ 3 

0.8267 

0.0600 

4.627 x 10“ 3 

0.8333 

0.0600 

4.609 x 10 -3 

0.8400 

0.0600 

4.635 x 10 -3 

0.8467 

0.0600 

4.354 x 10 -3 


8 

> 

w / V oo 

0.196 

0.126 

0.178 

0.116 

0.166 

0.108 

0.160 

0.102 

0.155 

9.557 x 10 -2 

0.152 

9.053 x 10 -2 

0.150 

8.571 x 10~ 2 

0.149 

8.156 x 10 -2 

0.104 

1.134 x 10~ 3 


8.457 x 10 -2 

-3.456 x 10 

6.089 x 10~ 2 

-8.357 x 10 

3.491 x 10~ 2 

-0.146 

1.331 x 10 -2 

-0.214 

1.401 x 10~ 3 

-0.270 

1.534 x 10 -3 

-0.301 

4.674 x 10 -3 

-0.288 

1.479 x 10 -2 

-0.252 

1.682 x 10~ 2 

-0.196 

6.012 x 10 -3 

-0.115 

-2.506 x 10 -2 

-1.343 x 10 


-7.907 x 10' 


9.257 x 10' 


-0.144 

0.172 

-0.180 

0.215 

-0.192 

0.238 

-0.202 

0.248 

-0.210 

0.253 

-0.203 

0.262 

-0.186 

0.275 

-0.166 

0.287 

-0.137 

0.288 

-0.105 

0.288 

-6.068 x 10 -2 

0.285 

-2.816 x 10 -2 

0.284 

1.495 x 10 -3 

0.284 

2.999 x 10 -2 

0.285 

6.046 x 10 -2 

0.287 


Table A.2: Flow field variables on symmetry plane, fine grid 
(continued). 


z/L 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 


n / n o 

4.538 x 10" 
4.271 x 10" 

4.149 x 10" 
3.763 x 10" 
3.054 x 10" 
2.408 x 10" 
1.935 x 10" 
1.532 x 10“ 
1.157 x 10“ 
8.517 x 10" 

6.149 x 10" 
4.277 x 10“ 
3.019 x 10" 
2.075 x 10" 

1.442 x 10" 
1.107 x 10" 
8.989 x 10" 
7.875 x 10" 
7.417 x 10" 
6.855 x 10" 
6.617 x 10' 

6.443 x 10' 
6.326 x 10" 
2.440 x 10' 
2.465 x 10" 
2.589 x 10" 
2.798 x 10' 
3.049 x 10' 
3.414 x 10" 
4.008 x 10’ 
4.883 x 10' 
5.559 x 10' 
5.477 x 10' 
5.001 x 10' 
4.898 x 10" 
5.836 x 10' 


u/Vqo 

w/Vqo 

0.108 

0.287 

0.136 

0.288 

0.165 

0.287 

0.186 

0.275 

0.204 

0.263 

0.220 

0.250 

0.234 

0.238 

0.245 

0.226 

0.256 

0.215 

0.265 

0.204 

0.273 

0.194 

0.277 

0.187 

0.274 

0.181 

0.264 

0.174 

0.247 

0.162 

0.224 

0.149 

0.203 

0.137 

0.186 

0.126 

-0.176 

0.118 

0.166 

0.110 

0.162 

0.104 

0.158 

9.917 x 10“ 2 

0.156 

9.487 x 10“ 2 

0.148 

1.564 x 10“ 2 

0.122 

-1.549 x 10“ 2 

085 x 10“ 2 

-6.056 x 10“ 2 


5.576 x 10“ 
2.300 x 10“ 
-3.574 x 10' 
-7.315 x 10' 
-1.249 x 10' 
5.775 x 10“ 
7.155 x 10“ 
-5.549 x 10' 
-4.830 x 10' 
- 0.111 


-0.124 

-0.194 

-0.252 

-0.288 

-0.278 

-0.239 

-0.176 

-8.651 x 10“ 2 
2.660 x 10“ 2 
0.137 


4.290 x 10“ 
4.094 x 10" 
3.420 x 10" 
2.638 x 10" 
1.992 x 10" 
1.550 x 10" 
1.216 x 10" 
9.045 x 10" 
6.659 x 10" 
5.038 x 10" 

4.332 x 10" 
4.923 x 10" 
5.776 x 10" 
6.541 x 10" 
7.138 x 10" 

7.333 x 10" 
7.471 x 10" 
7.642 x 10" 
7.613 x 10' 
7.597 x 10' 
7.668 x 10' 
7.762 x 10" 
9.231 x 10' 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n 0 

0.7533 

0.0667 

9.322 x 

0.7600 

0.0667 

1.731 x 10~ 3 

0.7667 

0.0667 

2.557 x 10~ 3 

0.7733 

0.0667 

2.639 x 10~ 3 

0.7800 

0.0667 

2.609 x 10~ 3 

0.7867 

0.0667 

2.926 x 10 -3 

0.7933 

0.0667 

3.571 x 10' 3 

0.8000 

0.0667 

4.270 x 10 -3 

0.8067 

0.0667 

4.345 x 10 -3 

0.8133 

0.0667 

4.428 x 10 -3 

0.8200 

0.0667 

4.356 x 10 -3 

0.8267 

0.0667 

4.311 x 10~ 3 

0.8333 

0.0667 

4.320 x 10~ 3 

0.8400 

0.0667 

4.299 x 10~ 3 

0.8467 

0.0667 

4.349 x 10~ 3 

0.8533 

0.0667 

4.213 x 10 -3 

0.8600 

0.0667 

4.225 x 10~ 3 

0.8667 

0.0667 

4.170 x 10~ 3 

0.8733 

0.0667 

3.617 x 10 -3 

0.8800 

0.0667 

2.938 x 10 -3 

0.8867 

0.0667 

2.440 x 10 -3 

0.8933 

0.0667 

1.980 x 10~ 3 

0.9000 

0.0667 

1.625 x 10~ 3 

0.9067 

0.0667 

1.318 x 10 -3 

0.9133 

0.0667 

1.013 x 10~ 3 

0.9200 

0.0667 

7.738 x 10 -4 

0.9267 

0.0667 

5.783 x 10 -4 

0.9333 

0.0667 

4.302 x 10 -4 

0.9400 

0.0667 

3.134 x 10~ 4 

0.9467 

0.0667 

2.243 x 10~ 4 

0.9533 

0.0667 

1.576 x 10~ 4 

0.9600 

0.0667 

1.144 x 10 -4 

0.9667 

0.0667 

9.411 x 10 5 

0.9733 

0.0667 

8.118 x 10~ 5 

0.9800 

0.0667 

7.309 x 10" 5 

0.9867 

0.0667 

6.846 x 10 -5 


«/Voc 

w / V oo 

-0.165 

0.207 

-0.187 

0.237 

-0.194 

0.250 

-0.203 

0.256 

-0.204 

0.262 

-0.192 

0.272 

-0.174 

0.283 

-0.152 

0.295 

-0.127 

0.298 

-0.100 

0.298 

-5.423 x 10 -2 

0.297 

-2.654 x 10~ 2 

0.295 

-1.466 x 10~ 3 

0.294 

2.566 x 10 -2 

0.296 

5.429 x 10~ 2 

0.296 

9.918 x 10 -2 

0.297 

0.123 

0.300 

0.152 

0.295 

0.174 

0.284 

0.192 

0.272 

0.208 

0.261 

0.222 

0.250 

0.235 

0.238 

0.246 

0.228 

0.255 

0.217 

0.264 

0.207 

0.270 

0.198 

0.274 

0.192 

0.272 

0.187 

0.264 

0.181 

0.247 

0.171 

0.228 

0.159 

0.206 

0.145 

0.190 

0.135 

0.179 

0.126 

0.173 

0.118 


tikT/ ppcV^ 

7.800 x 10^ 
7.147 x 10 -2 
5.757 x 10 -2 

3.350 x 10~ 2 

2.350 x 10~ 2 
2.483 x 10' 2 
3.126 x 10 -2 
3.978 x 10~ 2 
4.150 x 10~ 2 

4.516 x 10' 2 
4.297 x 10 -2 
4.277 x 10 -2 

4.286 x 10~ 2 

4.286 x 10 -2 
4.303 x 10~ 2 
4.282 x 10 -2 
4.075 x 10~ 2 
3.877 x 10 -2 
3.149 x 10~ 2 
2.430 x 10~ 2 
1.935 x 10~ 2 

1.516 x 10~ 2 
1.205 x 10~ 2 
9.635 x 10 -3 
7.323 x 10 -3 
5.564 x 10 -3 
4.314 x 10 -3 
4.030 x 10~ 3 
4.549 x 10 -3 
5.661 x 10~ 3 
6.606 x 10 -3 
6.829 x 10 -3 
7.184 x 10 -3 
7.251 x 10 -3 
7.229 x 10 -3 
7.228 x 10 -3 


Table A.2: Flow field variables on symmetry plane, fine grid 
(continued). 


267 


x/L 

z/L 

n/ n o 

u/Voo 

w / V oo 


0.9933 

0.0667 

6.686 x 10“ 5 

0.168 

0.114 

7.363 x 10~ 3 

1.0000 

0.0667 

6.516 x 10“ 5 

0.164 

0.108 

7.512 x 10 -J 

0.6667 

0.0733 

2.500 x 10“ 4 

0.199 

3.425 x 10 -2 

9.559 x 10 -2 

0.6733 

0.0733 

2.547 x 10“ 4 

0.167 

8.084 x 10 -3 

1.007 x 10 1 

0.6800 

0.0733 

2.703 x 10“ 4 

0.128 

-2.950 x 10~ 2 

1.113 x 10 1 

0.6867 

0.0733 

2.959 x 10~ 4 

8.168 x 10“ 2 

-8.791 x 10 -2 

1.255 x 10 1 

0.6933 

0.0733 

3.272 x 10“ 4 

3.572 x 10“ 2 

-0.160 

1.378 x 10“ 1 

0.7000 

0.0733 

3.680 x 10“ 4 

1.283 x 10“ 3 

-0.230 

1.419 x 10 1 

0.7067 

0.0733 

4.373 x 10“ 4 

-1.402 x 10“ 2 

-0.272 

1.437 x 10 1 

0.7133 

0.0733 

5.489 x 10“ 4 

-1.003 x 10“ 2 

-0.265 

1.415 x 10 1 

0.7200 

0.0733 

6.325 x 10“ 4 

-1.286 x 10“ 4 

-0.226 

1.326 x 10 1 

0.7267 

0.0733 

6.356 x 10 -4 

-2.938 x 10~ 4 

-0.154 

1.249 x 10 _1 

0.7333 

0.0733 

5.856 x 10“ 4 

-2.093 x 10“ 2 

-5.295 x 10~ 2 

1.166 x 10 _1 

0.7400 

0.0733 

6.082 x 10“ 4 

-6.817 x 10“ 2 

6.977 x 10 -2 

1.087 x 10 _1 

0.7467 

0.0733 

8.084 x 10“ 4 

-0.133 

0.179 

9.357 x 10 1 

0.7533 

0.0733 

1.410 x 10“ 3 

-0.173 

0.232 

7.724 x 10“^ 

0.7600 

0.0733 

2.280 x 10“ 3 

-0.188 

0.252 

5.991 x 10“ z 

n 

0.7667 

0.0733 

2.523 x 10“ 3 

-0.195 

0.258 

3.891 x 10 1 

0.7733 

0.0733 

2.338 x 10“ 3 

-0.202 

0.262 

2.226 x 10 z 

0.7800 

0.0733 

2.419 x 10 3 

-0.196 

0.270 

1.958 x 10 * 

n 

0.7867 

0.0733 

2.830 x 10“ 3 

-0.181 

0.280 

2.285 x 10 1 

cy 

0.7933 

0.0733 

3.363 x 10“ 3 

-0.162 

0.290 

2.832 x 10 z 

cy 

0.8000 

0.0733 

3.975 x 10“ 3 

-0.142 

0.301 

3.528 x 10 1 

cy 

0.8067 

0.0733 

4.193 x 10“ 3 

-0.120 

0.307 

3.952 x 10~* 

cy 

0.8133 

0.0733 

4.259 x 10“ 3 

—9.231 x 10“ 2 

0.307 

4.188 x I0~ z 

r\ 

0.8200 

0.0733 

4.210 x 10“ 3 

-5.238 x 10~ 2 

0.305 

4.006 x I0~ z 

a 

0.8267 

0.0733 

4.153 x 10“ 3 

-2.280 x 10“ 2 

0.305 

3.945 x 10“ z 

cy 

0.8333 

0.0733 

4.120 x 10“ 3 

-3.032 x 10 -4 

0.305 

3.914 x 10“^ 

0.8400 

0.0733 

4.136 x 10“ 3 

2.495 x 10 -2 

0.304 

3.926 x 10“ z 

n 

0.8467 

0.0733 

4.075 x 10~ 3 

5.249 x 10~ 2 

0.306 

3.862 x IQ~ 1 

r\ 

0.8533 

0.0733 

4.147 x 10“ 3 

9.412 x 10' 2 

0.307 

4.093 x IQ'* 

cy 

0.8600 

0.0733 

3.907 x 10“ 3 

0.120 

0.308 

3.690 x 10 1 

cy 

0.8667 

0.0733 

3.914 x 10~ 3 

0.141 

0.301 

3.472 x 10 1 

cy 

0.8733 

0.0733 

3.346 x 10“ 3 

0.163 

0.290 

2.814 x 10 1 

cy 

0.8800 

0.0733 

2.819 x 10“ 3 

0.182 

0.280 

2.243 x 10“ 2 

cy 

0.8867 

0.0733 

2.354 x 10“ 3 

0.197 

0.270 

1.783 x 10~* 


Table A . 2 : Flow field variables on symmetry plane , fine grid 
( continued ). 


x/L 

z/L 

0.8933 

0.0733 

0.9000 

0.0733 

0.9067 

0.0733 

0.9133 

0.0733 

0.9200 

0.0733 

0.9267 

0.0733 

0.9333 

0.0733 

0.9400 

0.0733 

0.9467 

0.0733 

0.9533 

0.0733 

0.9600 

0.0733 

0.9667 

0.0733 

0.9733 

0.0733 

0.9800 

0.0733 

0.9867 

0.0733 

0.9933 

0.0733 

1.0000 

0.0733 

0.6667 

0.0800 

0.6733 

0.0800 

0.6800 

0.0800 

0.6867 

0.0800 

0.6933 

0.0800 

0.7000 

0.0800 

0.7067 

0.0800 

0.7133 

0.0800 

0.7200 

0.0800 

0.7267 

0.0800 

0.7333 

0.0800 

0.7400 

0.0800 

0.7467 

0.0800 

0.7533 

0.0800 

0.7600 

0.0800 

0.7667 

0.0800 

0.7733 

0.0800 

0.7800 

0.0800 

0.7867 

0.0800 


n /n 0 


1.992 

X 

10 -3 

1.653 

X 

10~ 3 

1.380 

X 

10 -3 

1.137 

X 

10~ 3 

9.004 

X 

10 -4 

7.048 

X 

10~ 4 

5.415 

X 

10 -4 

4.170 

X 

lO" 4 

3.190 

X 

10” 4 

2.306 

X 

10~ 4 

1.644 

X 

10- 4 

1.198 

X 

10- 4 

9.658 

X 

10 -5 

8.158 

X 

10 -5 

7.383 

X 

10~ 5 

7.062 

X 

10~ 5 

6.714 

X 

10 -5 

2.564 

X 

10- 4 

2.653 

X 

10“ 4 

2.813 

X 

10~ 4 

3.097 

X 

10 -4 

3.441 

X 

10~ 4 

3.939 

X 

10~ 4 

4.880 

X 

10- 4 

6.293 

X 

10~ 4 

7.376 

X 

io ~ 4 

7.398 

X 

10“ 4 

6.981 

X 

10~ 4 

8.091 

X 

10~ 4 

1.205 

X 

10~ 3 

1.902 

X 

10~ 3 

2.408 

X 

10 -3 

2.263 

X 

10~ 3 

2.100 

X 

10~ 3 

2.293 

X 

10 -3 

2.679 

X 

10 -3 


u /Vqo 

0.212 

0.224 

0.236 

0.246 

0.255 

0.263 

0.269 

0.272 

0.269 

0.260 

0.247 

0.229 

0.208 

0.195 

0.186 

0.179 

0.173 

0.259 

0.219 

0.164 

9.853 x 10“ 2 
4.412 x 10~ 2 
1.321 x 10 -3 
- 1.712 x 10 -2 
- 1.825 x 10 -2 
- 9.368 x 10 -3 
- 7.613 x 10 -3 
- 3.260 x 10 -2 
- 8.287 x 10 -2 
- 0.141 
- 0.176 
- 0.188 
- 0.195 
- 0.197 
- 0.187 
- 0.171 


w / V oo 

0.259 

0.249 

0.238 

0.228 

0.219 

0.210 

0.202 

0.195 

0.192 

0.187 

0.178 

0.166 

0.153 

0.142 

0.134 

0.128 

0.123 

5.914 x 10~ 2 
3.433 x 10 -2 
- 5.153 x 10~ 3 
- 6.135 x 10~ 2 
- 0.137 
- 0.209 
- 0.253 
- 0.248 
- 0.207 
- 0.134 

- 1.866 x 10~ 2 
0.111 
0.209 
0.249 
0.260 
0.264 
0.269 
0.277 
0.287 


nkT /Poo V ; 


1.463 

X 

10 -2 

1.178 

X 

10~ 2 

9.545 

X 

10 -3 

7.649 

X 

10~ 3 

6.024 

X 

10~ 3 

4.696 

X 

10~ 3 

3.766 

X 

10 -3 

3.518 

X 

10~ 3 

4.271 

X 

10 -3 

5.514 

X 

10~ 3 

6.322 

X 

10~ 3 

6.688 

X 

10 -3 

7.026 

X 

10 -3 

6.922 

X 

10~ 3 

6.924 

X 

10 -3 

7.107 

X 

10 -3 

7.171 

X 

10~ 3 

9.832 

X 

10~ 2 

1.056 

X 

10 _1 

1.168 

X 

10 -1 

1.336 

X 

10 _1 

1.476 

X 

10" 1 

1.579 

X 

10' 1 

1.670 

X 

10 _1 

1.656 

X 

10 _1 

1.545 

X 

10 _1 

1.454 

X 

10 -1 

1.373 

X 

10 _1 

1.281 

X 

10 -1 

1.034 

X 

10 _1 

6.865 

X 

10 -2 

4.510 

X 

10~ 2 

2.560 

X 

10 -2 

1.701 

X 

10 -2 

1.740 

X 

10 -2 

2.092 

X 

10 -2 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

0.7933 

0.0800 

3.140 x 10 "* 

0.8000 

0.0800 

3.564 x 10” 3 

0.8067 

0.0800 

3.830 x 10” 3 

0.8133 

0.0800 

4.008 x 10" 3 

0.8200 

0.0800 

3.980 x 10" 3 

0.8267 

0.0800 

3.954 x 10" 3 

0.8333 

0.0800 

3.859 x 10” 3 

0.8400 

0.0800 

3.990 x 10" 3 

0.8467 

0.0800 

3.773 x 10" 3 

0.8533 

0.0800 

3.869 x 10" 3 

0.8600 

0.0800 

4.051 x 10” 3 

0.8667 

0.0800 

3.581 x 10” 3 

0.8733 

0.0800 

3.050 x 10“ 3 

0.8800 

0.0800 

2.693 x 10” 3 

0.8867 

0.0800 

2.290 x 10" 3 

0.8933 

0.0800 

1.958 x 10" 3 

0.9000 

0.0800 

1.670 x 10” 3 

0.9067 

0.0800 

1.401 x 10" 3 

0.9133 

0.0800 

1.194 x 10” 3 

0.9200 

0.0800 

9.988 x 10“ 4 

0.9267 

0.0800 

8.025 x 10” 4 

0.9333 

0.0800 

6.347 x 10“ 4 

0.9400 

0.0800 

5.058 x 10“ 4 

0.9467 

0.0800 

4.063 x 10” 4 

0.9533 

0.0800 

3.131 x 10” 4 

0.9600 

0.0800 

2.378 x 10” 4 

0.9667 

0.0800 

1.714 x 10” 4 

0.9733 

0.0800 

1.229 x 10” 4 

0.9800 

0.0800 

1.003 x 10” 4 

0.9867 

0.0800 

8.542 x 10” 5 

0.9933 

0.0800 

8.175 x 10” 5 

1.0000 

0.0800 

7.370 x 10” 5 

0.6667 

0.0867 

2.628 x 10” 4 

0.6733 

0.0867 

2.759 x 10” 4 

0.6800 

0.0867 

2.925 x 10” 4 

0.6867 

0.0867 

3.254 x 10” 4 


- 0.152 

0.296 

- 0.132 

0.306 

- 0.107 

0.315 

- 8.679 x 10” 2 

0.316 

- 5.004 x 10” 2 

0.315 

- 2.349 x 10” 2 

0.316 

- 3.901 x 10” 4 

0.315 

2.366 x 10” 2 

0.315 

5.013 x 10” 2 

0.315 

8.707 x 10” 2 

0.316 

0.110 

0.314 

0.132 

0.306 

0.153 

0.296 

0.171 

0.287 

0.188 

0.277 

0.201 

0.267 

0.214 

0.258 

0.226 

0.248 

- 0.236 

0.238 

0.246 

0.229 

0.254 

0.220 

0.262 

0.212 

0.267 

0.205 

0.270 

0.199 

0.266 

0.196 

0.258 

0.193 

0.247 

0.184 

0.227 

0.172 

0.214 

0.161 

0.203 

0.153 

0.197 

0.148 

0.189 

0.141 


nkT/ Poo V; 

2.531 x 10 ” 
3.013 x 10 " 
3.466 x 10 " 
3.768 x 10 ” 
3.656 x 10 " 

3.627 x 10 " 

3.532 x 10 " 
3.632 x 10 " 
3.478 x 10 " 

3.628 x 10 " 
3.647 x 10 " 
3.036 x 10 " 
2.471 x 10 ” 
2.077 x 10 " 

1.687 x 10 ” 
1.383 x 10 " 
1.140 x 10 " 
9.284 x 10 " 

7.687 x 10 ” 


8.888 x 10 " 
6.765 x 10 ” 
4.039 x 10 ” 
- 7.878 x 10 “ 


3.279 x 10 ' 

3.218 x 10 ' 
4.107 x 10 ' 
5.227 x 10 ' 
5.998 x 10 ' 
6.577 x 10 ' 
6.747 x 10 ' 
6.630 x 10 ' 
6.819 x 10 ' 
6.791 x 10 ' 
9.929 x 10 ' 
1.089 x 10 ' 

1.218 x 10 ' 
1.434 x 10 ' 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n 0 

«/V M 

w / V oo 

■AT/OooVi, 

0.6933 

0.0867 

3.636 x 10~ 4 

7.462 x 10 -2 ~ 

-8.301 x 10 -2 

1.637 x 10 1 

0.7000 

0.0867 

4.301 x 10~ 4 

1.184 x 10 -2 

-0.171 

1.835 x 10 _1 

0.7067 

0.0867 

5.370 x 10" 4 

-2.416 x 10 -2 

-0.225 

1.938 x 10~ l 

0.7133 

0.0867 

7.209 x 10“ 4 

-2.680 x 10~ 2 

-0.229 

1.977 x 10 _1 

0.7200 

0.0867 

8.870 x 10 -4 

-1.901 x 10 -2 

-0.187 

1.872 x 10 -1 

0.7267 

0.0867 

9.030 x 10 -4 

-1.802 x 10 -2 

-0.110 

1.764 x 10~ X 

0.7333 

0.0867 

8.968 x 10“ 4 

-4.201 x 10 -2 

1.245 x 10 -2 

1.659 x 10 _1 

0.7400 

0.0867 

1.106 x 10~ 3 

-9.197 x 10 -2 

0.147 

1.510 x 10 -1 

0.7467 

0.0867 

1.701 x 10 -3 

-0.143 

0.231 

1.094 x 10 _1 

0.7533 

0.0867 

2.258 x 10 -3 

-0.176 

0.259 

5.826 x 10 -2 

0.7600 

0.0867 

2.248 x 10~ 3 

-0.188 

0.266 

3.080 x 10 -2 

0.7667 

0.0867 

1.961 x 10~ 3 

-0.194 

0.269 

1.746 x 10 -2 

0.7733 

0.0867 

1.963 x 10~ 3 

-0.190 

0.275 

1.446 x 10 -2 

0.7800 

0.0867 

2.195 x 10~ 3 

-0.178 

0.283 

1.603 x 10~ 2 

0.7867 

0.0867 

2.514 x 10~ 3 

-0.162 

0.293 

1.888 x 10 -2 

0.7933 

0.0867 

2.902 x 10~ 3 

-0.143 

0.302 

2.244 x 10 -2 

0.8000 

0.0867 

3.259 x 10 -3 

-0.123 

0.310 

2.631 x 10~ 2 

0.8067 

0.0867 

3.706 x 10~ 3 

-0.101 

0.317 

3.164 x 10 -2 

0.8133 

0.0867 

3.786 x 10~ 3 

-7.894 x 10~ 2 

0.324 

3.338 x 10 -2 

0.8200 

0.0867 

3.776 x 10~ 3 

-5.059 x HT 2 

0.324 

3.360 x 10 -2 

0.8267 

0.0867 

3.787 x 10~ 3 

-2.398 x 10~ 2 

0.323 

3.377 x 10 -2 

0.8333 

0.0867 

3.746 x 10~ 3 

-2.046 x 10 -3 

0.323 

3.344 x 10~ 2 

0.8400 

0.0867 

3.680 x 10 -3 

2.466 x 10 -2 

0.324 

3.293 x 10 -2 

0.8467 

0.0867 

3.797 x 10 -3 

5.022 x 10 -2 

0.324 

3.379 x 10~ 2 

0.8533 

0.0867 

3.743 x 10 -3 

8.051 x 10~ 2 

0.323 

3.301 x 10 -2 

0.8600 

0.0867 

3.729 x 10 -3 

0.101 

0.317 

3.164 x 10 -2 

0.8667 

0.0867 

3.277 x 10 -3 

0.123 

0.310 

2.642 x 10 -2 

0.8733 

0.0867 

2.808 x 10 -3 

0.144 

0.301 

2.171 x 10 -2 

0.8800 

0.0867 

2.491 x 10 -3 

0.162 

0.292 

1.847 x 10~ 2 

0.8867 

0.0867 

2.199 x 10 -3 

0.178 

0.284 

1.577 x 10 -2 

0.8933 

0.0867 

1.897 x 10~ 3 

0.192 

0.275 

1.308 x 10 -2 

0.9000 

0.0867 

1.660 x 10 -3 

0.205 

0.266 

1.094 x 10 -2 

0.9067 

0.0867 

1.419 x 10 -3 

0.216 

0.256 

9.073 x 10 -3 

0.9133 

0.0867 

1.210 x 10 -3 

0.227 

0.248 

7.555 x 10~ 3 

0.9200 

0.0867 

1.034 x 10 -3 

0.237 

0.239 

6.275 x 10 -3 

0.9267 

0.0867 

8.796 x 10 -4 

0.246 

0.230 

5.181 x 10~ 3 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 
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x/L 

z/L 

0.9333 

0.0867 

0.9400 

0.0867 

0.9467 

0.0867 

0.9533 

0.0867 

0.9600 

0.0867 

0.9667 

0.0867 

0.9733 

0.0867 

0.9800 

0.0867 

0.9867 

0.0867 

0.9933 

0.0867 

1.0000 

0.0867 

0.6667 

0.0933 

0.6733 

0.0933 

0.6800 

0.0933 

0.6867 

0.0933 

0.6933 

0.0933 

0.7000 

0.0933 

0.7067 

0.0933 

0.7133 

0.0933 

0.7200 

0.0933 

0.7267 

0.0933 

0.7333 

0.0933 

0.7400 

0.0933 

0.7467 

0.0933 

0.7533 

0.0933 

0.7600 

0.0933 

0.7667 

0.0933 

0.7733 

0.0933 

0.7800 

0.0933 

0.7867 

0.0933 

0.7933 

0.0933 

0.8000 

0.0933 

0.8067 

0.0933 

0.8133 

0.0933 

0.8200 

0.0933 

0.8267 

0.0933 


n / n o 


7.179 

X 

10~ 4 

5788 

X 

10 -4 

4.705 

X 

10 -4 

3.772 

X 

10 -4 

3.197 

X 

10~ 4 

2.576 

X 

10 -4 

1.788 

X 

10 -4 

1.306 

X 

10~ 4 

1.037 

X 

10 -4 

9.389 

X 

10~ 5 

8.040 

X 

10 -5 

2.815 

X 

10 -4 

2.865 

X 

10 -4 

3.081 

X 

10 -4 

3.454 

X 

io- 4 

3.965 

X 

io- 4 

4.627 

X 

10 -4 

5.928 

X 

10“ 4 

8.366 

X 

10“ 4 

1.063 

X 

10 -3 

1.119 

X 

10~ 3 

1.143 

X 

10~ 3 

1.544 

X 

10 -3 

2.247 

X 

10 -3 

2.268 

X 

10 -3 

1.931 

X 

10 -3 

1.757 

X 

10 -3 

1.869 

X 

10 -3 

2.088 

X 

10 -3 

2.399 

X 

10 -3 

2.656 

X 

10~ 3 

3.010 

X 

10 -3 

3.274 

X 

IO -3 

3.629 

X 

10 -3 

3.754 

X 

10 -3 

3.614 

X 

10~ 3 


u/Vqo 

0.254 

0.261 

0.266 

0.266 

0.263 

0.257 

0.244 

0.233 

0.222 

0.215 

0.205 

0.435 

0.383 

0.313 

0.223 

0.128 

3.802 x 10 -2 
-2.154 x 10 -2 
-3.602 x HT 2 
-3.169 x 10~ 2 
-2.992 x 10 -2 
-5.138 x 10~ 2 
-9.476 x 10 -2 
-0.142 
-0.175 
-0.188 
-0.190 
-0.183 
-0.169 
-0.153 
-0.135 
-0.116 

-9.499 x 10 -2 
-7.232 x 10~ 2 
-4.900 x 10~ 2 
-2.457 x 10 -2 


w / V oo 

0.222 

0.214 

0.207 

0.204 

0.201 

0.199 

0.191 

0.181 

0.173 

0.167 

0.159 

0.111 

9.958 x 10~ 2 
8.298 x 10~ 2 
4.445 x 10 -2 
-2.729 x 10 -2 
-0.123 
-0.195 
-0.205 
-0.169 

-8.865 x 10~ 2 
4.015 x 10 -2 
0.173 
0.247 
0.267 
0.270 
0.274 
0.280 
0.289 
0.297 
0.306 
0.313 
0.320 
0.326 
0.330 
0.332 


nkT/ Poo V* 
4.166 x 10^ 
3.342 x 10~ 3 
2.860 x 10~ 3 
2.832 x 10 -3 
3.737 x 10" 3 
4.876 x 10" 3 
5.853 x 10~ 3 

6.129 x 10~ 3 
6.086 x 10~ 3 

6.130 x 10~ 3 
6.168 x 10 -3 
1.007 x 10“ 1 
1.083 x 10“ 1 
1.248 x IO -1 
1.515 x 10 -1 
1.839 x 10 _1 
2.103 x 10 -1 

2.324 x 10 _1 
2.437 x 10 _1 
2.268 x 10 -1 

2.122 x 10 -1 
2.023 x 10 -1 
1.808 x 10 _1 

1.123 x 10 _1 
4.378 x 10 -2 
2.012 x 10~ 2 

1.325 x 10 -2 
1.299 x 10~ 2 
1.472 x 10 -2 
1.728 x 10 -2 
1.970 x 10 -2 
2.307 x 10" 2 
2.643 x 10 -2 
3.016 x 10 -2 
3.224 x 10~ 2 
3.149 x 10 -2 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 
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x/L 

z/L 

n/ n o 

u/Voo 

W /Voo 

nkT/ Poo V^ 

0.8333 

0.0933 

3.318 x 10 -3 

-1.768 x 10 -3 

0.332 

2.942 x 10^ 

0.8400 

0.0933 

3.654 x 10~ 3 

2.530 x 10~ 2 

0.332 

3.189 x 10~ 2 

0.8467 

0.0933 

3.679 x 10~ 3 

4.871 x 10 -2 

0.330 

3.137 x 10 -2 

0.8533 

0.0933 

3.619 x 10~ 3 

7.222 x 10~ 2 

0.326 

2.999 x 10 -2 

0.8600 

0.0933 

3.253 x 10~ 3 

9.477 x 10 -2 

0.320 

2.604 x 10~ 2 

0.8667 

0.0933 

2.948 x 10~ 3 

0.116 

0.313 

2.266 x 10 -2 

0.8733 

0.0933 

2.639 x 10 -3 

0.136 

0.306 

1.948 x 10~ 2 

0.8800 

0.0933 

2.292 x 10 -3 

0.153 

0.297 

1.635 x 10 -2 

0.8867 

0.0933 

2.082 x 10 -3 

0.169 

0.289 

1.435 x 10~ 2 

0.8933 

0.0933 

1.846 x 10“ 3 

0.184 

0.281 

1.237 x 10 -2 

0.9000 

0.0933 

1.629 x 10~ 3 

0.196 

0.272 

1.051 x 10~ 2 

0.9067 

0.0933 

1.409 x 10~ 3 

0.208 

0.264 

8.771 x 10~ 3 

0.9133 

0.0933 

1.228 x 10” 3 

0.219 

0.255 

7.348 x 10 -3 

0.9200 

0.0933 

1.048 x 10 -3 

0.228 

0.247 

6.143 x 10~ 3 

0.9267 

0.0933 

9.066 x 10~ 4 

0.238 

0.239 

5.161 x 10~ 3 

0.9333 

0.0933 

7.834 x 10~ 4 

0.246 

0.231 

4.331 x 10“ 3 

0.9400 

0.0933 

6.462 x 10~ 4 

0.254 

0.223 

3.524 x 10~ 3 

0.9467 

0.0933 

5.250 x 10 -4 

0.260 

0.215 

2.833 x 10 -3 

0.9533 

0.0933 

4.018 x 10 -4 

0.265 

0.208 

2.451 x 10 -3 

0.9600 

0.0933 

3.481 x 10 -4 

0.265 

0.205 

2.935 x 10 -3 

0.9667 

0.0933 

2.994 x 10 -4 

0.260 

0.203 

4.081 x 10 -3 

0.9733 

0.0933 

2.027 x 10~ 4 

0.247 

0.195 

5.638 x 10 -3 

0.9800 

0.0933 

1.522 x 10~ 4 

0.238 

0.188 

6.084 x 10 -3 

0.9867 

0.0933 

1.149 x 10~ 4 

0.227 

0.178 

6.067 x 10~ 3 

0.9933 

0.0933 

9.382 x 10~ 5 

0.217 

0.170 

5.953 x 10 -3 

1.0000 

0.0933 

7.996 x 10~ 5 

0.207 

0.161 

6.000 x 10 -3 

0.6667 

0.1000 

3.050 x 10~ 4 

0.539 

0.135 

9.911 x 10 -2 

0.6733 

0.1000 

3.073 x 10 -4 

0.493 

0.131 

1.060 x 10 _1 

0.6800 

0.1000 

3.272 x 10~ 4 

0.424 

0.124 

1.243 x 10 -1 

0.6867 

0.1000 

3.660 x 10~ 4 

0.319 

0.102 

1.555 x 10 -1 

0.6933 

0.1000 

4.321 x 10~ 4 

0.200 

4.380 x 10 -2 

2.025 x 10 _1 

0.7000 

0.1000 

5.082 x 10 -4 

8.273 x 10 -2 

-5.374 x 10" 2 

2.421 x 10 -1 

0.7067 

0.1000 

6.567 x 10~ 4 

-7.683 x 10 -3 

-0.143 

2.798 x 10 _1 

0.7133 

0.1000 

9.504 x 10 -4 

-4.473 x 10~ 2 

-0.171 

2.992 x 10 -1 

0.7200 

0.1000 

1.322 x 10~ 3 

-4.660 x 10 -2 

-0.143 

2.890 x 10 -1 

0.7267 

0.1000 

1.478 x 10 -3 

-4.519 x 10 -2 

-7.096 x 10 -2 

2.751 x 10 -1 
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x/L 

z/L 

n / n o 

u/Voo 

W / V 00 

nkT/^V* 

0.7333 

0.1000 

1.567 x 10 -3 

-6.015 x 10~ 2 

5.306 x 10“^ 

2.577 x 10” 1 

0.7400 

0.1000 

2.158 x 10~ 3 

-9.193 x 10 -2 

0.185 

2.245 x 10 _1 

0.7467 

0.1000 

2.569 x 10~ 3 

-0.134 

0.256 

1.142 x 10 -1 

0.7533 

0.1000 

2.069 x 10 -3 

-0.176 

0.272 

3.140 x 10 -2 

0.7600 

0.1000 

1.685 x 10" 3 

-0.187 

0.274 

1.410 x 10~ 2 

0.7667 

0.1000 

1.644 x 10~ 3 

-0.185 

0.279 

1.129 x 10~ 2 

0.7733 

0.1000 

1.784 x 10~ 3 

-0.175 

0.286 

1.189 x 10 -2 

0.7800 

0.1000 

1.994 x 10 -3 

-0.161 

0.294 

1.342 x 10 -2 

0.7867 

0.1000 

2.251 x 10~ 3 

-0.145 

0.302 

1.557 x 10 -2 

0.7933 

0.1000 

2.424 x 10~ 3 

-0.128 

0.309 

1.727 x 10~ 2 

0.8000 

0.1000 

2.722 x 10 -3 

-0.109 

0.316 

2.008 x 10~ 2 

0.8067 

0.1000 

2.962 x 10 -3 

-8.948 x 10 -2 

0.322 

2.262 x 10 -2 

0.8133 

0.1000 

3.169 x 10 -3 

-6.779 x 10 -2 

0.327 

2.466 x 10~ 2 

0.8200 

0.1000 

3.443 x 10 -3 

-4.495 x 10 -2 

0.331 

2.761 x 10 -2 

0.8267 

0.1000 

3.529 x 10 -3 

-2.243 x 10 -2 

0.334 

2.861 x 10 -2 

0.8333 

0.1000 

3.597 x 10 -3 

-7.534 x 10 -5 

0.334 

3.005 x 10~ 2 

0.8400 

0.1000 

3.573 x 10 -3 

2.181 x 10 -2 

0.333 

2.895 x 10 -2 

0.8467 

0.1000 

3.436 x 10~ 3 

4.525 x 10~ 2 

0.332 

2.737 x 10 -2 

0.8533 

0.1000 

3.149 x 10~ 3 

6.785 x 10 -2 

0.328 

2.455 x 10 -2 

0.8600 

0.1000 

2.963 x 10~ 3 

8.934 x 10 -2 

0.322 

2.236 x 10 -2 

0.8667 

0.1000 

2.677 x 10~ 3 

0.109 

0.316 

1.970 x 10 -2 

0.8733 

0.1000 

2.464 x 10~ 3 

0.128 

0.310 

1.752 x 10 -2 

0.8800 

0.1000 

2.158 x 10~ 3 

0.145 

0.302 

1.489 x 10 -2 

0.8867 

0.1000 

1.946 x 10 -3 

0.161 

0.294 

1.293 x 10 -2 

0.8933 

0.1000 

1.776 x 10~ 3 

0.175 

0.286 

1.148 x 10 -2 

0.9000 

0.1000 

1.575 x 10~ 3 

0.188 

0.278 

9.887 x 10 -3 

0.9067 

0.1000 

1.407 x 10 -3 

0.199 

0.270 

8.523 x 10 -3 

0.9133 

0.1000 

1.232 x 10 -3 

0.210 

0.262 

7.215 x 10 -3 

0.9200 

0.1000 

1.074 x 10 -3 

0.220 

0.254 

6.083 x 10 -3 

0.9267 

0.1000 

9.161 x 10 -4 

0.230 

0.247 

5.019 x 10 -3 

0.9333 

0.1000 

8.037 x 10 -4 

0.238 

0.239 

4.295 x 10 -3 

0.9400 

0.1000 

6.989 x 10 -4 

0.246 

0.231 

3.646 x 10 -3 

0.9467 

0.1000 

5.874 x 10 -4 

0.253 

0.224 

2.998 x 10 -3 

0.9533 

0.1000 

4.507 x 10 -4 

0.259 

0.217 

2.317 x 10“ 3 

0.9600 

0.1000 

3.852 x 10 -4 

0.263 

0.212 

2.181 x 10 -3 

0.9667 

0.1000 

3.462 x 10 -4 

0.262 

0.209 

2.637 x 10~ 3 
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x/L 

z/L 

n / n o 

u/Voo 

8 

> 


0.9733 

0.1000 

2.929 x 10" 4 

0.256 

0.207 

3.916 x 10 -3 

0.9800 

0.1000 

2.413 x 10 -4 

0.250 

0.203 

5.093 x 10 -3 

0.9867 

0.1000 

1.791 x 10“ 4 

0.240 

0.194 

6.012 x 10~ 3 

0.9933 

0.1000 

1.305 x 10“ 4 

0.227 

0.182 

6.464 x 10~ 3 

1.0000 

0.1000 

9.962 x 10“ 5 

0.217 

0.172 

6.143 x 10 -3 

0.6667 

0.1067 

3.585 x 10“ 4 

0.654 

0.161 

9.936 x 10 -2 

0.6733 

0.1067 

3.493 x 10~ 4 

0.614 

0.158 

1.033 x 10 -1 

0.6800 

0.1067 

3.542 x 10“ 4 

0.553 

0.157 

1.168 x 10 _1 

0.6867 

0.1067 

3.940 x 10“ 4 

0.452 

0.151 

1.523 x 10 -1 

0.6933 

0.1067 

4.654 x 10 -4 

0.307 

0.115 

2.096 x 10 -1 

0.7000 

0.1067 

5.547 x 10 -4 

0.160 

3.077 x 10 -2 

2.725 x 10 -1 

0.7067 

0.1067 

7.178 x 10~ 4 

2.430 x 10“ 2 

-7.545 x 10~ 2 

3.374 x 10 -1 

0.7133 

0.1067 

1.052 x 10~ 3 

-4.747 x 10~ 2 

-0.131 

3.735 x 10“ 1 

0.7200 

0.1067 

1.622 x 10“ 3 

-6.245 x 10 -2 

-0.117 

3.726 x 10 _1 

0.7267 

0.1067 

2.035 x 10~ 3 

-6.225 x 10 -2 

-5.494 x 10~ 2 

3.612 x 10 -1 

0.7333 

0.1067 

2.331 x 10 -3 

-6.921 x 10~ 2 

5.111 x 10 -2 

3.626 x 10 -1 

0.7400 

0.1067 

3.146 x 10~ 3 

-8.123 x 10 -2 

0.170 

3.422 x 10 -1 

0.7467 

0.1067 

2.996 x 10“ 3 

-0.118 

0.242 

1.668 x 10 _1 

0.7533 

0.1067 

1.856 x 10 -3 

-0.170 

0.264 

4.273 x 10 -2 

0.7600 

0.1067 

1.519 x 10 -3 

-0.185 

0.276 

1.307 x 10 -2 

0.7667 

0.1067 

1.554 x 10“ 3 

-0.179 

0.284 

1.008 x 10~ 2 

0.7733 

0.1067 

1.696 x 10 -3 

-0.167 

0.291 

1.068 x 10“ 2 

0.7800 

0.1067 

1.917 x 10 -3 

-0.153 

0.299 

1.254 x 10 -2 

0.7867 

0.1067 

2.060 x 10 -3 

-0.138 

0.305 

1.374 x 10~ 2 

0.7933 

0.1067 

2.270 x 10 -3 

-0.121 

0.312 

1.551 x 10 -2 

0.8000 

0.1067 

2.471 x 10~ 3 

-0.104 

0.319 

1.735 x 10 -2 

0.8067 

0.1067 

2.687 x 10 -3 

-8.443 x 10 -2 

0.324 

1.936 x 10 -2 

0.8133 

0.1067 

2.812 x 10~ 3 

-6.366 x 10 -2 

0.329 

2.063 x 10" 2 

0.8200 

0.1067 

3.008 x 10 -3 

-4.217 x 10 -2 

0.332 

2.266 x 10“ 2 

0.8267 

0.1067 

3.144 x 10 -3 

-2.104 x 10 -2 

0.334 

2.392 x 10 -2 

0.8333 

0.1067 

3.203 x 10“ 3 

-4.991 x 10 -4 

0.335 

2.494 x 10 -2 

0.8400 

0.1067 

3.158 x 10“ 3 

2.022 x 10 -2 

0.334 

2.404 x 10“ 2 

0.8467 

0.1067 

3.029 x 10~ 3 

4.263 x 10 -2 

0.333 

2.260 x 10" 2 

0.8533 

0.1067 

2.797 x 10~ 3 

6.381 x 10 -2 

0.329 

2.055 x 10 -2 

0.8600 

0.1067 

2.697 x 10 -3 

8.469 x 10~ 2 

0.324 

1.925 x 10 -2 

0.8667 

0.1067 

2.467 x 10 -3 

0.104 

0.319 

1.726 x 10 -2 
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x/L 

z/L 

n/ n 0 

u/Voo 

W / V 00 

nkT/pooV^T 

0.8733 

0.1067 

2.243 x 10 -3 

0.122 

0.313 

1.532 x lO” 2 

0.8800 

0.1067 

2.043 x 10 -3 

0.138 

0.306 

1.357 x 10~ z 

0.8867 

0.1067 

1.818 x 10~ 3 

0.153 

0.298 

1.176 x 10 1 

0.8933 

0.1067 

1.684 x 10 -3 

0.167 

0.291 

1.052 x 10 1 

0.9000 

0.1067 

1.522 x 10 -3 

0.181 

0.284 

9.262 x 10 -,i 

0.9067 

0.1067 

1.370 x 10~ 3 

0.192 

0.276 

8.061 x 10 11 

0.9133 

0.1067 

1.221 x 10 -3 

0.202 

0.269 

6.945 x 10 6 

0.9200 

0.1067 

1.071 x 10~ 3 

0.212 

0.261 

5.892 x 10 -,i 

0.9267 

0.1067 

9.417 x 10~ 4 

0.222 

0.254 

5.013 x 10 6 

0.9333 

0.1067 

8.110 x 10 -4 

0.231 

0.246 

4.217 x 10 -4 

0.9400 

0.1067 

7.158 x 10 -4 

0.238 

0.239 

3,613 x 10 J 

0.9467 

0.1067 

6.279 x 10 -4 

0.246 

0.232 

3,087 x 10 _,i 

0.9533 

0.1067 

5.018 x 10 -4 

0.251 

0.226 

2.404 x 10 _,i 

0.9600 

0.1067 

4.213 x 10~ 4 

0.257 

0.220 

2.047 x 10“ 3 

0.9667 

0.1067 

3.648 x 10" 4 

0.261 

0.215 

1.910 x 10 -3 

0.9733 

0.1067 

3.362 x 10~ 4 

0.259 

0.212 

2.662 x 10~ 3 

0.9800 

0.1067 

3.009 x 10 -4 

0.254 

0.210 

3.846 x 10 -3 

0.9867 

0.1067 

2.470 x 10~ 4 

0.248 

0.207 

5.090 x 10 -3 

n 

0.9933 

0.1067 

1.843 x 10 -4 

. 0.239 

0.199 

5.817 x 10~ J 

1.0000 

0.1067 

1.366 x 10~ 4 

0.230 

0.190 

5.883 x 10 -3 

r\ 

0.6667 

0.1133 

4.473 x 10~ 4 

0.756 

0.186 

9.761 x 10“^ 

0.6733 

0.1133 

4.225 x 10 -4 

0.729 

0.182 

1.000 x 10 -1 

0.6800 

0.1133 

4.125 x 10 -4 

0.685 

0.182 

1.088 x 10 _1 
1 

0.6867 

0.1133 

4.305 x 10~ 4 

0.605 

0.186 

1.347 x 10 _1 

0.6933 

0.1133 

5.047 x 10 -4 

0.459 

0.183 

2.013 x 10 -1 

0.7000 

0.1133 

6.185 x 10 -4 

0.279 

0.126 

2.970 x 10 _1 

0.7067 

0.1133 

7.684 x 10 -4 

0.106 

1.747 x 10~ 2 

3.862 x 10 _1 

0.7133 

0.1133 

1.119 x 10 -3 

-2.463 x 10~ 2 

-7.042 x 10 -2 

4.614 x lO -1 

0.7200 

0.1133 

1.922 x 10~ 3 

-7.247 x 10 -2 

-7.886 x 10~ 2 

4.976 x 10 _1 

0.7267 

0.1133 

2.844 x 10~ 3 

-8.141 x 10 -2 

-3.373 x 10 -2 

5.015 x 10 -1 

0.7333 

0.1133 

3.708 x 10 -3 

-8.948 x 10 -2 

4.348 x 10 -2 

5.325 x 10 _1 

0.7400 

0.1133 

4.947 x 10 -3 

-8.428 x 10~ 2 

0.120 

6.037 x 10 -1 

0.7467 

0.1133 

4.882 x 10 -3 

-8.233 x 10 -2 

0.145 

5.422 x 10 _1 

I 

0.7533 

0.1133 

2.868 x 10 -3 

-0.115 

0.158 

2.850 x 10” 1 

I 

0.7600 

0.1133 

1.779 x 10 -3 

-0.148 

0.221 

1.116 x 10 -1 

fj 

0.7667 

0.1133 

1.550 x 10~ 3 

-0.165 

0.276 

3.013 x I0~ z 
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x/L 

z/L 

n /n 0 

»/v„ 

w / V oo 

nkT/ft^vj 

0.7733 

0.1133 

1.624 x 10~ 3 

-0.160 

0.296 

1.009 x 10" 2 

0.7800 

0.1133 

1.805 x 10~ 3 

-0.146 

0.302 

1.145 x 10 -2 

0.7867 

0.1133 

1.904 x 10~ 3 

-0.131 

0.309 

1.233 x 10 -2 

0.7933 

0.1133 

2.118 x 10~ 3 

-0.115 

0.315 

1.392 x 10' 2 

0.8000 

0.1133 

2.284 x 10~ 3 

-9.824 x 10 -2 

0.321 

1.527 x 10" 2 

0.8067 

0.1133 

2.417 x 10" 3 

-8.005 x 10~ 2 

0.326 

1.656 x 10 -2 

0.8133 

0.1133 

2.533 x 10~ 3 

-6.032 x 10 -2 

0.330 

1.761 x 10~ 2 

0.8200 

0.1133 

2.683 x 10~ 3 

-3.981 x 10 -2 

0.333 

1.900 x 10~ 2 

0.8267 

0.1133 

2.797 x 10~ 3 

-1.974 x 10~ 2 

0.335 

2.010 x 10~ 2 

0.8333 

0.1133 

2.866 x 10 -3 

-7.092 x 10 -4 

0.335 

2.110 x 10 -2 

0.8400 

0.1133 

2.801 x 10~ 3 

1.876 x 10 -2 

0.335 

2.021 x 10 -2 

0.8467 

0.1133 

2.672 x 10 -3 

4.016 x 10~ 2 

0.334 

1.884 x 10 -2 

0.8533 

0.1133 

2.551 x 10~ 3 

6.057 x 10“ 2 

0.330 

1.759 x 10” 2 

0.8600 

0.1133 

2.411 x 10~ 3 

7.993 x 10~ 2 

0.326 

1.636 x 10~ 2 

0.8667 

0.1133 

2.279 x 10 -3 

9.831 x 10~ 2 

0.321 

1.528 x 10 -2 

0.8733 

0.1133 

2.067 x 10 -3 

0.116 

0.315 

1.339 x 10 -2 

0.8800 

0.1133 

1.936 x 10~ 3 

0.132 

0.309 

1.243 x 10 -2 

0.8867 

0.1133 

1.719 x 10 -3 

0.146 

0.302 

1.076 x 10 -2 

0.8933 

0.1133 

1.583 x 10~ 3 

0.160 

0.295 

9.580 x 10 -3 

0.9000 

0.1133 

1.471 x 10 -3 

0.173 

0.288 

8.645 x 10 -3 

0.9067 

0.1133 

1.329 x 10~ 3 

0.185 

0.281 

7.646 x 10~ 3 

0.9133 

0.1133 

1.200 x 10~ 3 

0.196 

0.274 

6.667 x 10~ 3 

0.9200 

0.1133 

1.075 x 10 -3 

0.205 

0.267 

5.769 x 10' 3 

0.9267 

0.1133 

9.434 x 10 -4 

0.215 

0.260 

4.915 x 10 -3 

0.9333 

0.1133 

8.343 x 10~ 4 

0.223 

0.253 

4.206 x 10 -3 

0.9400 

0.1133 

7.176 x 10 -4 

0.232 

0.246 

3.530 x 10 -3 

0.9467 

0.1133 

6.394 x 10 -4 

0.239 

0.239 

3.048 x 10~ 3 

0.9533 

0.1133 

5.228 x 10 -4 

0.247 

0.231 

2.441 x 10 -3 

0.9600 

0.1133 

4.457 x 10~ 4 

0.253 

0.225 

2.068 x 10~ 3 

0.9667 

0.1133 

3.844 x 10 -4 

0.258 

0.219 

1.852 x 10 -3 

0.9733 

0.1133 

3.476 x 10~ 4 

0.259 

0.216 

1.926 x 10~ 3 

0.9800 

0.1133 

3.219 x 10~ 4 

0.257 

0.214 

2.605 x 10" 3 

0.9867 

0.1133 

2.881 x 10~ 4 

0.251 

0.213 

3.813 x 10" 3 

0.9933 

0.1133 

2.351 x 10 -4 

0.244 

0.210 

4.840 x 10 -3 

1.0000 

0.1133 

1.822 x 10 -4 

0.239 

0.203 

5.338 x 10 -3 

0.6667 

0.1200 

5.903 x 10 -4 

0.833 

0.205 

9.536 x 10 -2 
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x/L 

z/L 

n/ n o 

8 

> 

W / V 00 

nkT / Poo V ^ 

0.6733 

0.1200 

5.547 x 10“ 4 

0.816 

0.200 

9.779 x 10 ^ 

0.6800 

0.1200 

5.206 x 10“ 4 

0.790 

0.200 

1.019 x 10 1 

0.6867 

0.1200 

5.034 x 10“ 4 

0.749 

0.204 

1.143 x 10 _1 

0.6933 

0.1200 

5.492 x 10“ 4 

0.642 

0.220 

1.660 x 10 1 

0.7000 

0.1200 

6.836 x 10 4 

0.459 

0.210 

2.817 x 10 _1 

0.7067 

0.1200 

8.553 x 10“ 4 

0.245 

0.131 

4.286 x 10“ 1 

0.7133 

0.1200 

1.122 x 10“ 3 

5.330 x 10~ 2 

2.127 x 10 -2 

5.378 x 10 “ ! 

0.7200 

0.1200 

1.917 x 10“ 3 

- 5.167 x 10“ 2 

- 2.662 x 10 -2 

6.306 x 10 _1 

0.7267 

0.1200 

3.298 x 10“ 3 

- 7.821 x 10“ 2 

- 6.164 x 10 -3 

6.647 x 10 _1 

0.7333 

0.1200 

4.676 x 10“ 3 

- 8.375 x 10“ 2 

4.504 x 10~ 2 

6.891 x 10 _1 

0.7400 

0.1200 

5.654 x 10“ 3 

- 7.564 x 10“ 2 

9.271 x 10~ 2 

7.401 x 10 -1 

0.7467 

0.1200 

5.654 x 10“ 3 

- 5.705 x 10“ 2 

9.833 x 10 -2 

7.478 x 10 “ ! 

0.7533 

0.1200 

4.581 x 10“ 3 

- 5.648 x 10“ 2 

8.202 x 10“ 2 

6.304 x 10 -1 

0.7600 

0.1200 

3.627 x 10 -3 

- 6.602 x 10~ 2 

0.104 

4.735 x 10“ 4 

0.7667 

0.1200 

2.478 x 10“ 3 

- 9.556 x 10“ 2 

0.182 

2.379 x 10“ 4 

0.7733 

0.1200 

1.803 x 10“ 3 

- 0.131 

0.266 

7.018 x 10“ 2 

0.7800 

0.1200 

1.702 x 10“ 3 

- 0.138 

0.303 

1.490 x 10“ 2 

0.7867 

0.1200 

1.800 x 10“ 3 

- 0.126 

0.312 

1.034 x 10“ 2 

r\ 

0.7933 

0.1200 

1.967 x 10“ 3 

- 0.110 

0.318 

1.239 x 10 ~* 

0.8000 

0.1200 

2.114 x 10“ 3 

- 9.350 x 10“ 2 

0.323 

1.366 x 10“ 2 

0.8067 

0.1200 

2.190 x 10“ 3 

- 7.605 x 10“ 2 

0.327 

1.422 x 10“ 2 

0.8133 

0.1200 

2.328 x 10“ 3 

- 5.733 x 10“ 2 

0.331 

1.535 x 10“ 2 

0.8200 

0.1200 

2.388 x 10“ 3 

- 3.746 x 10~ 2 

0.334 

1.602 x 10“ 2 

0.8267 

0.1200 

2.510 x 10“ 3 

- 1.814 x 10 -2 

0.335 

1.711 x 10“ 2 

0.8333 

0.1200 

2.600 x 10“ 3 

- 8.476 x 10“ 4 

0.336 

1.813 x 10“ 2 

0.8400 

0.1200 

2.506 x 10“ 3 

1.728 x 10 -2 

0.335 

1.716 x 10“ 2 

0.8467 

0.1200 

2.379 x 10“ 3 

3.757 x 10 -2 

0.334 

1.587 x 10“ 2 

0.8533 

0.1200 

2.339 x 10“ 3 

5.773 x 10 -2 

0.331 

1.536 x 10“ 2 

r\ 

0.8600 

0.1200 

2.171 x 10“ 3 

7.602 x 10 -2 

0.327 

1.399 x 10“ 2 

0.8667 

0.1200 

2.087 x 10“ 3 

9.351 x 10 -2 

0.323 

1.334 x 10“ z 

0.8733 

0.1200 

1.940 x 10~ 3 

0.110 

0.317 

1.216 x 10“ 2 

0.8800 

0.1200 

1.812 x 10“ 3 

0.126 

0.312 

1.118 x 10“ 2 

n 

0.8867 

0.1200 

1.644 x 10“ 3 

0.140 

0.306 

9.906 x 10“ J 

0.8933 

0.1200 

1.489 x 10“ 3 

0.153 

0.299 

8.762 x lO - ' 5 

0.9000 

0.1200 

1.397 x 10 -3 

0.166 

0.293 

8.032 x 10“ J 

ry 

0.9067 

0.1200 

1.288 x 10“ 3 

0.178 

0.286 

7.194 x 10“ J 
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x/L 

z/L 

n / n 0 

u/Vao 

8 

> 


0.9133 

0.1200 

1.170 x 10~ 3 

0.189 

0.279 

6.368 x 10~ 3 

0.9200 

0.1200 

1.069 x 10~ 3 

0.198 

0.272 

5.632 x 10 -3 

0.9267 

0.1200 

9.445 x 10~ 4 

0.207 

0.266 

4.821 x 10 -3 

0.9333 

0.1200 

8.361 x 10 -4 

0.216 

0.259 

4.114 x 10 -3 

0.9400 

0.1200 

7.430 x 10 -4 

0.225 

0.252 

3.547 x 10 -3 

0.9467 

0.1200 

6.445 x 10~ 4 

0.232 

0.246 

2.999 x 10~ 3 

0.9533 

0.1200 

5.306 x 10~ 4 

0.238 

0.240 

2.393 x 10 -3 

0.9600 

0.1200 

4.795 x 10~ 4 

0.244 

0.234 

2.131 x 10~ 3 

0.9667 

0.1200 

4.231 x 10~ 4 

0.250 

0.228 

1.854 x 10~ 3 

0.9733 

0.1200 

3.631 x 10 -4 

0.256 

0.221 

1.669 x 10~ 3 

0.9800 

0.1200 

3.289 x 10~ 4 

0.257 

0.218 

1.834 x 10 -3 

0.9867 

0.1200 

3.041 x 10~ 4 

0.254 

0.217 

2.507 x 10 -3 

0.9933 

0.1200 

2.728 x 10~ 4 

0.248 

0.217 

3.622 x 10 -3 

1.0000 

0.1200 

2.332 x 10~ 4 

0.243 

0.213 

4.579 x 10 -3 

0.6667 

0.1267 

7.231 x 10 -4 

0.888 

0.205 

8.465 x 10 -2 

0.6733 

0.1267 

7.108 x 10 -4 

0.874 

0.209 

9.087 x 10~ 2 

0.6800 

0.1267 

6.909 x 10 -4 

0.860 

0.210 

9.679 x 10 -2 

0.6867 

0.1267 

6.526 x 10 -4 

0.841 

0.212 

1.025 x 10 -1 

0.6933 

0.1267 

6.445 x 10" 4 

0.796 

0.221 

1.230 x 10 _1 

0.7000 

0.1267 

7.425 x 10 4 

0.665 

0.250 

2.149 x 10 -1 

0.7067 

0.1267 

9.423 x 10 -4 

0.456 

0.239 

4.015 x 10 _1 

0.7133 

0.1267 

1.156 x 10~ 3 

0.224 

0.147 

5.809 x 10 _1 

0.7200 

0.1267 

1.619 x 10~ 3 

2.928 x 10~ 2 

4.955 x 10 -2 

7.017 x 10 -1 

0.7267 

0.1267 

2.825 x 10 -3 

-4.300 x 10~ 2 

2.928 x 10~ 2 

7.854 x 10 _1 

0.7333 

0.1267 

4.495 x 10 -3 

-5.602 x 10~ 2 

4.901 x 10 -2 

7.899 x 10 -1 

0.7400 

0.1267 

5.362 x 10 -3 

-4.832 x 10 -2 

7.426 x 10 -2 

7.834 x 10 -1 

0.7467 

0.1267 

5.278 x 10~ 3 

-3.697 x 10~ 2 

7.779 x 10 -2 

7.497 x 10 _1 

0.7533 

0.1267 

4.857 x 10 -3 

-3.423 x 10 -2 

6.603 x 10 -2 

7.027 x 10 -1 

0.7600 

0.1267 

4.692 x 10~ 3 

-3.406 x 10 -2 

6.786 x 10 -2 

6.728 x 10 _1 

0.7667 

0.1267 

4.344 x 10 -3 

-3.687 x 10~ 2 

9.893 x 10 -2 

5.906 x 10 -1 

0.7733 

0.1267 

3.270 x 10~ 3 

-4.924 x 10~ 2 

0.154 

3.837 x 10 -1 

0.7800 

0.1267 

2.096 x 10~ 3 

-9.095 x 10 -2 

0.245 

1.326 x 10 _1 

0.7867 

0.1267 

1.757 x 10 -3 

-0.115 

0.307 

2.360 x 10 -2 

0.7933 

0.1267 

1.828 x 10 -3 

-0.105 

0.320 

1.042 x 10 -2 

0.8000 

0.1267 

1.935 x 10 -3 

-8.908 x 10” 2 

0.324 

1.180 x 10 -2 

0.8067 

0.1267 

2.005 x 10 -3 

-7.254 x 10~ 2 

0.328 

1.250 x 10 -2 
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x/L 

z/L 

n/ n o 

8 

> 

~3~ 

w / V oo 

nkT/ P oq V 2 

0.8133 

0.1267 

2.119 x 10“^ 

-5.445 x 10 _z 

0.332 

1.323 x 10 2 

0.8200 

0.1267 

2.158 x 10 -3 

-3.550 x 10~ 2 

0.334 

1.374 x 10 -2 

0.8267 

0.1267 

2.269 x 10 -3 

-1.670 x 10~ 2 

0.336 

1.475 x 10 -2 

0.8333 

0.1267 

2.390 x 10 -3 

-8.372 x 10 -4 

0.336 

1.583 x 10~ 2 

0.8400 

0.1267 

2.263 x 10~ 3 

1.574 x 10~ 2 

0.336 

1.473 x 10 -2 

0.8467 

0.1267 

2.142 x 10 -3 

3.565 x 10 -2 

0.335 

1.354 x 10 -2 

0.8533 

0.1267 

2.113 x 10 -3 

5.483 x 10 -2 

0.332 

1.317 x 10 -2 

0.8600 

0.1267 

1.989 x 10~ 3 

7.247 x 10 -2 

0.329 

1.222 x 10 -2 

0.8667 

0.1267 

1.917 x 10~ 3 

8.911 x 10~ 2 

0.324 

1.175 x 10~ 2 

0.8733 

0.1267 

1.826 x 10 -3 

0.105 

0.320 

1.100 x 10 -2 

0.8800 

0.1267 

1.672 x 10~ 3 

0.120 

0.314 

9.945 x 10 -3 

0.8867 

0.1267 

1.590 x 10" 3 

0.134 

0.309 

9.248 x 10~ 3 

0.8933 

0.1267 

1.420 x 10 -3 

0.147 

0.303 

8.122 x 10~ 3 

0.9000 

0.1267 

1.312 x 10~ 3 

0.159 

0.297 

7.339 x 10“ 3 

0.9067 

0.1267 

1.239 x 10 -3 

0.171 

0.290 

6.745 x 10 -3 

0.9133 

0.1267 

1.135 x 10~ 3 

0.183 

0.284 

6.021 x 10~ 3 

0.9200 

0.1267 

1.042 x 10“ 3 

0.192 

0.278 

5.369 x 10 -3 

0.9267 

0.1267 

9.521 x 10 -4 

0.201 

0.271 

4.749 x 10 -3 

0.9333 

0.1267 

8.354 x 10 -4 

0.209 

0.264 

4.032 x 10~ J 

0.9400 

0.1267 

7.464 x 10~ 4 

0.218 

0.258 

3.486 x 10~ 3 

0.9467 

0.1267 

6.653 x 10~ 4 

0.226 

0.252 

3.014 x 10 -3 

0.9533 

0.1267 

5.310 x 10~ 4 

0.235 

0.244 

2.357 x 10~ 3 

0.9600 

0.1267 

4.834 x 10 -4 

0.241 

0.237 

2.114 x 10 -3 

0.9667 

0.1267 

4.324 x 10 -4 

0.248 

0.231 

1.859 x 10~ 3 

0.9733 

0.1267 

3.876 x 10 -4 

0.251 

0.227 

1.647 x 10 -J 

0.9800 

0.1267 

3.425 x 10~ 4 

0.255 

0.222 

1.542 x 10“ 3 

0.9867 

0.1267 

3.050 x 10 -4 

0.255 

0.219 

1.976 x lO - ' 1 

0.9933 

0.1267 

2.744 x 10 -4 

0.249 

0.218 

3.060 x 10 -3 

1.0000 

0.1267 

2.501 x 10~ 4 

0.244 

0.216 

4.158 x 10 -3 

0.6667 

0.1333 

7.073 x 10 -4 

0.930 

0.181 

6.078 x 10 -2 

0.6733 

0.1333 

7.570 x 10~ 4 

0.918 

0.196 

7.146 x 10~ 2 

0.6800 

0.1333 

7.920 x 10~ 4 

0.905 

0.207 

8.173 x 10 -2 

0.6867 

0.1333 

7.965 x 10 -4 

0.893 

0.214 

8.983 x 10 -2 

0.6933 

0.1333 

7.923 x 10~ 4 

0.876 

0.220 

9.987 x 10 -2 

0.7000 

0.1333 

8.182 x 10 -4 

0.828 

0.239 

1.354 x 10 -1 

0.7067 

0.1333 

1.000 x 10~ 3 

0.682 

0.279 

2.771 x 10 _1 
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x/L 

z/L 

n / n o 

u/Voo 

W / V 00 

nkT/ Poo V^ 

0.7133 

0.1333 

1.296 x 10~ 3 

0.457 

0.264 

5.477 x 10^ 

0.7200 

0.1333 

1.501 x 10~ 3 

0.230 

0.174 

7.326 x 10 -1 

0.7267 

0.1333 

2.021 x 10~ 3 

6.609 x 10~ 2 

9.659 x 10 -2 

8.165 x 10 -1 

0.7333 

0.1333 

3.224 x 10 -3 

1.085 x 10~ 3 

7.174 x 10 -2 

8.540 x 10 -1 

0.7400 

0.1333 

4.368 x 10 -3 

-1.109 x 10~ 2 

7.049 x 10 -2 

8.250 x 10 _1 

0.7467 

0.1333 

4.767 x 10~ 3 

-1.081 x 10~ 2 

6.635 x 10 -2 

7.744 x 10“ 1 

0.7533 

0.1333 

4.668 x 10~ 3 

-1.344 x 10 -2 

5.702 x 10 -2 

7.256 x 10 -1 

0.7600 

0.1333 

4.720 x 10~ 3 

-1.769 x 10 -2 

5.633 x 10~ 2 

7.069 x 10 _1 

0.7667 

0.1333 

4.875 x 10~ 3 

-1.951 x 10 -2 

7.660 x 10~ 2 

7.061 x 10 -1 

0.7733 

0.1333 

4.809 x 10~ 3 

-1.511 x 10~ 2 

9.868 x 10 -2 

6.628 x 10 _1 

0.7800 

0.1333 

3.957 x 10 -3 

-1.932 x 10 -2 

0.139 

4.937 x 10 -1 

0.7867 

0.1333 

2.643 x 10~ 3 

-4.950 x 10 -2 

0.220 

2.216 x 10 _1 

0.7933 

0.1333 

1.883 x 10~ 3 

-8.435 x 10~ 2 

0.298 

5.393 x 10 -2 

0.8000 

0.1333 

1.776 x 10~ 3 

-8.478 x 10 -2 

0.325 

1.156 x 10 -2 

0.8067 

0.1333 

1.861 x 10~ 3 

-6.916 x 10~ 2 

0.329 

1.099 x 10~ 2 

0.8133 

0.1333 

1.939 x 10” 3 

-5.188 x 10 -2 

0.333 

1.153 x 10 -2 

0.8200 

0.1333 

1.970 x 10 -3 

-3.386 x 10 -2 

0.335 

1.196 x 10 -2 

0.8267 

0.1333 

2.060 x 10~ 3 

-1.534 x 10~ 2 

0.336 

1.281 x 10 -2 

0.8333 

0.1333 

2.188 x 10~ 3 

-7.994 x 10 -4 

0.336 

1.388 x 10~ 2 

0.8400 

0.1333 

2.042 x 10~ 3 

1.443 x 10~ 2 

0.336 

1.268 x 10~ 2 

0.8467 

0.1333 

1.937 x 10 -3 

3.369 x 10 -2 

0.335 

1.168 x 10“ 2 

0.8533 

0.1333 

1.925 x 10~ 3 

5.227 x 10 -2 

0.333 

1.144 x 10 -2 

0.8600 

0.1333 

1.849 x 10~ 3 

6.928 x 10 -2 

0.330 

1.085 x 10 -2 

0.8667 

0.1333 

1.763 x 10 -3 

8.520 x 10 -2 

0.326 

1.028 x 10 -2 

0.8733 

0.1333 

1.693 x 10 -3 

0.100 

0.321 

9.780 x 10 -3 

0.8800 

0.1333 

1.559 x 10 -3 

0.115 

0.316 

8.967 x 10 -3 

0.8867 

0.1333 

1.501 x 10 -3 

0.128 

0.311 

8.460 x 10~ 3 

0.8933 

0.1333 

1.366 x 10~ 3 

0.141 

0.305 

7.599 x 10 -3 

0.9000 

0.1333 

1.251 x 10~ 3 

0.153 

0.300 

6.760 x 10 -3 

0.9067 

0.1333 

1.177 x 10 -3 

0.165 

0.294 

6.236 x 10 -3 

0.9133 

0.1333 

1.097 x 10~ 3 

0.176 

0.288 

5.708 x 10 -3 

0.9200 

0.1333 

1.014 x 10 -3 

0.186 

0.282 

5.112 x 10~ 3 

0.9267 

0.1333 

9.279 x 10 -4 

0.195 

0.276 

4.520 x 10“ 3 

0.9333 

0.1333 

8.426 x 10 -4 

0.203 

0.269 

3.988 x 10 -3 

0.9400 

0.1333 

7.430 x 10 -4 

0.211 

0.263 

3.411 x 10~ 3 

[ 0.9467 

0.1333 

6.736 x 10 -4 

0.219 

0.257 

2.992 x 10 -3 
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x/L 

z/L 

n/ n o 

u/V^ 

w / V oo 

nkT/ Pqo V 2 

0.9533 

0.1333 

5.509 x 10 -4 

0.226 

0.251 

2.373 x 10” 3 

0.9600 

0.1333 

4.877 x 10~ 4 

0.233 

0.245 

2.064 x 10 3 

0.9667 

0.1333 

4.419 x 10~ 4 

0.240 

0.239 

1.843 x 10 3 

0.9733 

0.1333 

4.023 x 10“ 4 

0.246 

0.233 

1.646 x 10 -3 

0.9800 

0.1333 

3.593 x 10 -4 

0.251 

0.228 

1.476 x 10 3 

0.9867 

0.1333 

3.144 x 10 -4 

0.253 

0.224 

1.437 x 10~ 3 

0.9933 

0.1333 

2.792 x 10~ 4 

0.252 

0.222 

1.853 x 10 -3 

1.0000 

0.1333 

2.754 x 10~ 4 

0.248 

0.222 

2.714 x 10~ 3 

0.6667 

0.1400 

6.328 x 10 -4 

0.956 

0.147 

4.270 x 10~ 2 

0.6733 

0.1400 

6.658 x 10 -4 

0.949 

0.159 

4.786 x 10 1 

0.6800 

0.1400 

7.241 x 10 -4 

0.939 

0.175 

5.665 x 10“ z 

0.6867 

0.1400 

7.872 x 10 -4 

0.929 

0.191 

6.722 x 10 -2 

0.6933 

0.1400 

8.455 x 10~ 4 

0.918 

0.204 

7.840 x 10 -2 

0.7000 

0.1400 

8.844 x 10 -4 

0.902 

0.218 

9.254 x 10~ 2 

0.7067 

0.1400 

9.816 x 10~ 4 

0.849 

0.249 

1.434 x 10 _1 

0.7133 

0.1400 

1.307 x 10~ 3 

0.687 

0.305 

3.516 x 10 _1 

0.7200 

0.1400 

1.649 x 10~ 3 

0.481 

0.297 

6.707 x 10 _1 

0.7267 

0.1400 

1.773 x 10~ 3 

0.281 

0.214 

8.163 x 10 _1 

0.7333 

0.1400 

2.158 x 10~ 3 

0.126 

0.137 

8.569 x 10 _1 

0.7400 

0.1400 

2.947 x 10~ 3 

5.802 x 10~ 2 

9.884 x 10 -2 

8.515 x 10 _1 

0.7467 

0.1400 

3.681 x 10 -3 

3.160 x 10~ 2 

7.707 x 10 -2 

8.020 x 10 _1 

0.7533 

0.1400 

4.064 x 10 -3 

1.629 x 10 -2 

6.199 x 10~ 2 

7.565 x 10 _1 

0.7600 

0.1400 

4.395 x 10~ 3 

3.797 x 10~ 3 

5.629 x 10~ 2 

7.413 x 10 _1 

0.7667 

0.1400 

4.734 x 10 -3 

-1.358 x 10~ 3 

6.673 x 10~ 2 

7.392 x 10 _1 

0.7733 

0.1400 

4.968 x 10~ 3 

-6.946 x 10 -4 

8.251 x 10 -2 

7.237 x 10 -1 

0.7800 

0.1400 

5.101 x 10 -3 

3.944 x 10 -3 

0.102 

7.045 x 10” 1 

0.7867 

0.1400 

4.645 x 10 -3 

6.778 x 10" 3 

0.131 

5.920 x 10 _1 

0.7933 

0.1400 

3.341 x 10~ 3 

-1.057 x 10 -2 

0.189 

3.475 x 10 _1 

0.8000 

0.1400 

2.161 x 10 -3 

-4.650 x 10 -2 

0.271 

1.144 x 10 -1 

0.8067 

0.1400 

1.762 x 10~ 3 

-6.024 x 10 -2 

0.321 

2.593 x 10 - ^ 

0.8133 

0.1400 

1.764 x 10 -3 

-4.969 x 10“ 2 

0.334 

9.659 x 10~ 3 

r\ 

0.8200 

0.1400 

1.817 x 10~ 3 

-3.229 x 10~ 2 

0.335 

1.053 x 10~ z 

0.8267 

0.1400 

1.900 x 10 -3 

-1.412 x 10~ 2 

0.336 

1.130 x 10 -2 

0.8333 

0.1400 

2.036 x 10~ 3 

-5.680 x 10 -4 

0.337 

1.234 x 10“ 2 

0.8400 

0.1400 

1.882 x 10 -3 

1.330 x 10 -2 

0.337 

1.114 x 10 -2 

0.8467 

0.1400 

1.774 x 10~ 3 

3.192 x 10~ 2 

0.336 

1.020 x m~ l 
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x/L 

z/L 

n/n Q 

u/Voo 

W / V QO 

nkT /P oqV* 

0.8533 

0.1400 

1.744 x nr 3 

4.991 x 10~ 2 

0.334 

9.896 x 10~ 4 

0.8600 

0.1400 

1.735 x 10~ 3 

6.624 x 10~ 2 

0.330 

9.749 x 10 -3 

0.8667 

0.1400 

1.650 x 10~ 3 

8.156 x 10~ 2 

0.327 

9.241 x 10 -3 

0.8733 

0.1400 

1.572 x 10 -3 

9.593 x 10~ 2 

0.323 

8.716 x 10 -3 

0.8800 

0.1400 

1.484 x 10~ 3 

0.110 

0.318 

8.202 x 10 -3 

0.8867 

0.1400 

1.393 x 10“ 3 

0,123 

0.314 

7.609 x 10 -3 

0.8933 

0.1400 

1.322 x 10 -3 

0.136 

0.308 

7.119 x 10~ 3 

0.9000 

0.1400 

1.209 x 10~ 3 

0.147 

0.303 

6.377 x 10 -3 

0.9067 

0.1400 

1.110 x 10“ 3 

0.159 

0.297 

5.748 x 10 -3 

0.9133 

0.1400 

1.057 x 10~ 3 

0.170 

0.292 

5.322 x 10~ 3 

0.9200 

0.1400 

9.812 x 10~ 4 

0.180 

0.286 

4.818 x 10 -3 

0.9267 

0.1400 

9.078 x 10' 4 

0.189 

0.280 

4.339 x 10 -3 

0.9333 

0.1400 

8.340 x 10 -4 

0.197 

0.274 

3.877 x 10 -3 

0.9400 

0.1400 

7.489 x 10~ 4 

0.205 

0.268 

3.362 x 10~ 3 

0.9467 

0.1400 

6.668 x 10 -4 

0.213 

0.262 

2.906 x 10 -3 

0.9533 

0.1400 

5.610 x 10 -4 

0.220 

0.257 

2.369 x 10 -3 

0.9600 

0.1400 

5.023 x 10 -4 

0.227 

0.251 

2.065 x 10~ 3 

0.9667 

0.1400 

4.453 x 10~ 4 

0.233 

0.246 

1.793 x 10 -3 

0.9733 

0.1400 

4.077 x 10“ 4 

0.240 

0.239 

1.621 x 10 -3 

0.9800 

0.1400 

3.694 x 10“ 4 

0.246 

0.234 

1.448 x 10 -3 

0.9867 

0.1400 

3.264 x 10 -4 

0.250 

0.229 

1.325 x 10~ 3 

0.9933 

0.1400 

2.802 x 10~ 4 

0.251 

0.225 

1.375 x 10 -3 

1.0000 

0.1400 

2.721 x 10~ 4 

0.249 

0.224 

1.860 x 10 -3 

0.6667 

0.1467 

5.988 x 10“ 4 

0.966 

0.135 

3.656 x 10 -2 

0.6733 

0.1467 

6.034 x 10“ 4 

0.964 

0.137 

3.765 x 10~ 2 

0.6800 

0.1467 

6.230 x 10 -4 

0.961 

0.143 

3.995 x 10~ 2 

0.6867 

0.1467 

6.592 x 10“ 4 

0.955 

0.153 

4.460 x 10~ 2 

0.6933 

0.1467 

7.088 x 10“ 4 

0.947 

0.168 

5.159 x 10 -2 

0.7000 

0.1467 

7.771 x 10 -4 

0.938 

0.185 

6.134 x 10 -2 

0.7067 

0.1467 

8.650 x 10 -4 

0.923 

0.205 

7.680 x 10 -2 

0.7133 

0.1467 

1.061 x 10 -3 

0.860 

0.256 

1.450 x 10“ 1 

0.7200 

0.1467 

1.619 x 10 -3 

0.693 

0.335 

4.217 x 10 _1 

0.7267 

0.1467 

1.969 x 10“ 3 

0.518 

0.323 

7.421 x 10 -1 

0.7333 

0.1467 

1.929 x 10~ 3 

0.356 

0.250 

8.415 x 10 -1 

0.7400 

0.1467 

i 

2.093 x 10~ 3 

0.208 

0.175 

8.409 x 10“ 1 

0.7467 

0.1467 

2.489 x 10 -3 

0.117 

0.121 

8.026 x 10 _1 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n 0 

0.7533 

0.1467 

3.009 x 10"^ 

0.7600 

0.1467 

3.534 x 10~ 3 

0.7667 

0.1467 

4.159 x 10 -3 

0.7733 

0.1467 

4.633 x 10 -3 

0.7800 

0.1467 

5.063 x 10 -3 

0.7867 

0.1467 

5.324 x 10 -3 

0.7933 

0.1467 

5.075 x 10~ 3 

0.8000 

0.1467 

4.157 x 10~ 3 

0.8067 

0.1467 

2.700 x 10" 3 

0.8133 

0.1467 

1.863 x 10 -3 

0.8200 

0.1467 

1.681 x 10~ 3 

0.8267 

0.1467 

1.736 x 10 -3 

0.8333 

0.1467 

1.901 x 10 -3 

0.8400 

0.1467 

1.733 x 10 -3 

0.8467 

0.1467 

1.620 x 10 -3 

0.8533 

0.1467 

1.608 x 10~ 3 

0.8600 

0.1467 

1.604 x 10~ 3 

0.8667 

0.1467 

1.533 x 10 -3 

0.8733 

0.1467 

1.473 x 10~ 3 

0.8800 

0.1467 

1.406 x 10 -3 

0.8867 

0.1467 

1.294 x 10 -3 

0.8933 

0.1467 

1.262 x 10~ 3 

0.9000 

0.1467 

1.161 x 10~ 3 

0.9067 

0.1467 

1.064 x 10 -3 

0.9133 

0.1467 

1.004 x 10 -3 

0.9200 

0.1467 

9.460 x 10 -4 

0.9267 

0.1467 

8.846 x 10“ 4 

0.9333 

0.1467 

8.132 x 10~ 4 

0.9400 

0.1467 

7.487 x 10~ 4 

0.9467 

0.1467 

6.704 x 10~ 4 

0.9533 

0.1467 

5.585 x 10~ 4 

0.9600 

0.1467 

5.084 x 10“ 4 

0.9667 

0.1467 

4.582 x 10 -4 

0.9733 

0.1467 

4.119 x 10~ 4 

0.9800 

0.1467 

3.736 x 10 -4 

0.9867 

0.1467 

3.319 x 10 -4 


7.194 x 10^ 

8.910 x 10 ‘ 

3.832 x 10 -2 

7.012 x 10 -2 

2.212 x 10 -2 

6.722 x 10 -2 

1.517 x 10~ 2 

7.408 x 10“ 2 

1.547 x 10 -2 

8.832 x 10 -2 

2.045 x 10~ 2 

0.105 

2.592 x 10 -2 

0.126 

2.427 x 10~ 2 

0.155 

-1.880 x 10 -3 

0.229 

-2.989 x 10 -2 

0.305 

-2.845 x 10~ 2 

0.332 

-1.298 x 10 -2 

0.336 

-5.011 x 10~ 4 

0.337 

1.227 x 10 -2 

0.337 

3.034 x 10 -2 

0.336 

4.770 x 10~ 2 

0.334 

6.348 x 10~ 2 

0.332 

7.813 x 10~ 2 

0.328 

9.216 x 10 -2 

0.324 


0.106 

0.118 

0.131 

0.142 

0.153 

0.164 

0.174 

0.183 

0.192 

0.200 

0.207 

0.215 

0.222 

0.229 

0.235 

0.240 

0.245 


0.320 

0.316 

0.311 

0.306 

0.301 

0.295 

0.290 

0.284 

0.278 

0.273 

0.267 

0.261 

0.255 

0.250 

0.244 

0.239 

0.234 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

u/V^ 

w/Vqo 

-kT IPooVt 

0.9933 

0.1467 

2.809 x 10“ 4 

0.249 

0.229 

1.150 x 10 -3 

1.0000 

0.1467 

2.664 x 10“ 4 

0.250 

0.227 

1.330 x 10 -3 

0.6667 

0.1533 

6.081 x 10“ 4 

0.970 

0.132 

3.610 x 10~ 2 

0.6733 

0.1533 

6.103 x 10“ 4 

0.969 

0.133 

3.642 x 10 -2 

0.6800 

0.1533 

6.117 x 10“ 4 

0.968 

0.134 

3.676 x 10 -2 

0.6867 

0.1533 

6.161 x 10“ 4 

0.967 

0.136 

3.742 x 10 -2 

0.6933 

0.1533 

6.265 x 10“ 4 

0.965 

0.140 

3.897 x 10 -2 

0.7000 

0.1533 

6.500 x 10“ 4 

0.961 

0.148 

4.190 x 10 -2 

0.7067 

0.1533 

6.955 x 10“ 4 

0.955 

0.160 

4.764 x 10 -2 

0.7133 

0.1533 

7.717 x 10“ 4 

0.941 

0.182 

6.019 x 10 -2 

0.7200 

0.1533 

1.041 x 10“ 3 

0.866 

0.251 

1.397 x 10 -1 

0.7267 

0.1533 

1.760 x 10“ 3 

0.696 

0.349 

4.430 x 10 _1 

0.7333 

0.1533 

2.214 x 10“ 3 

0.556 

0.353 

7.655 x 10 -1 

0.7400 

0.1533 

2.067 x 10“ 3 

0.428 

0.286 

8.274 x 10 _1 

0.7467 

0.1533 

2.003 x 10“ 3 

0.292 

0.210 

8.140 x 10 -1 

0.7533 

0.1533 

2.192 x 10“ 3 

0.188 

0.151 

7.942 x 10“ 1 

0.7600 

0.1533 

2.589 x 10“ 3 

0.116 

0.112 

7.835 x 10“ 1 

0.7667 

0.1533 

3.209 x 10“ 3 

6.989 x 10“ 2 

8.827 x 10“ 2 

7.813 x 10“ 1 

0.7733 

0.1533 

3.903 x 10“ 3 

4.219 x 10“ 2 

8.088 x 10 -2 

7.709 x 10“ 1 

0.7800 

0.1533 

4.533 x 10 3 

3.273 x 10“ 2 

8.362 x 10 -2 

7.590 x 10“ 1 

0.7867 

0.1533 

5.025 x 10“ 3 

3.139 x 10“ 2 

9.505 x 10~ 2 

7.408 x 10 _1 

0.7933 

0.1533 

5.276 x 10“ 3 

3.614 x 10“ 2 

0.108 

7.263 x 10 _1 

0.8000 

0.1533 

5.274 x 10“ 3 

4.412 x 10“ 2 

0.122 

6.817 x 10“ ! 

0.8067 

0.1533 

4.723 x 10“ 3 

4.928 x 10“ 2 

0.141 

5.823 x 10 _1 

0.8133 

0.1533 

3.572 x 10“ 3 

3.896 x 10“ 2 

0.185 

3.718 x 10 _1 

0.8200 

0.1533 

2.294 x 10“ 3 

1.344 x 10“ 2 

0.259 

1.453 x 10 _1 

0.8267 

0.1533 

1.736 x 10“ 3 

-1.410 x 10“ 3 

0.318 

3.827 x 10“ 2 

0.8333 

0.1533 

1.797 x 10“ 3 

2.112 x 10“ 4 

0.336 

1.187 x 10“ 2 

0.8400 

0.1533 

1.594 x 10“ 3 

1.120 x 10 -2 

0.337 

8.434 x 10“ 3 

0.8467 

0.1533 

1.503 x 10“ 3 

2.912 x 10 -2 

0.337 

7.972 x 10“ 3 

0.8533 

0.1533 

1.495 x 10“ 3 

4.580 x 10 -2 

0.335 

7.825 x 10“ 3 

0.8600 

0.1533 

1.489 x 10“ 3 

6.075 x 10~ 2 

0.332 

7.736 x 10“ 3 

0.8667 

0.1533 

1.425 x 10“ 3 

7.501 x 10~ 2 

0.329 

7.349 x 10“ 3 

0.8733 

0.1533 

1.384 x 10“ 3 

8.855 x 10 -2 

0.326 

7.111 x 10“ 3 

0.8800 

0.1533 

1.326 x 10“ 3 

0.102 

0.322 

6.803 x 10 _,i 

0.8867 

0.1533 

1.247 x 10“ 3 

0.114 

0.317 

6.348 x 10“ 3 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


z/L 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 

0.1600 


n / n o 

1.188 x 10" 
11122 x 10" 
1.033 x 10" 
9.584 x 10" 
9.082 x 10" 
8.495 x 10" 
7.947 x 10" 
7.366 x 10" 
6.721 x 10" 
5.601 x 10" 
5.096 x 10" 
4.653 x 10" 
4.198 x 10" 
3.771 x 10" 
3.348 x 10" 
2.841 x 10" 
2.651 x 10" 
5.617 x 10" 

5.794 x 10" 
5.917 x 10" 
5.957 x 10" 
6.025 x 10“ 
6.110 x 10' 
6.170 x 10“ 
6.400 x 10“ 

6.794 x 10“ 
9.542 x 10" 
1.810 x 10" 
2.325 x 10' 
2.137 x 10" 
1.975 x 10' 
2.043 x 10' 
2.364 x 10" 
2.925 x 10' 
3.682 x 10' 
4.374 x 10' 


nkT/ Poo V‘ 


0.138 

0.148 

0.158 


0.215 

0.222 

0.229 

0.235 

0.240 

0.245 

0.248 

0.970 

0.970 

0.969 

0.969 

0.969 

0.968 

0.967 

0.964 

0.954 

0.868 

0.692 

0.578 

0.483 


0.293 

0.288 

0.282 

0.277 

0.271 

0.267 


0.130 

0.131 

0.133 

0.133 

0.135 

0.136 

0.139 

0.144 

0.160 

0.242 

0.368 

0.379 

0.318 

0.248 


9.944 x 10' 
6.539 x 10" 
5.222 x 10' 


9.346 x 10' 
9.308 x 10' 


1.076 x 10" 
3.275 x 10" 
3.392 x 10" 
3.477 x 10" 
3.504 x 10" 
3.572 x 10" 
3.655 x 10" 
3.734 x 10' 
4.001 x 10" 
4.744 x 10" 
1.290 x 10" 
4.522 x 10" 
7.487 x 10" 
7.987 x 10" 
7.811 x 10" 
7.822 x 10" 
7.905 x 10" 
7.842 x 10" 
7.821 x 10" 
7.606 x 10' 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n/ n o 

n/Voo 

w /Voo 

0.7933 

0.1600 

4.866 x 10 -3 

4.854 x 10~ 2 

0.100 

0.8000 

0.1600 

5.161 x 10~ 3 

5.138 x 10 -2 

0.109 

0.8067 

0.1600 

5.220 x 10~ 3 

5.938 x 10” 2 

0.122 

0.8133 

0.1600 

5.114 x 10 -3 

6.661 x 10~ 2 

0.134 

0.8200 

0.1600 

4.373 x 10 -3 

6.934 x 10“ 2 

0.153 

0.8267 

0.1600 

3.171 x 10 -3 

5.861 x 10~ 2 

0.201 

0.8333 

0.1600 

2.212 x 10 -3 

2.959 x 10~ 2 

0.283 

0.8400 

0.1600 

1.578 x 10~ 3 

1.793 x 10 -2 

0.325 

0.8467 

0.1600 

1.391 x 10~ 3 

2.859 x 10 -2 

0.336 

0.8533 

0.1600 

1.388 x 10~ 3 

4.380 x 10 -2 

0.335 

0.8600 

0.1600 

1.376 x 10~ 3 

5.816 x 10 -2 

0.333 

0.8667 

0.1600 

1.326 x 10 -3 

7.213 x 10~ 2 

0.330 

0.8733 

0.1600 

1.312 x 10~ 3 ' 

8.531 x 10 -2 

0.327 

0.8800 

0.1600 

1.249 x 10” 3 

9.805 x 10~ 2 

0.323 

0.8867 

0.1600 

1.194 x 10~ 3 

0.110 

0.319 

0.8933 

0.1600 

1.121 x 10“ 3 

0.122 

0.315 

0.9000 

0.1600 

1.080 x 10" 3 

0.133 

0.311 

0.9067 

0.1600 

9.978 x 10~ 4 

0.144 

0.306 

0.9133 

0.1600 

9.213 x 10“ 4 

0.153 

0.301 

0.9200 

0.1600 

8.665 x 10~ 4 

0.163 

0.296 

0.9267 

0.1600 

8.239 x lO -4 

0.172 

0.291 

0.9333 

0.1600 

7.690 x 10~ 4 

0.181 

0.286 

0.9400 

0.1600 

7.159 x 10 -4 

0.190 

0.281 

0.9467 

0.1600 

6.664 x 10 -4 

0.197 

0.275 

0.9533 

0.1600 

5.606 x 10 -4 

0.205 

0.269 

0.9600 

0.1600 

5.100 x 10~ 4 

0.212 

0.264 

0.9667 

0.1600 

4.671 x 10~ 4 

0.219 

0.258 

0.9733 

0.1600 

4.285 x 10 -4 

0.224 

0.254 

0.9800 

0.1600 

3.869 x 10 -4 

0.230 

0.249 

0.9867 

0.1600 

3.380 x 10~ 4 

0.236 

0.244 

0.9933 

0.1600 

2.873 x 10 -4 

0.241 

0.239 

1.0000 

0.1600 

2.667 x 10 -4 

0.244 

0.235 

0.6667 

0.1667 

3.971 x 10 -4 

0.980 

9.026 x 10 

0.6733 

0.1667 

4.349 x 10 -4 

0.978 

0.102 

0.6800 

0.1667 

4.808 x 10 -4 

0.976 

0.113 

0.6867 

0.1667 

5.228 x 10 -4 

0.973 

0.121 


-2 


nkT/ Poo V„ 
7.359 x lO^ 1 
7.085 x 10 -1 
6.751 x 10 -1 
6.274 x 10 _1 
5.002 x 10 _1 
2.990 x 10 -1 
1.046 x 10 _1 
2.456 x 10~ 2 
8.289 x 10 -3 

6.893 x 10~ 3 
6.906 x 10 -3 
6.600 x 10 -3 
6.540 x 10 -3 
6.216 x 10~ 3 
5.881 x 10~ 3 
5.490 x 10 -3 
5.229 x 10 -3 
4.758 x 10 -3 
4.303 x 10~ 3 
3.984 x 10~ 3 
3.696 x 10 -3 
3.354 x 10 -3 
3.057 x 10 -3 
2.743 x 10 -3 
2.258 x 10 -3 
1.999 x 10~ 3 
1.786 x 10~ 3 
1.602 x 10 -3 
1.411 x 10 -3 
1.215 x 10 -3 
1.031 x 10 -3 

9.894 x 10 -4 
2.039 x 10 -2 
2.314 x 10 -2 
2.657 x 10 -2 
2.944 x 10 -2 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


287 


x/L 

z/L 

n / n o 

u/Voo 

8 

> 


0.6933 

0.1667 

5.565 x 10 -4 

0.972 

0.128 

3.188 x 10 2 

0.7000 

0.1667 

5755 x 10 -4 

0.972 

0.130 

3.322 x 10 2 

0.7067 

0.1667 

5.918 x 10 -4 

0.971 

0.131 

3.461 x 10 1 

0.7133 

0.1667 

5.989 x 10~ 4 

0.970 

0.134 

3.536 x 10 z 

0.7200 

0.1667 

6.157 x 10~ 4 

0.969 

0.137 

3.692 x 10 ^ 

0.7267 

0.1667 

6.384 x 10 -4 

0.960 

0.148 

4.235 x 10 1 

0.7333 

0.1667 

8.670 x 10~ 4 

0.875 

0.229 

1.151 x 10 _1 

0.7400 

0.1667 

1.759 x 10 -3 

0.692 

0.373 

4.385 x 10 -1 

0.7467 

0.1667 

2.391 x 10 -3 

0.597 

0.398 

7.263 x 10 -1 

0.7533 

0.1667 

2.206 x 10 -3 

0.521 

0.345 

7.648 x 10 -1 

0.7600 

0.1667 

2.011 x 10 -3 

0.416 

0.282 

7.750 x 10" 1 

0.7667 

0.1667 

2.015 x 10 -3 

0.298 

0.216 

7.803 x 10 -1 

0.7733 

0.1667 

2.224 x 10 -3 

0.197 

0.167 

7.864 x lO^ 1 

0.7800 

0.1667 

2.714 x 10 -3 

0.132 

0.129 

7.862 x 10 _1 

0.7867 

0.1667 

3.366 x 10 -3 

9.139 x 10 -2 

0.110 

7.676 x 10” 1 

0.7933 

0.1667 

4.100 x 10 -3 

7.310 x 10~ 2 

0.104 

7.461 x 10 -1 

0.8000 

0.1667 

4.639 x 10 -3 

6.697 x 10 -2 

0.106 

7.163 x 10 _1 

0.8067 

0.1667 

4.952 x 10~ 3 

6.766 x 10 -2 

0.113 

6.823 x 10 -1 

0.8133 

0.1667 

5.095 x 10 -3 

7.272 x 10~ 2 

0.121 

6.538 x 10 _1 

“I 

0.8200 

0.1667 

5.079 x 10 -3 

7.931 x 10 -2 

0.130 

6.180 x 10 _1 

0.8267 

0.1667 

4.927 x 10 -3 

8.629 x 10 -2 

0.141 

5.708 x 10 _1 
"1 

0.8333 

0.1667 

4.269 x 10 -3 

8.409 x 10~ 2 

0.173 

4.431 x 10 _1 

0.8400 

0.1667 

2.752 x 10 -3 

7.304 x 10~ 2 

0.220 

2.241 x 10 -1 

n 

0.8467 

0.1667 

1.703 x 10~ 3 

5.443 x 10 -2 

0.281 

8.026 x IQ~ Z 

0.8533 

0.1667 

1.385 x 10 -3 

4.885 x 10 -2 

0.321 

2.239 x 10 -2 

0.8600 

0.1667 

1.308 x 10~ 3 

5.706 x 10 -2 

0.332 

7.864 x 10 _,i 

n 

0.8667 

0.1667 

1.253 x 10 -3 

6.967 x 10 -2 

0.331 

6.158 x 10 -11 

0.8733 

0.1667 

1.230 x 10 -3 

8.238 x 10 -2 

0.328 

5.899 x 10 -3 

0.8800 

0.1667 

1.179 x 10 -3 

9.458 x 10 -2 

0.324 

5.653 x 10 _,i 

0.8867 

0.1667 

1.133 x 10~ 3 

0.106 

0.321 

5.414 x 10 -13 

0.8933 

0.1667 

1.055 x 10 -3 

0.118 

0.317 

4.970 x 10~ J 

0.9000 

0.1667 

1.028 x 10~ 3 

0.128 

0.313 

4.853 x 10 - ' 1 

o 

0.9067 

0.1667 

9.669 x 10 -4 

0.139 

0.308 

4.481 x 10 -,i 

0.9133 

0.1667 

8.956 x 10~ 4 

0.149 

0.303 

4.109 x 10 _J 

0.9200 

0.1667 

8.336 x 10 -4 

0.158 

0.299 

3.723 x 10 ^ 

0.9267 

0.1667 

7.946 x 10~ 4 

0.167 

0.294 

3.479 x 10~ J 


Table A. 2: Flow field variables on symmetry plane, fine grid 
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z/L 

0.1667 

0.1667 

0.1667 

0.1667 

0.1667 

0.1667 

0.1667 

0.1667 

0.1667 

0.1667 

0.1667 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 

0.1733 


n / n o 

7.425 x 10 
6.955 x 10 
6.524 x 10 
5.983 x 10 
5.416 x 10 
4.876 x 10 
4.313 x 10 
3.919 x 10 

3.522 x 10 
3.124 x 10 
2.896 x 10 
2.600 x 10 
2.851 x 10 
3.064 x 10 
3.351 x 10 
3.723 x 10 
4.148 x 10 
4.594 x 10 
4.992 x 10' 
5.357 x 10' 
5.660 x 10 
5.981 x 10' 

8.522 x 10 
1.711 x 10' 
2.348 x 10' 
2.257 x 10' 
2.040 x 10' 

1.980 x 10" 
2.129 x 10' 
2.478 x 10" 
3.076 x 10' 
3.734 x 10" 
4.307 x 10' 
4.670 x 10' 
4.884 x 10' 

4.980 x 10' 



u/Voo 

W / V O0 

r 4 

0.176 

0.289 

r 4 

0.184 

0.284 

r 4 

0.192 

0.279 

r 4 

0.199 

0.274 

n 4 

0.206 

0.269 

r 4 

0.212 

0.264 

r 4 

0.218 

0.259 

r 4 

0.225 

0.254 

—4 

0.230 

0.249 

—4 

0.236 

0.244 

-4 

0.241 

0.239 

-4 

0.993 

2.758 x 10~ 2 

—4 

0.991 

4.047 x 10" 2 

—4 

0.988 

5.354 x 10" 2 

-4 

0.986 

6.712 x 10" 2 

-4 | 

0.982 

8.121 x 10" 2 

-4 j 

0.979 

9.534 x 10“ 2 

-4 

0.976 

0.107 

-4 

0.974 

0.116 

-4 

0.972 

0.123 

-4 

0.971 

0.129 

-4 

0.964 

0.139 

-4 

0.868 

0.231 

-3 

0.695 

0.379 

-3 

0.607 

0.410 

-3 

0.545 

0.370 

-3 

0.453 

0.314 

-3 

0.344 

0.252 

-3 

0.242 

0.195 

-3 

0.168 

0.154 

-3 

0.121 

0.129 

-3 

9.581 x 10" 2 

0.117 

-3 

8.598 x 10“ 2 

0.114 

-3 

8.346 x 10“ 2 

0.117 

-3 

8.688 x 10“ 2 

0.123 

-3 

9.086 x 10" 2 

0.131 


2.642 x 10' 
2.363 x 10" 
2.074 x 10' 
1.832 x 10" 
1.578 x 10' 
1.402 x 10' 

1.234 x 10" 
1.086 x 10' 
1.012 x 10' 
1.019 x 10' 
1.197 x 10' 
1.367 x 10' 
1.590 x 10" 

1.869 x 10' 
2.183 x 10" 

2.502 x 10" 
2.789 x 10" 
3.057 x 10' 
3.298 x 10" 

3.870 x 10" 
1.197 x 10' 
4.245 x 10" 
6.892 x 10" 
7.423 x 10" 
7.499 x 10" 
7.571 x 10" 
7.724 x 10' 
7.666 x 10" 
7.474 x 10“ 
7.176 x 10" 
6.908 x 10" 

6.503 x 10" 

6.234 x 10" 
6.022 x 10“ 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n/n 0 

u /Voo 

w/Voo 

0.8333 

0.1733 

5.093 x 10~ J 

9.664 x lO^ 2 

0.144 

0.8400 

0.1733 

4.603 x 10 -3 

0.107 

0.154 

0.8467 

0.1733 

3.500 x 10"" 3 

0.108 

0.171 

0.8533 

0.1733 

2.492 x 10 -3 

9.639 x 10~ 2 

0.213 

0.8600 

0.1733 

1.710 x 10 -3 

8.245 x 10~ 2 

0.268 

0.8667 

0.1733 

1.305 x 10 -3 

7.696 x 10 -2 

0.308 

0.8733 

0.1733 

1.171 x 10~ 3 

8.144 x 10 -2 

0.324 

0.8800 

0.1733 

1.114 x 10 -3 

9.135 x 10 -2 

0.326 

0.8867 

0.1733 

1.076 x 10~ 3 

0.103 

0.322 

0.8933 

0.1733 

1.013 x 10~ 3 

0.114 

0.318 

0.9000 

0.1733 

9.707 x 10~ 4 

0.124 

0.314 

0.9067 

0.1733 

9.285 x 10 -4 

0.135 

0.310 

0.9133 

0.1733 

8.678 x 10~ 4 

0.144 

0.306 

0.9200 

0.1733 

8.046 x 10~ 4 

0.154 . 

0.301 

0.9267 

0.1733 

7.546 x 10 -4 

0.162 

0.297 

0.9333 

0.1733 

7.187 x 10 -4 

0.171 

0.292 

0.9400 

0.1733 

6.769 x 10" 4 

0.179 

0.287 

0.9467 

0.1733 

6.361 x 10 -4 

0.187 

0.283 

0.9533 

0.1733 

5.931 x 10~ 4 

0.194 

0.278 

0.9600 

0.1733 

5.463 x 10 -4 

0.201 

0.273 

0.9667 

0.1733 

4.934 x 10 -4 

0.207 

0.268 

0.9733 

0.1733 

4.239 x 10~ 4 

0.214 

0.263 

0.9800 

0.1733 

3.949 x 10 -4 

0.219 

0.258 

0.9867 

0.1733 

3.608 x 10~ 4 

0.226 

0.253 

0.9933 

0.1733 

3.251 x 10~ 4 

0.232 

0.248 

1.0000 

0.1733 

2.963 x 10~ 4 

0.236 

0.244 

0.6667 

0.1800 

2.325 x 10 -4 

0.999 

3.847 x 10 -3 

0.6733 

0.1800 

2.354 x 10~ 4 

1.000 

7.371 x 10~ 3 

0.6800 

0.1800 

2.403 x 10~ 4 

0.998 

1.056 x 10 -2 

0.6867 

0.1800 

2.440 x 10 -4 

0.998 

1.559 x 10 -2 

0.6933 

0.1800 

2.577 x 10 -4 

0.996 

2.282 x 10 -2 

0.7000 

0.1800 

2.733 x 10~ 4 

0.994 

3.347 x 10~ 2 

0.7067 

0.1800 

2.928 x 10 -4 

0.990 

4.573 x 10 -2 

0.7133 

0.1800 

3.213 x 10“ 4 

0.987 

5.846 x 10 -2 

0.7200 

0.1800 

3.531 x 10 -4 

0.984 

7.340 x 10 -2 

0.7267 

0.1800 

3.973 x 10 -4 

0.981 

8.809 x 10 -2 


nkT/ P qq V^, 


5.799 x 10 
4.877 x 10 
3.476 x 10 
2.010 x 10" 
8.362 x 10 
2.879 x 10" 
9.474 x 10' 
4.850 x 10 
4.979 x 10' 
4.583 x 10' 
4.450 x 10' 
4.196 x 10 
3.857 x 10 


-1 

-1 


-2 


-3 


-3 

-3 

-3 


3.519 x 10 

3.229 x 10~ 3 

3.002 x 10 -3 

2.761 x 10~ 3 

2.537 x 10~ 3 

2.300 x 10 -3 

2.063 x 10 -3 

1.821 x 10 -3 

1.517 x 10 -3 
-3 


1.395 x 10 
1.241 x 10' 
1.101 x 10 
1.000 x 10 
7.847 x 10 
8.067 x 10" 
8.465 x 10' 
8.883 x 10' 
9.642 x 10' 
1.097 x 10' 
1.251 x 10 
1.456 x 10' 
1.692 x 10 
2.020 x 10 


-3 

-3 

-3 


-2 


-2 

-2 
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x/L 

z/L 

* n / n o 

U /V 00 

w / V oo 

nkT/ Poo V^ 

0.7333 

0.1800 

4.381 x 10~ 4 

0.978 

0.101 

2.332 x 10~ 2 

0.7400 

0.1800 

5.020 x 10~ 4 

0.965 

0.122 

3.216 x 10 -2 

0.7467 

0.1800 

7.101 x 10 -4 

0.871 

0.222 

1.031 x 10 _1 

0.7533 

0.1800 

1.592 x 10~ 3 

0.694 

0.381 

3.984 x 10 -1 

0.7600 

0.1800 

2.355 x 10~ 3 

0.613 

0.422 

6.694 x 10 -1 

0.7667 

0.1800 

2.288 x 10~ 3 

0.559 

0.389 

7.266 x 10 -1 

0.7733 

0.1800 

2.063 x 10~ 3 

0.482 

0.341 

7.340 x 10 -1 

0.7800 

0.1800 

1.986 x 10~ 3 

0.378 

0.280 

7.490 x 10 -1 

0.7867 

0.1800 

2.028 x 10 -3 

0.282 

0.223 

7.482 x 10 _1 

0.7933 

0.1800 

2.316 x 10 -3 

0.201 

0.177 

7.411 x 10" 1 

0.8000 

0.1800 

2.796 x 10 -3 

0.150 

0.146 

7.157 x 10 _1 

0.8067 

0.1800 

3.382 x 10 -3 

0.119 

0.129 

6.874 x 10 -1 

0.8133 

0.1800 

3.955 x 10~ 3 

0.105 

0.122 

6.511 x 10 _1 

0.8200 

0.1800 

4.417 x 10~ 3 

9.927 x 10~ 2 

0.121 

6.261 x 10 -1 

0.8267 

0.1800 

4.686 x 10 -3 

9.900 x 10 -2 

0.125 

6.006 x 10 -1 

0.8333 

0.1800 

4.849 x 10~ 3 

0.102 

0.136 

5.728 x 10 -1 

0.8400 

0.1800 

4.760 x 10~ 3 

0.112 

0.144 

5.217 x 10 -1 

0.8467 

0.1800 

4.504 x 10~ 3 

0.122 

0.147 

4.698 x 10 _1 

0.8533 

0.1800 

4.103 x 10 3 

0.125 

0.150 

4.156 x 10 -1 

0.8600 

0.1800 

3.439 x 10~ 3 

0.126 

0.164 

3.290 x 10 _1 

0.8667 

0.1800 

2.551 x 10~ 3 

0.121 

0.195 

2.119 x 10 -1 

0.8733 

0.1800 

1.726 x 10 -3 

0.111 

0.243 

1.028 x 10 _1 

0.8800 

0.1800 

1.294 x 10 -3 

0.103 

0.288 

3.919 x 10 -2 

0.8867 

0.1800 

1.065 x 10 -3 

0.103 

0.314 

1.175 x 10 -2 

0.8933 

0.1800 

9.932 x 10~ 4 

0.111 

0.317 

6.568 x 10 -3 

0.9000 

0.1800 

9.098 x 10~ 4 

0.120 

0.315 

4.252 x 10 -3 

0.9067 

0.1800 

8.898 x 10~ 4 

0.130 

0.312 

3.985 x 10 -3 

0.9133 

0.1800 

8.404 x 10~ 4 

0.140 

0.308 

3.643 x 10 -3 

0.9200 

0.1800 

7.854 x 10~ 4 

0.149 

0.303 

3.351 x 10 -3 

0.9267 

0.1800 

7.333 x 10 -4 

0.158 

0.300 

3.085 x 10 -3 

0.9333 

0.1800 

6.896 x 10~ 4 

0.166 

0.295 

2.825 x 10~ 3 

0.9400 

0.1800 

6.489 x 10~ 4 

0.175 

0.290 

2.579 x 10 -3 

0.9467 

0.1800 

6.174 x 10 -4 

0.182 

0.286 

2.403 x 10 -3 

0.9533 

0.1800 

5.784 x 10~ 4 

0.190 

0.281 

2.193 x 10~ 3 

0.9600 

0.1800 

5.394 x 10~ 4 

0.196 

0.276 

1.992 x 10 -3 

0.9667 

0.1800 

4.961 x 10~ 4 

0.203 

0.272 

1.783 x 10 -3 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


291 


x/L 

z/L 

n /n 0 

u/Voo 

»/Voo 

nkT/^V'^ 

0.9733 

0.1800 

4.275 x 10~ 4 

0.209 

0.266 

1.500 x 10" 3 

0.9800 

0.1800 

3.965 x 10 -4 

0.215 

0.262 

1.371 x 10 J 

0.9867 

0.1800 

3.635 x 10 -4 

0.221 

0.257 

1.237 x 10 15 

0.9933 

0.1800 

3.332 x 10 -4 

0.227 

0.253 

1.102 x 10~ 3 

1.0000 

0.1800 

2.995 x 10~ 4 

0.232 

0.248 

9.757 x 10~ 4 

0.6667 

0.1867 

2.262 x 10 -4 

1.000 

1.103 x 10~ 3 

7.427 x 10~ 3 

0.6733 

0.1867 

2.260 x 10 -4 

1.000 

1.415 x 10~ 3 

7.473 x 10~ 3 

0.6800 

0.1867 

2.260 x 10~ 4 

0.999 

2.009 x 10 -3 

7.481 x 10~ 3 

0.6867 

0.1867 

2.261 x 10 -4 

0.999 

2.822 x 10~ 3 

7.497 x 10~ 3 

0.6933 

0.1867 

2.264 x 10 -4 

0.999 

4.110 x 10 -3 

7.598 x 10 -3 

0.7000 

0.1867 

2.294 x 10 -4 

0.999 

5.683 x 10~ 3 

7.778 x 10~ 3 

0.7067 

0.1867 

2.343 x 10 -4 

0.998 

8.772 x 10 -3 

8.122 x 10 -3 

0.7133 

0.1867 

2.403 x 10~ 4 

0.997 

1.286 x 10~ 2 

8.562 x 10~ 3 

0.7200 

0.1867 

2.452 x 10~ 4 

0.997 

1.705 x 10 -2 

9.005 x 10 -3 

0.7267 

0.1867 

2.584 x 10~ 4 

0.995 

2.527 x 10 -2 

9.947 x 10 -3 

0.7333 

0.1867 

2.765 x 10~ 4 

0.993 

3.488 x 10~ 2 

1.120 x 10~ 2 

0.7400 

0.1867 

2.995 x 10~ 4 

0.991 

4.772 x 10“ 2 

1.288 x 10 -2 

0.7467 

0.1867 

3.433 x 10 -4 

0.975 

7.545 x 10 -2 

2.018 x 10' 2 

0.7533 

0.1867 

5.884 x 10 -4 

0.849 

0.217 

9.691 x 10~ 2 

0.7600 

0.1867 

1.413 x 10 -3 

0.667 

0.402 

3.731 x 10 _1 

0.7667 

0.1867 

2.187 x 10~ 3 

0.607 

0.435 

6.202 x 10 -1 

0.7733 

0.1867 

2.256 x 10~ 3 

0.567 

0.410 

6.928 x 10 _1 

0.7800 

0.1867 

2.074 x 10 -3 

0.501 

0.368 

7.054 x 10" 1 

0.7867 

0.1867 

1.936 x 10 -3 

0.414 

0.310 

7.116 x 10 _1 

0.7933 

0.1867 

1.953 x 10 -3 

0.319 

0.252 

7.069 x 10 _1 
1 

0.8000 

0.1867 

2.154 x 10 -3 

0.234 

0.202 

7.011 x 10 _1 

0.8067 

0.1867 

2.525 x 10~ 3 

0.179 

0.167 

6.788 x 10 -1 

0.8133 

0.1867 

3.053 x 10~ 3 

0.142 

0.143 

6.563 x 10 _1 

0.8200 

0.1867 

3.579 x 10 -3 

0.123 

0.133 

6.187 x 10“ x 

0.8267 

0.1867 

4.038 x 10 -3 

0.115 

0.131 

5.841 x 10 -1 

0.8333 

0.1867 

4.379 x 10 -3 

0.113 

0.133 

5.565 x 10 _1 
-1 

0.8400 

0.1867 

4.469 x 10 -3 

0.119 

0.139 

5.125 x 10 _1 

0.8467 

0.1867 

4.397 x 10 -3 

0.126 

0.144 

4.693 x 10 _1 

0.8533 

0.1867 

4.233 x 10 -3 

0.131 

0.146 

4.326 x 10 -1 

0.8600 

0.1867 

4.090 x 10 -3 

0.135 

0.146 

4.063 x 10 -1 

0.8667 

0.1867 

3.832 x 10 -3 

0.140 

0.149 

3.705 x 10 _1 
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x/L 

z/L 

n/ n o 

u / V oo 

0.8733 

0.1867 

3.361 x 10 -3 

0.143 

0.8800 

0.1867 

2.732 x 10 -3 

0.144 

0.8867 

0.1867 

2.001 x 10 -3 

0.138 

0.8933 

0.1867 

1.431 x 10 -3 

0.132 

0.9000 

0.1867 

1.060 x 10 -3 

0.129 

0.9067 

0.1867 

9.116 x 10 -4 

0.131 

0.9133 

0.1867 

8.269 x 10 -4 

0.138 

0.9200 

0.1867 

7.606 x 10"~ 4 

0.146 

0.9267 

0.1867 

7.095 x 10~ 4 

0.154 

0.9333 

0.1867 

6.584 x 10 -4 

0.162 

0.9400 

0.1867 

6.281 x 10~ 4 

0.170 

0.9467 

0.1867 

5.971 x 10 -4 

0.178 

0.9533 

0.1867 

5.636 x 10“ 4 

0.185 

0.9600 

0.1867 

5.284 x 10" 4 

0.192 

0.9667 

0.1867 

4.902 x 10 -4 

0.198 

0.9733 

0.1867 

4.508 x 10 -4 

0.205 

0.9800 

0.1867 

4.070 x 10 -4 

0.211 

0.9867 

0.1867 

3.750 x 10 -4 

0.216 

0.9933 

0.1867 

3.407 x 10" 4 

0.222 

1.0000 

0.1867 

3.085 x 10~ 4 

0.227 

0.6667 

0.1933 

2.264 x 10 -4 

1.001 

0.6733 

0.1933 

2.247 x 10 -4 

1.000 

0.6800 

0.1933 

2.255 x 10 -4 

1.000 

0.6867 

0.1933 

2.272 x 10" 4 

1.000 

0.6933 

0.1933 

2.264 x 10~ 4 

1.000 

0.7000 

0.1933 

2.277 x 10~ 4 

1.001 

0.7067 

0.1933 

2.280 x 10"" 4 

1.001 

0.7133 

0.1933 

2.291 x 10 -4 

1.001 

0.7200 

0.1933 

2.290 x 10 -4 

1.000 

0.7267 

0.1933 

2.306 x 10 -4 

1.000 

0.7333 

0.1933 

2.329 x 10~ 4 

0.999 

0.7400 

0.1933 

2.371 x 10" 4 

0.998 

0.7467 

0.1933 

2.416 x 10 -4 

0.998 

0.7533 

0.1933 

2.648 x 10 " 4 

0.977 

0.7600 

0.1933 

4.702 x 10 -4 

0.818 

0.7667 

0.1933 

1.259 x 10 -3 

0.636 


w / V oo 

0.156 

0.173 

0.206 

0.245 

0.279 

0.299 

0.306 

0.304 

0.301 

0.297 

0.293 

0.289 

0.284 

0.280 

0.275 

0.270 

0.266 

0.261 

0.257 

0.252 

-3.716 x 10~ 5 
1.072 x 10~ 4 
6.867 x 10 -4 
1.541 x 10 -3 
2.136 x 10 -3 
1.550 x 10 -3 
1.083 x 10 -3 
1.268 x 10 -3 
1.748 x 10 -3 
2.836 x 10 -3 
4.790 x 10~ 3 
8.249 x 10"“ 3 
1.103 x 10 -2 
4.082 x 10 -2 
0.216 
0.416 


2.339 x 10' 
1.407 x 10' 
7.240 x 10' 
3.218 x 10' 
1.358 x 10' 
6.152 x 10' 


2.436 x 10' 
2.266 x 10" 


1.556 x 10" 
1.374 x 10' 

1.251 x 10" 
1.104 x 10' 
9.811 x 10' 
7.468 x 10' 
7.408 x 10' 
7.429 x 10" 
7.516 x 10' 
7.542 x 10“ 
7.560 x 10" 
7.586 x 10“ 
7.630 x 10“ 
7.670 x 10“ 
7.768 x 10“ 
7.934 x 10“ 

8.251 x 10“ 
8.480 x 10“ 
1.577 x 10“ 
9.475 x 10“ 
3.584 x 10“ 


Table A. 2: Flow field variables on symmetry plane, fine grid 
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n / n o 

2.015 x 10" 
2.134 x 10" 

2.022 x 10' 
1.888 x 10" 
1.869 x 10' 
1.999 x 10" 
2.279 x 10' 
2.722 x 10" 
3.257 x 10" 
3.711 x 10' 
3.996 x 10" 
4.083 x 10" 
4.098 x 10" 

4.023 x 10" 
3.884 x 10" 
3.752 x 10" 
3.517 x 10" 
3.278 x 10" 
2.807 x 10" 


0.1933 2.246 x 10" 


0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 


0.587 


0.1933 1.696 x 10" 

0.1933 1.275 x 10" 

0.1933 1.002 x 10" 


0.1933 8.130 x 10" 

0.1933 7.036 x 10" 

0.1933 6.203 x 10" 

0.1933 5.843 x 10" 

0.1933 5.496 x 10" 

0.1933 5.178 x 10" 

0.1933 4.820 x 10" 

0.1933 4.491 x 10" 

0.1933 4.084 x 10" 

0.1933 3.696 x 10" 

0.1933 3.402 x 10" 


0.264 

0.204 

0.163 

0.139 


0.148 

0.155 

0.158 

0.162 

0.163 

0.160 

0.156 

0.155 

0.157 

0.161 


0.200 

0.206 

0.212 

0.217 


0.229 

0.188 

0.161 

0.147 


0.144 

0.144 

0.146 


0.157 


0.228 

0.254 

0.273 

0.283 

0.289 


0.1933 

0.2000 


3.089 x 10" 
2.235 x 10' 


0.260 

0.256 

1.501 x 10' 


6.408 x 10" 
6.611 x 10" 
6.673 x 10" 
6.649 x 10' 
6.501 x 10" 
6.299 x 10" 
6.059 x 10" 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

8 

> 

's' 

W / V 00 

nkT/ Poo V^ 

0.6733 

0.2000 

2.232 x lO -4 ^ 

1.001 

-1.132 x 10 -4 

7.379 x 10” 3 

0.6800 

0.2000 

2.237 x 10 -4 

1.001 

-5.556 x 10~ 5 

7.392 x 10 -3 

0.6867 

0.2000 

2.234 x 10 -4 

1.001 

-2.686 x 10~ 5 

7.388 x 10 -3 

0.6933 

0.2000 

2.248 x 10~ 4 

1.000 

3.032 x 10~ 4 

7.433 x 10~ 3 

0.7000 

0.2000 

2.253 x 10~ 4 

1.000 

2.765 x 10 -5 

7.462 x 10~ 3 

0.7067 

0.2000 

2.249 x 10 -4 

1.001 

2.153 x 10~ 4 

7.475 x 10 -3 

0.7133 

0.2000 

2.248 x 10 -4 

1.001 

3.941 x 10 -4 

7.463 x 10~ 3 

0.7200 

0.2000 

2.241 x 10~ 4 

1.000 

5.555 x 10 -4 

7.459 x 10~ 3 

0.7267 

0.2000 

2.238 x 10 -4 

1.001 

7.197 x 10 -4 

7.438 x 10 -3 

0.7333 

0.2000 

2.244 x 10 -4 

1.001 

9.717 x 10 -4 

7.430 x 10 -3 

0.7400 

0.2000 

2.258 x 10 -4 

1.001 

1.756 x 10 -3 

7.483 x 10~ 3 

0.7467 

0.2000 

2.262 x 10~ 4 

1.000 

1.655 x 10 -3 

7.465 x 10~ 3 

0.7533 

0.2000 

2.258 x 10 -4 

1.002 

3.060 x 10 -4 

7.165 x 10 -3 

0.7600 

0.2000 

2.405 x 10" 4 

0.977 

2.483 x 10 -2 

1.478 x 10~ 2 

0.7667 

0.2000 

4.641 x 10" 4 

0.771 

0.237 

1.115 x 10 _1 

0.7733 

0.2000 

1.186 x 10 -3 

0.593 

0.440 

3.628 x 10 -1 

0.7800 

0.2000 

1.826 x 10 -3 

0.570 

0.467 

5.346 x 10 _1 

0.7867 

0.2000 

1.996 x 10 -3 

0.552 

0.451 

5.890 x 10“ 1 

0.7933 

0.2000 

1.924 x 10 3 

0.512 

0.414 

6.124 x 10 -1 

0.8000 

0.2000 

1.805 x 10 -3 

0.449 

0.365 

6.137 x 10 _1 

0.8067 

0.2000 

1.785 x 10~ 3 

0.366 

0.304 

6.162 x 10 -1 

0.8133 

0.2000 

1.870 x 10 -3 

0.290 

0.250 

6.052 x 10" 1 

0.8200 

0.2000 

2.097 x 10 -3 

0.230 

0.207 

5.876 x 10 -1 

0.8267 

0.2000 

2.466 x 10 -3 

0.184 

0.178 

5.612 x 10 -1 

0.8333 

0.2000 

2.897 x 10 -3 

0.160 

0.160 

5.277 x 10 _1 

0.8400 

0.2000 

3.304 x 10 -3 

0.148 

0.150 

4.901 x 10~ 4 

0.8467 

0.2000 

3.563 x 10 -3 

0.145 

0.146 

4.548 x 10 -1 

0.8533 

0.2000 

3.754 x 10 -3 

0.145 

0.144 

4.250 x 10 _1 

0.8600 

0.2000 

3.834 x 10~ 3 

0.148 

0.144 

4.004 x 10“ 1 

0.8667 

0.2000 

3.756 x 10~ 3 

0.150 

0.144 

3.731 x 10 _1 

0.8733 

0.2000 

3.633 x 10~ 3 

0.155 

0.145 

3.467 x 10 _1 

0.8800 

0.2000 

3.496 x 10 -3 

0.158 

0.145 

3.229 x 10 _1 

0.8867 

0.2000 

3.388 x 10 -3 

0.162 

0.145 

3.037 x 10 _1 

0.8933 

0.2000 

3.238 x 10~ 3 

0.167 

0.145 

2.830 x 10 _1 

0.9000 

0.2000 

3.059 x 10 -3 

0.172 

0.144 

2.619 x 10 _1 

0.9067 

0.2000 

2.782 x 10~ 3 

0.175 

0.144 

2.345 x 10 -1 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

8 ! 

> 

's' 

0.9133 

0.2000 

2.454 x 10^ 

0.180 

0.9200 

0.2000 

2.111 x 10 -3 

0.180 

0.9267 

0.2000 

1.734 x 10 -3 

0.182 

0.9333 

0.2000 

1.367 x 10~ 3 

0.182 

0.9400 

0.2000 

1.054 x 10“ 3 

0.184 

0.9467 

0.2000 

8.727 x 10~ 4 

0.183 

0.9533 

0.2000 

6.989 x 1C 4 

0.185 

0.9600 

0.2000 

6.284 x 10 -4 

0.189 

0.9667 

0.2000 

5.365 x 10~ 4 

0.194 

0.9733 

0.2000 

4.931 x 10~ 4 

0.199 

0.9800 

0.2000 

4.385 x 10~ 4 

0.203 

0.9867 

0.2000 

3.996 x 10~ 4 

0.208 

0.9933 

0.2000 

3.583 x 10~ 4 

0.213 

1.0000 

0.2000 

3.352 x 10~ 4 

0.218 

0.6667 

0.2067 

2.235 x 10 -4 

1.000 

0.6733 

0.2067 

2.237 x 10 4 

1.000 

0.6800 

0.2067 

2.230 x 10 -4 

1.001 

0.6867 

0.2067 

2.223 x 10~ 4 

1.000 

0.6933 

0.2067 

2.240 x 10 -4 

1.000 

0.7000 

0.2067 

2.233 x 10 -4 

1.000 

0.7067 

0.2067 

2.231 x 10~ 4 

1.000 

0.7133 

0.2067 

2.244 x 10~ 4 

1.000 

0.7200 

0.2067 

2.228 x 10 -4 

1.000 

0.7267 

0.2067 

2.227 x 10 -4 

1.001 

0.7333 

0.2067 

2.245 x 10 -4 

1.000 

0.7400 

0.2067 

2.237 x 10 -4 

1.000 

0.7467 

0.2067 

2.259 x 10 -4 

1.001 

0.7533 

0.2067 

2.226 x 10~ 4 

1.001 

0.7600 

0.2067 

2.267 x 10~ 4 

0.998 

0.7667 

0.2067 

2.488 x 10~ 4 

0.942 

0.7733 

0.2067 

4.982 x 10 -4 

0.728 

0.7800 

0.2067 

1.186 x 10 -3 

0.577 

0.7867 

0.2067 

1.723 x 10 -3 

0.554 

0.7933 

0.2067 

1.882 x 10 -3 

0.541 

0.8000 

0.2067 

1.827 x 10 -3 

0.509 

0.8067 

0.2067 

1.731 x 10 -3 

0.453 


w / V oo 

0.146 

0.153 

0.158 

0.178 

0.194 

0.216 

0.234 

0.245 

0.255 

0.256 

0.258 

0.254 

0.251 

0.246 

3.027 x 10~ 4 
6.319 x 10 -5 
-6.891 x 10~ 5 
-4.576 x 10 -5 
3.695 x 10 -6 
1.218 x 10~ 4 
2.665 x 10~ 4 
3.683 x 10 -4 
3.711 x 10~ 4 
4.839 x 10 -4 
5.206 x 10 -4 
5.995 x 10 -4 
1.026 x 10~ 3 
1.079 x 10~ 3 
3.406 x 10 -3 
5.373 x 10 -2 
0.262 
0.437 
0.470 
0.459 
0.427 
0.381 


7.383 x 10' 


7.429 x 10" 
7.414 x 10' 
7.453 x 10' 
7.443 x 10' 
8.432 x 10' 
2.574 x 10' 
1.387 x 10' 
3.797 x 10' 
5.209 x 10' 
5.612 x 10' 
5.717 x 10' 
5.700 x 10' 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n /n 0 

u/Vcc 

W /V 00 

nkT/^V" 

0.8133 

0.2067 

1.684 x 10“ 3 

0.383 

0.326 

5.636 x 10 -r 

0.8200 

0.2067 

1.741 x 10“ 3 

0.312 

0.273 

5.527 x 10 -1 

0.8267 

0.2067 

1.917 x 10“ 3 

0.249 

0.226 

5.362 x 10~ ! 

0.8333 

0.2067 

2.226 x 10“ 3 

0.205 

0.193 

5.160 x 10 -1 

0.8400 

0.2067 

2.625 x 10“ 3 

0.178 

0.171 

4.887 x 10 _1 

0.8467 

0.2067 

2.969 x 10“ 3 

0.166 

0.157 

4.568 x 10 _1 

0.8533 

0.2067 

3.248 x 10“ 3 

0.159 

0.150 

4.225 x 10 -1 

0.8600 

0.2067 

3.449 x 10“ 3 

0.156 

0.147 

3.957 x 10 _1 

0.8667 

0.2067 

3.560 x 10“ 3 

0.157 

0.144 

3.708 x 10 _1 

0.8733 

0.2067 

3.524 x 10“ 3 

0.159 

0.144 

3.466 x 10 -1 

0.8800 

0.2067 

3.409 x 10 -3 

0.163 

0.144 

3.189 x 10 -1 

0.8867 

0.2067 

3.311 x 10“ 3 

0.165 

0.143 

2.981 x 10 -1 

0.8933 

0.2067 

3.189 x 10“ 3 

0.170 

0.145 

2.795 x 10 _1 

0.9000 

0.2067 

3.045 x 10“ 3 

0.174 

0.144 

2.577 x 10 -1 

0.9067 

0.2067 

2.894 x 10“ 3 

0.177 

0.143 

2.401 x 10 -1 

0.9133 

0.2067 

2.728 x 10“ 3 

0.183 

0.141 

2.246 x 10 _1 

0.9200 

0.2067 

2.573 x 10“ 3 

0.186 

0.139 

2.093 x 10“ 1 

0.9267 

0.2067 

2.413 x 10“ 3 

0.190 

0.137 

1.940 x 10" 1 

0.9333 

0.2067 

2.197 x 10“ 3 

0.194 

0.134 

1.740 x 10“ 1 

0.9400 

0.2067 

1.975 x 10“ 3 

0.196 

0.133 

1.540 x 10 _1 

0.9467 

0.2067 

1.760 x 10“ 3 

0.199 

0.133 

1.371 x 10 -1 

0.9533 

0.2067 

1.554 x 10“ 3 

0.201 

0.136 

1.172 x 10“ ! 

0.9600 

0.2067 

1.367 x 10“ 3 

0.202 

0.140 

1.003 x 10 _1 

0.9667 

0.2067 

1.200 x 10 -3 

0.205 

0.144 

8.442 x 10“ 2 

0.9733 

0.2067 

1.042 x 10“ 3 

0.208 

0.149 

7.066 x 10“ 2 

0.9800 

0.2067 

9.067 x 10~ 4 

0.211 

0.154 

5.770 x 10 -2 

0.9867 

0.2067 

7.943 x 10 -4 

0.213 

0.158 

4.870 x 10“ 2 

0.9933 

0.2067 

7.027 x 10“ 4 

0.216 

0.154 

4.308 x 10 -2 

1.0000 

0.2067 

6.367 x 10“ 4 

0.218 

0.151 

3.928 x 10“ 2 

0.6667 

0.2133 

2.243 x 10“ 4 

1.000 

4.341 x 10 -4 

7.420 x 10“ 3 

0.6733 

0.2133 

2.245 x 10“ 4 

1.000 

2.596 x 10~ 4 

7.406 x 10“ 3 

0.6800 

0.2133 

2.241 x 10 -4 

1.000 

1.163 x 10~ 4 

7.389 x 10“ 3 

0.6867 

0.2133 

2.236 x 10~ 4 

1.000 

2.014 x 10 -4 

7.392 x 10 -3 

0.6933 

0.2133 

2.239 x 10~ 4 

1.000 

1.827 x 10~ 5 

7.376 x 10” 3 

0.7000 

0.2133 

2.230 x 10“ 4 

1.000 

4.728 x 10“ 5 

7.348 x 10 -3 

0.7067 

0.2133 

2.231 x 10“ 4 

1.000 

6.508 x 10~ 5 

7.356 x 10 -3 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n o 

u /Voc 

0.7133 

0.2133 

2.243 x lO - ^ 

1.000 

0.7200 

0.2133 

2.229 x 10 -4 

1.000 

0.7267 

0.2133 

2.233 x 10 -4 

1.000 

0.7333 

0.2133 

2.241 x 10~ 4 

1.000 

0.7400 

0.2133 

2.233 x 10~ 4 

1.000 

0.7467 

0.2133 

2.232 x 10~ 4 

1.000 

0.7533 

0.2133 

2.237 x 10~ 4 

1.000 

0.7600 

0.2133 

2.239 x 10~ 4 

0.999 

0.7667 

0.2133 

2.251 x 10 -4 

0.993 

0.7733 

0.2133 

2.624 x 10 -4 

0.917 

0.7800 

0.2133 

5.678 x 10 -4 

0.682 

0.7867 

0.2133 

1.222 x 10 -3 

0.555 

0.7933 

0.2133 

1.663 x 10 -3 

0.541 

0.8000 

0.2133 

1.790 x 10 -3 

0.534 

0.8067 

0.2133 

1.753 x 10 -3 

0.507 

0.8133 

0.2133 

1.665 x 10~ 3 

0.460 

0.8200 

0.2133 

1.608 x 10“ 3 

0.397 

0.8267 

0.2133 

1.657 x 10 -3 

0.329 

0.8333 

0.2133 

1.791 x 10~ 3 

0.270 

0.8400 

0.2133 

2.032 x 10 3 

0.225 

0.8467 

0.2133 

2.322 x 10~ 3 

0.200 

0.8533 

0.2133 

2.637 x 10~ 3 

0.182 

0.8600 

0.2133 

2.925 x 10~ 3 

0.174 

0.8667 

0.2133 

3.163 x 10~ 3 

0.169 

0.8733 

0.2133 

3.238 x 10 -3 

0.168 

0.8800 

0.2133 

3.236 x 10~ 3 

0.170 

0.8867 

0.2133 

3.194 x 10~ 3 

0.172 

0.8933 

0.2133 

3.115 x 10 -3 

0.174 

0.9000 

0.2133 

3.002 x 10 -3 

0.178 

0.9067 

0.2133 

2.887 x 10 -3 

0.181 

0.9133 

0.2133 

2.754 x 10 -3 

0.185 

0.9200 

0.2133 

2.590 x 10~ 3 

0.189 

0.9267 

0.2133 

2.456 x 10~ 3 

0.192 

0.9333 

0.2133 

2.304 x 10~ 3 

0.196 

0.9400 

0.2133 

2.180 x 10 -3 

0.200 

0.9467 

0.2133 

2.049 x 10 -3 

0.203 


w / V oo 

4.045 x 10 -i 
4.057 x 10 -5 
5.665 x 10 -5 
-7.094 x 10 -5 
-1.139 x 10“ 4 
3.372 x 10 -4 
4.773 x 10 -4 
1.465 x 10 -3 
5.880 x 10 -3 
7.290 x 10~ 2 
0.291 
0.442 
0.469 
0.462 
0.435 
0.393 
0.344 
0.289 
0.242 
0.206 
0.183 
0.167 
0.157 
0.150 
0.148 
0.145 
0.144 
0.144 
0.144 
0.142 
0.141 
0.139 
0.137 
0.135 
0.131 
0.128 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n/n D 

u / V oo 

w / V oo 

nkT/ Poo V z 

0.9533 

0.2133 

1.923 x 10”^~ 

0.205 

0.124 

1.467 x 10”* 

0.9600 

0.2133 

1.799 x 10” 3 

0.209 

0.121 

1.361 x 10” 1 

0.9667 

0.2133 

1.710 x 10” 3 

0.210 

0.119 

1.292 x 10” 1 

0.9733 

0.2133 

1.576 x 10” 3 

0.213 

0.114 

1.188 x 10” 1 

0.9800 

0.2133 

1.475 x 10” 3 

0.216 

0.111 

1.105 x 10” 1 

0.9867 

0.2133 

1.362 x 10“ 3 

0.219 

0.109 

1.015 x 10” 1 

0.9933 

0.2133 

1.269 x 10” 3 

0.221 

0.103 

9.407 x 10” 2 

1.0000 

0.2133 

1.179 x 10” 3 

0.223 

9.800 x 10 2 

8.732 x 10” 2 

0.6667 

0.2200 

2.239 x 10” 4 

1.000 

2.377 x 10” 4 

7.385 x 10” 3 

0.6733 

0.2200 

2.238 x 10” 4 

1.000 

9.504 x 10” 5 

7.391 x 10” 3 

0.6800 

0.2200 

2.244 x 10” 4 

1.000 

1.130 x 10” 4 

7.411 x 10” 3 

0.6867 

0.2200 

2.248 x 10~ 4 

1.000 

1.818 x 10” 4 

7.422 x 10” 3 

0.6933 

0.2200 

2.232 x 10” 4 

1.000 

3.105 x 10 -5 

7.382 x 10” 3 

0.7000 

0.2200 

2.234 x 10” 4 

1.000 

-1.491 x 10” 4 

7.372 x 10” 3 

0.7067 

0.2200 

2.237 x 10“ 4 

1.000 

-2.655 x 10” 4 

7.372 x 10” 3 

0.7133 

0.2200 

2.232 x 10“ 4 

1.000 

-3.599 x 10 4 

7.358 x 10” 3 

0.7200 

0.2200 

2.237 x 10” 4 

1.000 

-3.960 x 10” 6 

7.388 x 10” 3 

0.7267 

0.2200 

2.237 x 10 " 4 

1.000 

-1.148 x 10” 4 

7.387 x 10” 3 

0.7333 

0.2200 

2.241 x 10” 4 

1.000 

-1.105 x 10” 4 

7.399 x 10” 3 

0.7400 

0.2200 

2.245 x 10” 4 

1.001 

5.440 x 10” 4 

7.428 x 10” 3 

0.7467 

0.2200 

2.251 x 10” 4 

1.000 

-4.627 x 10” 4 

7.447 x 10” 3 

0.7533 

0.2200 

2.257 x 10” 4 

1.000 

2.447 x 10” 4 

7.456 x 10~ 3 

0.7600 

0.2200 

2.267 x 10” 4 

1.001 

2.682 x 10” 5 

7.530 x 10” 3 

0.7667 

0.2200 

2.265 x 10“ 4 

1.000 

-1.837 x 10” 4 

7.455 x 10” 3 

0.7733 

0.2200 

2.298 x 10” 4 

0.989 

1.074 x 10” 2 

1.116 x 10” 2 

0.7800 

0.2200 

2.962 x 10” 4 

0.867 

0.114 

5.366 x 10” 2 

0.7867 

0.2200 

6.476 x 10” 4 

0.632 

0.331 

2.188 x 10” 1 

0.7933 

0.2200 

1.245 x 10 -3 

0.542 

0.439 

4.271 x 10” 1 

0.8000 

0.2200 

1.594 x 10 -3 

0.533 

0.468 

5.060 x 10” 1 

0.8067 

0.2200 

1.684 x 10” 3 

0.529 

0.463 

5.133 x 10” 1 

0.8133 

0.2200 

1.674 x 10~ 3 

0.506 

0.440 

5.115 x 10 _1 

0.8200 

0.2200 

1.594 x 10~ 3 

0.466 

0.402 

5.046 x 10” 1 

0.8267 

0.2200 

1.547 x 10” 3 

0.412 

0.356 

4.958 x 10” 1 

0.8333 

0.2200 

1.556 x 10” 3 

0.348 

0.302 

4.804 x 10” 1 

0.8400 

0.2200 

1.648 x 10“ 3 

0.292 

0.257 

4.595 x 10” 1 

0.8467 

0.2200 

1.840 x 10” 3 

0.251 

0.221 

4.429 x 10” 1 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n o 

U /VcxD 

0.7533 

0.2267 

2.245 x 10 -4 

1.000 

0.7600 

0.2267 

2.231 x 10~ 4 

1.000 

0.7667 

0.2267 

2.242 x 10~ 4 

1.000 

0.7733 

0.2267 

2.235 x 10~ 4 

0.999 

0.7800 

0.2267 

2.359 x 10 -4 

0.976 

0.7867 

0.2267 

3.313 x 10~ 4 

0.830 

0.7933 

0.2267 

7.400 x 10 -4 

0.610 

0.8000 

0.2267 

1.277 x 10~ 3 

0.533 

0.8067 

0.2267 

1.538 x 10“ 3 

0.531 

0.8133 

0.2267 

1.618 x 10 -3 

0.527 

0.8200 

0.2267 

1.616 x 10~ 3 

0.508 

0.8267 

0.2267 

1.547 x 10~ 3 

0.472 

0.8333 

0.2267 

1.491 x 10 -3 

0.422 

0.8400 

0.2267 

1.481 x 10 -3 

0.366 

0.8467 

0.2267 

1.538 x 10 -3 

0.314 

0.8533 

0.2267 

1.677 x 10~ 3 

0.269 

0.8600 

0.2267 

1.892 x 10 -3 

0.238 

0.8667 

0.2267 

2.119 x 10“ 3 

0.216 

0.8733 

0.2267 

2.372 x 10 -3 

0.201 

0.8800 

0.2267 

2.589 x 10~ 3 

0.193 

0.8867 

0.2267 

2.726 x 10 -3 

0.190 

0.8933 

0.2267 

2.804 x 10~ 3 

0.188 

0.9000 

0.2267 

2.814 x 10 -3 

0.188 

0.9067 

0.2267 

2.790 x 10“ 3 

0.189 

0.9133 

0.2267 

2.702 x 10 -3 

0.192 

0.9200 

0.2267 

2.609 x 10“ 3 

0.194 

0.9267 

0.2267 

2.502 x 10 -3 

0.197 

0.9333 

0.2267 

2.377 x 10“ 3 

0.201 

0.9400 

0.2267 

2.265 x 10“ 3 

0.204 

0.9467 

0.2267 

2.137 x 10 -3 

0.208 

0.9533 

0.2267 

2.007 x 10 -3 

0.210 

0.9600 

0.2267 

1.891 x 10~ 3 

0.213 

0.9667 

0.2267 

1.794 x 10 -3 

0.215 

0.9733 

0.2267 

1.677 x 10~ 3 

0.218 

0.9800 

0.2267 

1.585 x 10~ 3 

0.222 

0.9867 

0.2267 

1.500 x 10 -3 

0.224 


w / V oo 

-1.458 x 10 4 
1.190 x 10 -4 
6.367 x 10 -4 
5.878 x 10~ 4 
1.937 x 10 -2 


nkT/ Poo V; 
7.394 x 10“ 
7.321 x 10" 
7.387 x 10“ 
7.715 x 10“ 
1.525 x 10“ 


0.145 

7.157 x 10~ 2 

0.349 

2.575 x lO" 1 

0.441 

4.479 x 10 -1 

0.463 

4.970 x 10 -1 

0.464 

4.977 x 10 _1 

0.442 

4.933 x 10 _1 

0.410 

4.810 x 10 -1 

0.362 

4.690 x 10 -1 

0.312 

4.496 x 10“ 1 

0.271 

4.298 x 10 -1 

0.232 

4.089 x 10 -1 

0.204 

3.847 x 10 _1 

0.185 

3.579 x 10 _1 

0.168 

3.378 x 10 -1 

0.159 

3.190 x 10 _1 

0.152 

2.953 x 10 _1 

0.148 

2.784 x 10 -1 

0.143 

2.600 x 10 _1 

0.142 

2.444 x 10 _1 

0.141 

2.244 x 10“ 1 

0.138 

2.096 x 10 -1 

0.136 

1.966 x 10 -1 

0.135 

1.808 x 10 _1 

0.132 

1.694 x 10 -1 

0.130 

1.569 x 10 -1 

0.128 

1.454 x 10 _1 

0.125 

1.359 x 10 _1 

0.122 

1.280 x 10 -1 

0.119 

1.179 x 10 _1 

0.116 

1.110 x 10 -1 

0.113 

1.035 x 10 -1 
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x/L 

z/L 

n / n o 

u / Vqo 

8 

> 

nkT/PooV 2 

0.9933 

0.2267 

1.419 x 10 -s 

0.226 

0.111 

9.799 x 10 ^ 

1.0000 

0.2267 

1.330 x 10 -3 

0.229 

0.107 

9.108 x 10 1 

0.6667 

0.2333 

2.235 x 10 -4 

1.000 

-5.135 x 10~ 4 

7.363 x 10 

0.6733 

0.2333 

2.234 x 10~ 4 

1.000 

-5.922 x 10~ 4 

7.366 x 10 J 

O 

0.6800 

0.2333 

2.238 x 10~ 4 

1.000 

-4.238 x 10~ 4 

7.371 x 10 11 

0.6867 

0.2333 

2.236 x 10 -4 

1.000 

-2.094 x 10~ 4 

7.352 x 10 6 

0.6933 

0.2333 

2.233 x 10~ 4 

1.000 

-3.175 x 10 -4 

7.362 x 10 J 

0.7000 

0.2333 

2.240 x 10 -4 

1.000 

1.234 x 10~ 4 

7.361 x 10 J 

0.7067 

0.2333 

2.243 x 10 -4 

1.000 

2.661 x 10 -4 

7.367 x 10 * 

0.7133 

0.2333 

2.235 x 10~ 4 

1.000 

-2.079 x 10~ 4 

7.373 xlO 6 

0.7200 

0.2333 

2.243 x 10 -4 

1.001 

1.238 x 10~ 4 

7.384 xlO J 

0.7267 

0.2333 

2.244 x 10" 4 

1.000 

2.333 x 10 -4 

7.385 x 10 J 

0.7333 

0.2333 

2.244 x 10" 4 

1.000 

2.255 x 10 -4 

7.394 x 10 J 

0.7400 

0.2333 

2.244 x 10 -4 

1.000 

1.115 x 10~ 4 

7.398 x 10 13 

0.7467 

0.2333 

2.236 x 10~ 4 

1.000 

-3.176 x 10~ 4 

7.373 x lO - ^ 

0.7533 

0.2333 

2.246 x 10~ 4 

1.000 

-5.851 x 10 -4 

7.410 x 10 J 

0.7600 

0.2333 

2.246 x 10 -4 

1.000 

-2.562 x 10~ 4 

7.408 x 10 6 

0.7667 

0.2333 

2.247 x 10~ 4 

1.000 

-6.140 x 10“ 4 

7.391 x 10 11 

o 

0.7733 

0.2333 

2.234 x 10~ 4 

0.999 

1.790 x 10“ 4 

7.384 xlO J 

0.7800 

0.2333 

2.267 x 10 -4 

0.997 

2.079 x 10~ 3 

8.505 x 10 J 

0.7867 

0.2333 

2.395 x 10 -4 

0.966 

2.640 x 10 -2 

1.834 x 10 1 

0.7933 

0.2333 

3.783 x 10 -4 

0.782 

0.182 

9.637 x 10 z 

0.8000 

0.2333 

8.209 x 10~ 4 

0.576 

0.371 

2.975 x 10 1 

0.8067 

0.2333 

1.282 x 10~ 3 

0.526 

0.443 

4.556 x 10 1 

0.8133 

0.2333 

1.492 x 10~ 3 

0.528 

0.460 

4.916 x 10 _1 

0.8200 

0.2333 

1.568 x 10 -3 

0.524 

0.457 

4.875 x 10 1 

0.8267 

0.2333 

1.557 x 10 -3 

0.510 

0.443 

4.745 x 10 _1 

i 

0.8333 

0.2333 

1.505 x 10 -3 

0.479 

0.411 

4.649 x 10 1 

0.8400 

0.2333 

1.427 x 10 -3 

0.436 

0.370 

4.391 x 10 1 

-i 

0.8467 

0.2333 

1.404 x 10 -3 

0.385 

0.324 

4.204 x 10“ 1 

-I 

0.8533 

0.2333 

1.442 x 10 -3 

0.336 

0.282 

4.052 x 10 1 

0.8600 

0.2333 

1.532 x 10 -3 

0.294 

0.243 

3.794 x 10 -1 

■I 

0.8667 

0.2333 

1.701 x 10 -3 

0.261 

0.215 

3.592 x 10 1 
1 

0.8733 

0.2333 

1.919 x 10 -3 

0.235 

0.191 

3.383 x 10 1 
1 

0.8800 

0.2333 

2.122 x 10 -3 

0.219 

0.175 

3.170 x 10 1 

0.8867 

0.2333 

2.333 x 10~ 3 

0.208 

0.163 

2.964 x 10 1 



E 


Table A. 2: Flow held variables on symmetry plane, fine grid 
(continued). 


z/L 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 


n/n 0 

u/Voo 

w / V oo 

nkT/poo V 

2.505 x 10“ 3 

0.202 

0.156 

2.814 x 10" 

2.584 x 10“ 3 

0.198 

0.148 

2.618 x 10" 

2.618 x 10 -3 

0.198 

0.145 

2.451 x 10" 

2.598 x 10~ 3 

0.199 

0.141 

2.272 x 10" 

2.549 x 10~ 3 

0.199 

0.139 

2.123 x 10" 

2.484 x 10“ 3 

0.202 

0.137 

1.974 x 10" 

2.381 x 10~ 3 

0.204 

0.135 

1.837 x 10" 

2.304 x 10"" 3 

0.206 

0.133 

1.722 x 10" 

2.182 x 10~ 3 

0.209 

0.130 

1.606 x 10" 

2.072 x 10~ 3 

0.212 

0.127 

1.494 x 10" 

1.948 x 10 -3 

0.216 

0.125 

1.378 x 10" 

1.857 x 10~ 3 

0.217 

0.122 

1.305 x 10" 

1.764 x 10“ 3 

0.221 

0.120 

1.224 x 10" 

1.655 x 10 -3 

0.224 

0.116 

1.132 x 10" 

1.579 x 10“ 3 

0.226 

0.114 

1.070 x 10" 

1.489 x 10“ 3 

0.227 

0.110 

1.005 x 10" 

1.415 x 10“ 3 

0.230 

0.108 

9.439 x 10" 

2.242 x 10“ 4 

1.000 

-2.879 x 10 -4 

7.369 x 10" 

2.241 x 10~ 4 

1.000 

-4.229 x 10~ 4 

7.376 x 10' 

2.243 x 10 -4 

1.000 

-4.150 x 10~ 4 

7.386 x 10' 

2.249 x 10 -4 

1.000 

-3.117 x 10 -4 

7.396 x 10' 

2.253 x 10~ 4 

1.000 

-2.315 x 10 -4 

7.392 x 10" 

2.251 x 10~ 4 

1.000 

-1.784 x 10~ 4 

7.373 x 10" 

2.245 x 10"" 4 

1.000 

-3.509 x 10 -4 

7.363 x 10' 

2.246 x 10"" 4 

0.999 

-6.799 x 10~ 4 

7.385 x 10" 

2.249 x 10“ 4 

1.000 

-6.538 x 10~ 4 

7.375 x 10' 

2.249 x 10“ 4 

1.000 

-6.966 x 10~ 4 

7.383 x 10" 

2.246 x 10“ 4 

1.000 

-5.910 x 10 -4 

7.394 x 10~ 

2.246 x 10 -4 

1.000 

-4.053 x 10 -4 

7.399 x 10" 

2.245 x 10“ 4 

1.000 

-5.562 x 10~ 4 

7.387 x 10“ 

2.242 x 10“ 4 

1.000 

-4.362 x 10 -4 

7.382 x 10“ 

2.243 x 10~ 4 

1.000 

-1.823 x 10~ 4 

7.388 x 10“ 

2.250 x 10~ 4 

1.000 

-1.979 x 10~ 5 

7.407 x 10“ 

2.253 x 10“ 4 

1.000 

6.957 x 10 -4 

7.367 x 10“ 

2.271 x 10“ 4 

1.000 

4.824 x 10 -4 

7.436 x 10“ 

2.267 x 10“ 4 

0.995 

4.791 x 10~ 3 

9.131 x 10“ 






E 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2467 

0.2467 

0.2467 

0.2467 


n / n o 

2.504 x 10" 
4.281 x 10" 
8.989 x 10" 
1.286 x 10" 
1.451 x 10" 
1.515 x 10" 
1.510 x 10" 
1.464 x 10" 
1.382 x 10" 
1.348 x 10" 
1.362 x 10“ 
1.425 x 10" 
1.558 x 10" 
1.722 x 10“ 
1.923 x 10“ 
2.109 x 10' 
2.254 x 10" 
2.352 x 10" 
2.440 x 10" 
2.433 x 10" 
2.418 x 10" 
2.380 x 10" 
2.305 x 10" 
2.214 x 10" 
2.117 x 10" 
2.018 x 10" 
1.917 x 10" 
1.828 x 10" 
1.729 x 10" 
1.629 x 10" 
1.560 x 10" 
1.478 x 10" 
2.235 x 10" 

2.239 x 10" 

2.240 x 10" 
2.242 x 10" 


0.938 

0.738 

0.564 

0.524 

0.526 

0.524 

0.513 

0.487 

0.452 

0.406 

0.357 


0.235 

0.222 

0.214 


0.208 

0.210 

0.212 

0.215 

0.219 

0.220 

0.222 


w/Vqq 
5.177 x 10" 
0.221 
0.384 
0.440 
0.454 
0.454 
0.439 
0.411 
0.377 
0.335 
0.291 
0.256 
0.224 
0.200 
0.181 
0.169 
0.159 
0.152 
0.146 
0.142 


0.128 

0.125 

0.123 

0.120 

0.117 


-1.549 x 10" d 
1.149 x 10" 5 
-2.800 x 10" 4 
-5.276 x 10" 4 


1.240 x 10" 
3.299 x 10" 
4.616 x 10" 
4.844 x 10“ 
4.758 x 10" 
4.641 x 10" 
4.456 x 10" 
4.188 x 10" 
4.006 x 10" 
3.786 x 10" 
3.590 x 10" 
3.415 x 10" 
3.181 x 10" 
3.035 x 10" 
2.847 x 10“ 
2.656 x 10“ 
2.466 x 10" 
2.338 x 10" 
2.163 x 10" 
2.028 x 10" 
1.908 x 10" 
1.770 x 10" 
1.653 x 10" 
1.536 x 10" 
1.435 x 10" 
1.341 x 10" 
1.262 x 10" 
1.173 x 10" 
1.084 x 10" 
1.038 x 10" 
9.707 x 10" 
7.365 x 10" 
7.394 x 10' 
7.402 x 10" 
7.392 x 10' 
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x/L 

z/L 

n /n 0 

U / V oo 

w / V oo 

nkT/ Poo V^ 

0.6933 

0.2467 

2.246 x 10“ 4 

1.000 

-2.585 x 10“ 4 

7.385 x 10^ 

0.7000 

0.2467 

2!240 x 10“ 4 

1.000 

-3.630 x 10“ 4 

7.361 x 10“ 3 

0.7067 

0.2467 

2.241 x 10“ 4 

1.000 

-4.529 x 10“ 4 

7.374 x 10“ 3 

0.7133 

0.2467 

2.250 x 10" 4 

1.000 

-5.208 x 10“ 4 

7.416 x 10“ 3 

0.7200 

0.2467 

2.244 x 10~ 4 

1.000 

-6.762 x 10“ 4 

7.367 x 10 -3 

0.7267 

0.2467 

2.239 x 10“ 4 

1.000 

-9.398 x 10“ 4 

7.360 x 10“ 3 

0.7333 

0.2467 

2.233 x 10“ 4 

1.000 

-8.889 x 10“ 4 

7.353 x 10“ 3 

0.7400 

0.2467 

2.230 x 10“ 4 

1.000 

-6.346 x 10“ 4 

7.337 x 10 -3 

0.7467 

0.2467 

2.235 x 10“ 4 

1.000 

-6.900 x 10“ 4 

7.340 x 10“ 3 

0.7533 

0.2467 

2.235 x 10“ 4 

1.000 

-4.774 x 10“ 4 

7.336 x 10“ 3 

0.7600 

0.2467 

2.234 x 10“ 4 

1.000 

-1.203 x 10“ 4 

7.345 x 10“ 3 

0.7667 

0.2467 

2.238 x 10 -4 

1.000 

5.945 x 10“ 5 

7.383 x 10 -3 

0.7733 

0.2467 

2.216 x 10“ 4 

0.999 

-5.596 x 10“ 4 

7.330 x 10“ 3 

0.7800 

0.2467 

2.216 x 10“ 4 

0.999 

3.397 x 10 -4 

7.374 x 10“ 3 

0.7867 

0.2467 

2.223 x 10 -4 

0.999 

5.302 x 10“ 4 

7.524 x 10“ 3 

0.7933 

0.2467 

2.242 x 10“ 4 

0.991 

8.699 x 10“ 3 

1.013 x 10 -2 

0.8000 

0.2467 

2.613 x 10“ 4 

0.914 

7.317 x 10“ 2 

3.630 x 10“ 2 

0.8067 

0.2467 

4.913 x 10 -4 

0.700 

0.258 

1.536 x 10 _1 

0.8133 

0.2467 

9.645 x 10“ 4 

0.553 

0.395 

3.568 x 10 _1 

0.8200 

0.2467 

1.281 x 10“ 3 

0.524 

0.437 

4.598 x 10 _1 

0.8267 

0.2467 

1.404 x 10“ 3 

0.528 

0.449 

4.738 x 10 _1 

0.8333 

0.2467 

1.463 x 10“ 3 

0.527 

0.451 

4.649 x 10 _1 

0.8400 

0.2467 

1.453 x 10 -3 

0.516 

0.437 

4.467 x 10 _1 

0.8467 

0.2467 

1.402 x 10“ 3 

0.499 

0.413 

4.219 x 10 _1 

0.8533 

0.2467 

1.336 x 10“ 3 

0.464 

0.380 

4.003 x 10 _1 

0.8600 

0.2467 

1.306 x 10“ 3 

0.423 

0.339 

3.823 x 10 _1 

0.8667 

0.2467 

1.302 x 10“ 3 

0.381 

0.300 

3.625 x 10 _1 

0.8733 

0.2467 

1.333 x 10“ 3 

0.339 

0.264 

3.412 x 10 _1 

0.8800 

0.2467 

1.433 x 10“ 3 

0.303 

0.236 

3.219 x 10“ ! 

0.8867 

0.2467 

1.551 x 10“ 3 

0.275 

0.209 

3.029 x 10' 1 

0.8933 

0.2467 

1.723 x 10“ 3 

0.253 

0.190 

2.863 x 10 _1 

0.9000 

0.2467 

1.889 x 10“ 3 

0.237 

0.175 

2.695 x 10 _1 

0.9067 

0.2467 

2.034 x 10“ 3 

0.228 

0.163 

2.526 x 10 _1 

0.9133 

0.2467 

2.156 x 10“ 3 

0.222 

0.154 

2.379 x 10 _1 

0.9200 

0.2467 

2.239 x 10“ 3 

0.218 

0.148 

2.227 x 10 _1 

0.9267 

0.2467 

2.268 x 10“ 3 

0.216 

0.143 

2.071 x 10 _1 


a 


Table A. 2: Flow field variables on symmetry plane, fine grid 
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z/L 

0.2467 


n / n o 

2.280 x 10" 


0.9400 0.2467 2.250 x 10" 


2.202 x 10' 
2.121 x 10" 
2.036 x 10" 
1.963 x 10" 
1.869 x 10" 
1.789 x 10" 
1.708 x 10" 
1.628 x 10" 
1.553 x 10" 


0.6667 0.2533 2.228 x 10" 


0.9467 

0.9533 

0.9600 

0.9667 

0.9733 

0.9800 

0.9867 

0.9933 

1.0000 


0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 


0.6733 

0.6800 

0.6867 

0.6933 

0.7000 

0.7067 

0.7133 

0.7200 

0.7267 

0.7333 

0.7400 

0.7467 

0.7533 

0.7600 

0.7667 


0.2533 2.233 x 10" 

0.2533 2.239 x 10" 

0.2533 2.228 x 10" 

0.2533 2.228 x 10" 


0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 


2.227 x 10" 
2.236 x 10" 
2.250 x 10' 

2.231 x 10" 

2.228 x 10' 
2.227 x 10" 
2.218 x 10" 
2.225 x 10" 
2.230 x 10" 

2.232 x 10" 
2.234 x 10' 
2.241 x 10" 
2.234 x 10' 
2.223 x 10" 
2.202 x 10" 
2.244 x 10" 
2.801 x 10" 
5.528 x 10" 
1.019 x 10" 
1.258 x 10" 


0.215 

0.216 

0.217 

0.218 

0.221 

0.223 

0.225 

0.226 

0.229 

0.231 

0.233 

1.000 

1.000 


w /Vqo 

0.138 

0.135 

0.132 

0.129 

0.126 

0.125 

0.121 

0.119 

0.116 

0.113 

0.109 

9.083 x 10 _l 
2.887 x 10 _ ‘ 
3.952 x 10 _l 
-5.926 x 10" 
-2.458 x 10" 
-2.830 x 10" 
-2.873 x 10" 
-1.379 x 10" 
-9.936 x 10" 
-1.062 x 10" 
-2.571 x 10" 
-3.604 x 10" 
-5.132 x 10" 
-3.159 x 10" 
-8.161 x 10" 
-1.243 x 10' 
-1.772 x 10" 
2.406 x 10 - 
2.877 x 10“ 
8.017 x 10“ 
9.337 x 10“ 
9.932 x 10~ 
0.294 
0.402 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


306 


x/L 

z/L 

n /n 0 

“/Voo 

w / V oo 

n kT/ Poo V^ 

0.8333 

0.2533 

1.351 x 10 -3 

0.529 

0.447 

4.583 x 10 -T 

0.8400 

0.2533 

1.399 x 10~ 3 

0.530 

0.449 

4.487 x 10 -1 

0.8467 

0.2533 

1.395 x 10 -3 

0.524 

0.435 

4.266 x 10 -1 

0.8533 

0.2533 

1.354 x 10 -3 

0.507 

0.414 

4.065 x 10 _1 

0.8600 

0.2533 

1.296 x 10~ 3 

0.478 

0.384 

3.842 x 10 -1 

0.8667 

0.2533 

1.244 x 10~ 3 

0.442 

0.347 

3.619 x 10 -1 

0.8733 

0.2533 

1.238 x 10 -3 

0.402 

0.308 

3.441 x 10 -1 

0.8800 

0.2533 

1.258 x 10~ 3 

0.363 

0.276 

3.254 x 10 -1 

0.8867 

0.2533 

1.325 x 10 -3 

0.326 

0.242 

3.103 x 10 _1 

0.8933 

0.2533 

1.424 x 10~ 3 

0.296 

0.218 

2.909 x 10 _1 

0.9000 

0.2533 

1.556 x 10~ 3 

0.271 

0.198 

2.742 x 10“ 1 

0.9067 

0.2533 

1.696 x 10~ 3 

0.255 

0.181 

2.587 x 10 _1 

0.9133 

0.2533 

1.817 x 10~ 3 

0.243 

0.168 

2.380 x 10 _1 

0.9200 

0.2533 

1.947 x 10~ 3 

0.235 

0.158 

2.275 x 10 _1 

0.9267 

0.2533 

2.053 x 10 -3 

0.229 

0.150 

2.135 x 10 _1 

0.9333 

0.2533 

2.109 x 10 -3 

0.226 

0.144 

2.005 x 10“ 1 

0.9400 

0.2533 

2.136 x 10 -3 

0.224 

0.140 

1.865 x 10 _1 

0.9467 

0.2533 

2.124 x 10~ 3 

0.224 

0.135 

1.743 x 10 -1 

0.9533 

0.2533 

2.100 x 10 -3 

0.225 

0.131 

1.636 x 10 -1 

0.9600 

0.2533 

2.043 x 10 -3 

0.226 

0.128 

1.518 x 10 _1 

0.9667 

0.2533 

1.961 x 10~ 3 

0.227 

0.127 

1.406 x 10 _1 

0.9733 

0.2533 

1.918 x 10 -3 

0.228 

0.122 

1.343 x 10 _1 

0.9800 

0.2533 

1.839 x 10 -3 

0.230 

0.120 

1.250 x 10 _1 

0.9867 

0.2533 

1.774 x 10 -3 

0.231 

0.117 

1.185 x 10 _1 

0.9933 

0.2533 

1.698 x 10 -3 

0.234 

0.114 

1.117 x 10 _1 

1.0000 

0.2533 

1.628 x 10“ 3 

0.236 

0.111 

1.053 x 10 _1 

0.6667 

0.2600 

2.233 x 10 -4 

1.000 

4.234 x 10 -4 

7.367 x 10~ 3 

0.6733 

0.2600 

2.246 x 10 -4 

1.001 

2.633 x 10~ 4 

7.396 x 10 -3 

0.6800 

0.2600 

2.253 x 10~ 4 

1.000 

2.838 x 10 -4 

7.428 x 10~ 3 

0.6867 

0.2600 

2.257 x 10 -4 

1.000 

4.189 x 10 -4 

7.472 x 10 -3 

0.6933 

0.2600 

2.243 x 10 -4 

1.001 

-2.811 x 10 -4 

7.384 x 10 -3 

0.7000 

0.2600 

2.238 x 10 -4 

1.000 

-2.392 x 10 -4 

7.387 x 10 -3 

0.7067 

0.2600 

2.238 x 10 -4 

1.000 

-4.097 x 10 -4 

7.390 x 10“ 3 

0.7133 

0.2600 

2.242 x 10 -4 

1.000 

-1.101 x 10 -3 

7.374 x 10~ 3 

0.7200 

0.2600 

2.236 x 10 -4 

1.000 

-2.439 x 10 -4 

7.336 x 10“ 3 

0.7267 

0.2600 

2.235 x 10 -4 

1.000 

-5.678 x 10~ 5 

7.364 x 10~ 3 
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x/L 

z/L 

n / n o 

u /Voo 

W /V 00 

nkT/ Poo V^ 

0.7333 

0.2600 

2.241 x 10“ 4 

1.000 

-2.101 x 10 -4 ^ 

7.390 x lO^ 3 

0.7400 

0.2600 

2.255 x 10 -4 

1.000 

-5.451 x 10 -4 

7.393 x 10~ 3 

0.7467 

0.2600 

2.235 x 10~ 4 

1.000 

-4.687 x 10 -4 

7.377 x 10 -3 

0.7533 

0.2600 

2.246 x 10 -4 

1.000 

-2.420 x 10~ 5 

7.395 x 10~ 3 

0.7600 

0.2600 

2.253 x 10" 4 

1.000 

3.412 x 10~ 4 

7.392 x 10 -3 

0.7667 

0.2600 

2.225 x 10 -4 

0.999 

1.949 x 10~ 4 

7.300 x 10 -3 

0.7733 

0.2600 

2.256 x 10 -4 

1.000 

3.187 x 10 -4 

7.373 x 10 -3 

0.7800 

0.2600 

2.251 x 10~ 4 

0.999 

-6.652 x 10~ 5 

7.393 x 10 -3 

0.7867 

0.2600 

2.237 x 10 -4 

0.999 

9.670 x 10 -5 

7.363 x 10~ 3 

0.7933 

0.2600 

2.260 x 10 -4 

0.999 

-7.490 x 10 -4 

7.472 x 10 -3 

0.8000 

0.2600 

2.259 x 10~ 4 

0.998 

1.027 x 10~ 3 

8.058 x 10 -3 

0.8067 

0.2600 

2.315 x 10 -4 

0.978 

1.707 x 10 -2 

1.442 x 10 -2 

0.8133 

0.2600 

3.082 x 10~ 4 

0.855 

0.121 

6.079 x 10~ 2 

0.8200 

0.2600 

6.266 x 10~ 4 

0.634 

0.312 

2.168 x 10 -1 

0.8267 

0.2600 

1.057 x 10~ 3 

0.539 

0.405 

3.932 x 10 _1 

0.8333 

0.2600 

1.251 x 10 -3 

0.529 

0.432 

4.524 x 10 _1 

0.8400 

0.2600 

1.320 x 10 -3 

0.532 

0.442 

4.520 x 10 _1 

0.8467 

0.2600 

1.355 x 10 -3 

0.534 

0.441 

4.352 x 10 _1 

0.8533 

0.2600 

1.347 x 10~ 3 

0.531 

0.431 

4.145 x 10 _1 

0.8600 

0.2600 

1.307 x 10 -3 

0.518 

0.414 

3.922 x 10 _1 

0.8667 

0.2600 

1.253 x 10~ 3 

0.494 

0.384 

3.675 x 10 -1 

0.8733 

0.2600 

1.206 x 10” 3 

0.463 

0.352 

3.464 x 10 _1 

0.8800 

0.2600 

1.181 x 10 -3 

0.426 

0.319 

3.267 x 10 -1 

0.8867 

0.2600 

1.195 x 10 -3 

0.386 

0.284 

3.110 x 10 _1 

0.8933 

0.2600 

1.226 x 10~ 3 

0.352 

0.254 

2.933 x 10 _1 

0.9000 

0.2600 

1.305 x 10~ 3 

0.318 

0.229 

2.777 x 10 _1 

0.9067 

0.2600 

1.405 x 10 -3 

0.294 

0.207 

2.617 x 10 _1 

0.9133 

0.2600 

1.512 x 10 -3 

0.274 

0.189 

2.452 x 10 -1 

0.9200 

0.2600 

1.629 x 10~ 3 

0.260 

0.174 

2.308 x 10 -1 

0.9267 

0.2600 

1.744 x 10 -3 

0.249 

0.164 

2.154 x 10 _1 

0.9333 

0.2600 

1.831 x 10~ 3 

0.243 

0.155 

2.017 x 10 _1 

0.9400 

0.2600 

1.909 x 10 -3 

0.238 

0.148 

1.898 x 10 _1 

0.9467 

0.2600 

1.969 x 10 -3 

0.234 

0.141 

1.793 x 10 _1 

■t 

0.9533 

0.2600 

1.999 x 10 -3 

0.232 

0.136 

1.696 x 10 _1 

0.9600 

0.2600 

1.985 x 10 -3 

0.231 

0.131 

1.583 x 10” 1 

0.9667 

0.2600 

1.955 x 10~ 3 

0.232 

0.127 

1.492 x 10~ ! 
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x/L 

z/L 

n /n 0 

“/Voo 

w / V oo 

nkT/ Poo V' z 

0.9733 

0.2600 

1.920 x 10~ 3 

0.232 

0.125 

1.399 x 10^ 

0.9800 

0.2600 

1.863 x 10~ 3 

0.233 

0.121 

1.315 x 10 -1 

0.9867 

0.2600 

1.815 x 10~ 3 

0.234 

0.119 

1.235 x 10 _1 

0.9933 

0.2600 

1.736 x 10~ 3 

0.236 

0.115 

1.155 x 10 -1 

1.0000 

0.2600 

1.673 x 10~ 3 

0.238 

0.113 

1.086 x 10 -1 

0.6667 

0.2667 

2.263 x 10 -4 

0.999 

-2.860 x 10~ 4 

7.463 x 10 -3 

0.6733 

0.2667 

2.251 x 10~ 4 

1.000 

-1.282 x 10 -4 

7.431 x 10 -3 

0.6800 

0.2667 

2.249 x 10 -4 

1.000 

-6.576 x 10~ 6 

7.431 x 10 -3 

0.6867 

0.2667 

2.249 x 10 -4 

1.000 

-9.835 x 10 -5 

7.424 x 10 -3 

0.6933 

0.2667 

2.262 x 10 -4 

1.000 

1.174 x 10 -4 

7.443 x 10~ 3 

o.Tpoo 

0.2667 

2.249 x 10~ 4 

1.000 

3.514 x 10~ 4 

7.437 x 10 -3 

0.7^67 

0.2667 

2.249 x 10~ 4 

1.000 

3.569 x 10 -4 

7.438 x 10 -3 

0.7)33 

0.2667 

2.264 x 10~ 4 

1.000 

7.481 x 10 -5 

7.425 x 10 -3 

0.7200 

0.2667 

2.254 x 10~ 4 

1.000 

-2.779 x 10~ 4 

7.447 x 10~ 3 

0.7267 

0.2667 

2.250 x 10“ 4 

1.000 

3.631 x 10 -4 

7.428 x 10 -3 

0.7333 

0.2667 

2.253 x 10~ 4 

1.000 

5.187 x 10 -4 

7.418 x 10 -3 

0.7400 

0.2667 

2.254 x 10 -4 

1.000 

-3.823 x 10 -4 

7.419 x 10~ 3 

0.7467 

0.2667 

2.238 x 10 -4 

1.000 

-1.465 x 10~ 4 

7.358 x 10 -3 

0.7533 

0.2667 

2.247 x 10 -4 

1.000 

-1.310 x 10 -4 

7.397 x 10 -3 

0.7600 

0.2667 

2.252 x 10~ 4 

1.000 

-2.183 x 10 -4 

7.414 x 10~ 3 

0.7667 

0.2667 

2.231 x 10 -4 

1.000 

-7.286 x 10~ 5 

7.330 x 10 -3 

0.7733 

0.2667 

2.244 x 10 -4 

1.000 

-4.348 x 10 -4 

7.390 x 10~ 3 

0.7800 

0.2667 

2.249 x 10 -4 

1.000 

-2.243 x 10 -4 

7.418 x 10~ 3 

0.7867 

0.2667 

2.245 x 10~ 4 

0.999 

1.132 x 10 -5 

7.412 x 10 -3 

0.7933 

0.2667 

2.230 x 10~ 4 

0.999 

-1.497 x 10 -3 

7.412 x 10 -3 

0.8000 

0.2667 

2.250 x 10~ 4 

0.998 

1.517 x 10 -5 

7.533 x 10 -3 

0.8067 

0.2667 

2.256 x 10 -4 

0.996 

2.839 x 10 -3 

8.488 x 10 -3 

0.8133 

0.2667 

2.376 x 10 -4 

0.972 

2.397 x 10 -2 

1.640 x 10 -2 

0.8200 

0.2667 

3.374 x 10 -4 

0.822 

0.150 

7.538 x 10 -2 

0.8267 

0.2667 

6.901 x 10~ 4 

0.617 

0.329 

2.411 x 10 -1 

0.8333 

0.2667 

1.084 x 10~ 3 

0.541 

0.410 

4.023 x 10 _1 

0.8400 

0.2667 

1.229 x 10 -3 

0.532 

0.427 

4.437 x 10 -1 

0.8467 

0.2667 

1.270 x 10 -3 

0.537 

0.439 

4.332 x 10" 1 

0.8533 

0.2667 

1.297 x 10~ 3 

0.536 

0.438 

4.159 x 10 -1 

0.8600 

0.2667 

1.297 x 10~ 3 

0.539 

0.429 

4.011 x 10 _1 

0.8667 

0.2667 

1.258 x 10 -3 

0.529 

0.414 

3.746 x 10 _1 
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x/L 

z/L 

n/n 0 

u/Voo 

W / V OC 

^ kT />>oovir 

0.8733 

0.2667 

1.204 x 10~ 3 

0.510 

0.389 

3.489 x 10“ ‘ 

0.8800 

0.2667 

1.167 x 10~ 3 

0.480 

0.359 

3.314 x 10 1 

0.8867 

0.2667 

1.145 x 10~ 3 

0.446 

0.327 

3.154 x 10 _1 

0.8933 

0.2667 

1.137 x 10~ 3 

0.410 

0.294 

2.974 x 10 _1 

0.9000 

0.2667 

1.151 x 10 -3 

0.376 

0.267 

2.803 x 10 1 

0.9067 

0.2667 

1.199 x 10~ 3 

0.345 

0.239 

2.654 x 10” 1 

0.9133 

0.2667 

1.282 x 10“ 3 

0.316 

0.216 

2.508 x 10 1 

0.9200 

0.2667 

1.357 x 10 -3 

0.298 

0.198 

2.348 x 10 _1 

0.9267 

0.2667 

1.463 x 10~ 3 

0.279 

0.182 

2.221 x 10 -1 

0.9333 

0.2667 

1.563 x 10~ 3 

0.266 

0.168 

2.090 x 10 _1 

0.9400 

0.2667 

1.661 x 10 -3 

0.257 , 

0.159 

1.974 x 10 -1 

0.9467 

0.2667 

1.744 x 10 -3 

0.250 ' 

0.150 

1.868 x 10 _1 

0.9533 

0.2667 

1.812 x 10“ 3 

0.245 ’ 

0.143 

1.764 x 10 1 

0.9600 

0.2667 

1.841 x 10~ 3 

0.243 

0.138 

1.644 x 10 1 

0.9667 

0.2667 

1.854 x 10“ 3 

0.241 

0.134 

1.543 x 10“ 1 

0.9733 

0.2667 

1.851 x 10~ 3 

0.240 

0.129 

1.447 x 10 1 

0.9800 

0.2667 

1.836 x 10~ 3 

0.239 

0.125 

1.364 x 10 -1 

0.9867 

0.2667 

1.797 x 10~ 3 

0.240 

0.121 

1.296 x 10" 1 

i 

0.9933 

0.2667 

1.760 x 10 -3 

0.240 

0.119 

1.215 x 10 1 

1.0000 

0.2667 

1.703 x 10 -3 

0.241 

0.114 

1.145 x 10 1 

0.6667 

0.2733 

2.248 x 10~ 4 

0.999 

-3.388 x 10~ 5 

7.428 x 10~ J 

n 

0.6733 

0.2733 

2.254 x 10 -4 

0.999 

1.303 x 10 -5 

7.423 x lO" -1 * 

0.6800 

0.2733 

2.250 x 10~ 4 

1.000 

1.844 x 10 -5 

7.408 x 10 6 

Q 

0.6867 

0.2733 

2.246 x 10 -4 

0.999 

-2.530 x 10 -5 

7.412 x lO - '* 

n 

0.6933 

0.2733 

2.248 x 10~ 4 

1.000 

5.447 x 10 -4 

7.398 x 10 - - 1 

0.7000 

0.2733 

2.246 x 10~ 4 

1.000 

3.999 x 10 -4 

7.389 x 10 -d 

o 

0.7067 

0.2733 

2.244 x 10~ 4 

1.000 

3.027 x 10 -4 

7.381 x 10 _J 

0.7133 

0.2733 

2.243 x 10 -4 

1.000 

5.702 x 10~ 4 

7.382 x 10 _J 

0.7200 

0.2733 

2.247 x 10 4 

1.000 

5.426 x 10“ 4 

7.398 x 10 -li 

0.7267 

0.2733 

2.237 x 10~ 4 

1.000 

3.663 x 10~ 4 

7.370 x 10 _,} 

0.7333 

0.2733 

2.233 x 10~ 4 

1.000 

3.192 x 10~ 4 

7.355 x 10 _,} 

n 

0.7400 

0.2733 

2.237 x 10~ 4 

1.000 

6.470 x 10 -4 

7.370 x 10 _,i 

0.7467 

0.2733 

2.223 x 10~ 4 

1.000 

6.181 x 10 -4 

7.320 x lO - ' 5 

n 

0.7533 

0.2733 

2.240 x 10~ 4 

1.000 

4.849 x 10 -4 

7.389 x 10 _,} 

0.7600 

0.2733 

2.251 x 10~ 4 

1.000 

3.987 x 10 -4 

7.432 x 10~ J 

0.7667 

0.2733 

2.222 x 10~ 4 

1.000 

7.513 x 10 -4 

7.313 x 10~ J 
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x/L 

z/L 

n / n o 

u/Voo 

Woo 

■> kT *> c » V ^ 

0.7733 

0.2733 

2.235 x 10 -4 

1.000 

2.426 x 10“ 4 

7.374 x 10“ 4 

0.7800 

0.2733 

2.234 x 10~ 4 

1.000 

2.088 x 10 -4 

7.378 x 10~ 3 

0.7867 

0.2733 

2.230 x 10 -4 

1.000 

4.269 x 10~ 4 

7.349 x 10~ 3 

0.7933 

0.2733 

2.240 x 10 -4 

1.001 

4.371 x 10 -4 

7.352 x 10~ 3 

0.8000 

0.2733 

2.235 x 10 -4 

1.000 

3.480 x 10 -4 

7.318 x 10 -3 

0.8067 

0.2733 

2.235 x 10~ 4 

1.001 

4.217 x 10 -4 

7.385 x 10 -3 

0.8133 

0.2733 

2.270 x 10~ 4 

0.997 

2.780 x 10 -3 

8.553 x 10 -3 

0.8200 

0.2733 

2.411 x 10 -4 

0.957 

3.826 x 10 -2 

2.158 x 10~ 2 

0.8267 

0.2733 

3.619 x 10 -4 

0.794 

0.183 

9.070 x 10~ 2 

0.8333 

0.2733 

7.406 x 10 -4 

0.607 

0.346 

2.615 x 10 -1 

0.8.400 

0.2733 

1.094 x 10~ 3 

0.544 

0.409 

4.039 x 10 _1 

0.^467 

0.2733 

1.205 x 10~ 3 

0.536 

0.425 

4.321 x 10 -1 

0.8533 

0.2733 

1.239 x 10 -3 

0.539 

0.433 

4.237 x 10 -1 

0.8600 

0.2733 

1.252 x 10~ 3 

0.544 

0.434 

4.038 x 10 _1 

0.8667 

0.2733 

1.245 x 10 -3 

0.546 

0.425 

3.844 x 10 _1 

0.8733 

0.2733 

1.217 x 10 -3 

0.538 

0.413 

3.608 x 10“ 1 

0.8800 

0.2733 

1.172 x 10 -3 

0.524 

0.389 

3.408 x 10 _1 

0.8867 

0.2733 

1.140 x 10“ 3 

0.499 

0.365 

3.217 x 10~ ! 

0.8933 

0.2733 

1.101 x 10~ 3 

0.468 

0.335 

3.029 x 10 _1 

0.9000 

0.2733 

1.069 x 10 -3 

0.436 

0.306 

2.802 x 10 -1 

0.9067 

0.2733 

1.085 x 10 -3 

0.402 

0.276 

2.693 x 10 _1 

0.9133 

0.2733 

1.113 x 10" 3 

0.368 

0.250 

2.547 x 10 _1 

0.9200 

0.2733 

1.156 x 10~ 3 

0.343 

0.226 

2.387 x 10 _1 

0.9267 

0.2733 

1.232 x 10 -3 

0.319 

0.205 

2.281 x 10 _1 

0.9333 

0.2733 

1.308 x 10 -3 

0.300 

0.189 

2.142 x 10 -1 

0.9400 

0.2733 

1.408 x 10 -3 

0.283 

0.174 

2.023 x 10 -1 

0.9467 

0.2733 

1.500 x 10~ 3 

0.273 

0.164 

1.913 x 10 _1 

0.9533 

0.2733 

1.565 x 10~ 3 

0.266 

0.156 

1.785 x 10 -1 

0.9600 

0.2733 

1.634 x 10 -3 

0.259 

0.147 

1.696 x 10” 1 

0.9667 

0.2733 

1.694 x 10 -3 

0.254 

0.140 

1.598 x 10 -1 

0.9733 

0.2733 

1.727 x 10 -3 

0.252 

0.134 

1.512 x 10 -1 

0.9800 

0.2733 

1.739 x 10 -3 

0.249 

0.129 

1.415 x 10 _1 

0.9867 

0.2733 

1.737 x 10 -3 

0.247 

0.125 

1.342 x 10 -1 

0.9933 

0.2733 

1.722 x 10 -3 

0.246 

0.122 

1.265 x 10 _1 

1.0000 

0.2733 

1.677 x 10~ 3 

0.247 

0.118 

1.185 x 10 _1 

0.6667 

0.2800 

2.239 x 10~ 4 

0.999 

1.948 x 10 -4 

7.378 x 10 -3 



Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


311 


x/L 

z/L 

n / n o 

u/Voo 

w / V oo 

nkT/^vJT 

0.6733 

0.2800 

2.246 x 10~ 4 

0.999 

2.242 x 10 -4 

7.393 x 10~^ 

0.6800 

0.2800 

2.253 x 10 -4 

0.999 

2.056 x 10 -4 

7.410 x 10 -3 

0.6867 

0.2800 

2.246 x 10~ 4 

0.999 

3.104 x 10 -4 

7.403 x 10 -3 

0.6933 

0.2800 

2.241 x 10 -4 

0.999 

5.850 x 10 -4 

7.376 x 10 -3 

0.7000 

0.2800 

2.245 x 10" 4 

0.999 

1.064 x 10~ 4 

7.367 x 10 -3 

0.7067 

0.2800 

2.244 x 10 -4 

1.000 

1.202 x 10 -4 

7.365 x 10 -3 

0.7133 

0.2800 

2.238 x 10 -4 

1.000 

8.595 x 10~ 4 

7.360 x 10~ 3 

0.7200 

0.2800 

2.245 x 10~ 4 

1.000 

6.501 x 10~ 4 

7.375 x 10 -3 

0.7267 

0.2800 

2.243 x 10 -4 

0.999 

2.623 x 10 -4 

7.366 x 10~ 3 

0.7333 

0.2800 

2.239 x 10~ 4 

1.000 

3.732 x 10 -4 

7.366 x 10 -3 

0.7400 

0.2800 

2.239 x 10~ 4 

1.000 

1.048 x 10 -3 

7.376 x 10~ 3 

0.7467 

0.2800 

2.231 x 10 -4 

1.000 

9.108 x 10 -4 

7.342 x 10 -3 

0.7533 

0.2800 

2.239 x 10 -4 

i.ooo : 

5.910 x 10~ 4 

7.379 x 10 -3 

0.7600 

0.2800 

2.244 x 10“ 4 

1.000 

5.561 x 10~ 4 

7.398 x 10~ 3 

0.7667 

0.2800 

2.234 x 10 -4 

1.000 

1.103 x 10~ 3 

7.327 x 10 -3 

0.7733 

0.2800 

2.239 x 10~ 4 

1.000 

7.014 x 10 -4 

7.366 x 10 -3 

0.7800 

0.2800 

2.233 x 10~ 4 

1.000 

3.676 x 10~ 4 

7.342 x 10 -3 

0.7867 

0.2800 

2.223 x 10~ 4 

1.000 

5.118 x 10 -4 

7.296 x 10 -3 

0.7933 

0.2800 

2.221 x 10 4 

1.000 

8.919 x 10 -4 

7.311 x 10 -3 

0.8000 

0.2800 

2.223 x 10” 4 

1.000 

5.521 x 10 -4 

7.323 x 10 -3 

0.8067 

0.2800 

2.229 x 10 -4 

1.000 

5.798 x 10 -5 

7.336 x 10~ 3 

0.8133 

0.2800 

2.225 x 10~ 4 

1.000 

4.869 x 10~ 4 

7.450 x 10 -3 

0.8200 

0.2800 

2.239 x 10 -4 

0.994 

4.304 x 10 -3 

9.037 x 10 -3 

0.8267 

0.2800 

2.480 x 10 -4 

0.944 

4.806 x 10 -2 

2.599 x 10~ 2 

0.8333 

0.2800 

4.011 x 10 -4 

0.772 

0.201 

1.055 x 10 _1 

0.8400 

0.2800 

7.839 x 10 -4 

0.600 

0.353 

2.788 x 10 _1 

0.8467 

0.2800 

1.100 x 10~ 3 

0.550 

0.407 

4.040 x 10 _1 

0.8533 

0.2800 

1.188 x 10~ 3 

0.542 

0.419 

4.273 x 10 -1 

0.8600 

0.2800 

1.202 x 10~ 3 

0.548 

0.425 

4.128 x 10 -1 

0.8667 

0.2800 

1.206 x 10~ 3 

0.552 

0.427 

3.926 x 10 _1 

0.8733 

0.2800 

1.203 x 10~ 3 

0.554 

0.421 

3.708 x 10 -1 

0.8800 

0.2800 

1.172 x 10~ 3 

0.548 

0.410 

3.489 x 10 _1 

0.8867 

0.2800 

1.134 x 10~ 3 

0.537 

0.391 

3.270 x 10 _1 

0.8933 

0.2800 

1.096 x 10~ 3 

0.516 

0.367 

3.088 x 10 _1 

0.9000 

0.2800 

1.059 x 10 -3 

0.490 

0.342 

2.894 x 10 _1 

0.9067 

0.2800 

1.035 x 10 -3 

0.460 

0.314 

2.735 x 10 -1 
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x/L 

z/L 

n / n 0 

«/Voo 

w / V oo 

nkT/ Poo V^ 

0.8133 

0.2867 

2.264 x 10~ 4 

0.999 

5.994 x 10 -3 

7.465 x lO^ 3 

0.8200 

0.2867 

2.257 x 10~ 4 

0.999 

1.132 x 10 -3 

7.636 x 10~ 3 

0.8267 

0.2867 

2.276 x 10" 4 

0.993 

6.313 x 10~ 3 

9.692 x 10 -3 

0.8333 

0.2867 

2.568 x 10~ 4 

0.934 

5.904 x 10 -2 

2.911 x 10 z 

0.8400 

0.2867 

4.238 x 10 -4 

0.754 

0.220 

1.162 x 10 1 

0.8467 

0.2867 

8.148 x 10~ 4 

0.595 

0.368 

2.901 x 10 1 

0.8533 

0.2867 

1.092 x 10~ 3 

0.553 

0.408 

3.983 x 10 -1 

0.8600 

0.2867 

1.156 x 10~ 3 

0.549 

0.417 

4.123 x 10~* 

0.8667 

0.2867 

1.161 x 10 -3 

0.556 

0.425 

3.971 x 10 “ 1 

0.8733 

0.2867 

1.165 x 10 -3 

0.559 

0.423 

3.782 x 10 _1 

0.8800 

0.2867 

1.153 x 10 -3 

0.560 

0.418 

3.586 x 10 1 

0.8867 

0.2867 

1.132 x 10~ 3 

0.559 

0.408 

3.363 x 10 -1 

0.8933 

0.2867 

1.103 x 10~ 3 

0.547 

0.390 

3.186 x 10 -1 

0.9000 

0.2867 

1.062 x 10 -3 

0.530 

0.370 

2.985 x 10 _1 

0.9067 

0.2867 

1.031 x 10~ 3 

0.508 

0.347 

2.821 x 10' 1 

0.9133 

0.2867 

9.928 x 10 -4 

0.481 

0.321 

2.636 x 10 _1 

0.9200 

0.2867 

9.784 x 10" 4 

0.454 

0.297 

2.490 x 10 _1 

0.9267 

0.2867 

9.780 x 10 -4 

0.422 

0.271 

2.355 x 10 _1 

"I 

0.9333 

0.2867 

9.928 x 10 -4 

0.394 

0.247 

2.229 x 10 -1 
-1 

0.9400 

0.2867 

1.032 x 10 -3 

0.370 

0.226 

2.120 x 10 _1 

i 

0.9467 

0.2867 

1.084 x 10 -3 

0.346 

0.205 

2.015 x 10 _1 

■I 

0.9533 

0.2867 

1.147 x 10~ 3 

0.325 

0.189 

1.923 x 10 -1 

0.9600 

0.2867 

1.210 x 10~ 3 

0.312 

0.177 

1.815 x 10 _1 

0.9667 

0.2867 

1.276 x 10 -3 

0.298 

0.167 

1.718 x 10 _1 

0.9733 

0.2867 

1.345 x 10~ 3 

0.290 

0.157 

1.635 x 10 _1 

I 

0.9800 

0.2867 

1.393 x 10~ 3 

0.281 

0.147 

1.524 x io -i 
1 

0.9867 

0.2867 

1.427 x 10 -3 

0.277 

0.140 

1.441 x 10 _1 

1 

0.9933 

0.2867 

1.472 x 10~ 3 

0.271 

0.134 

1.366 x 10 _1 

1.0000 

0.2867 

1.505 x 10~ 3 

0.267 

0.129 

1.297 x 10 _1 

0.6667 

0.2933 

2.222 x 10~ 4 

1.000 

2.390 x 10 -4 

7.331 x 10 -3 

0.6733 

0.2933 

2,228 x 10 -4 

1.000 

1.526 x 10 -4 

7.359 x 10“ 3 

a 

0.6800 

0.2933 

2.229 x 10~ 4 

1.000 

5.180 x 10 -5 

7.374 x 10~ 3 

r\ 

0.6867 

0.2933 

2.228 x 10 -4 

1.000 

-1.147 x 10~ 4 

7.374 x 10~ 3 

0.6933 

0.2933 

2.223 x 10 -4 

1.000 

-2.071 x 10 -4 

7.336 x 10 -3 

0.7000 

0.2933 

2.221 x 10 -4 

1.000 

-9.990 x 10 -5 

7.341 x 10 -3 

0.7067 

0.2933 

2.221 x 10 -4 

1.000 

-3.802 x 10 -5 

7.333 x 10~ 3 


Table A. 2: Flow field variables on symmetry plane, fine grid 
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x/L 

z/L 

n /n 0 

u/Voo 

w/Vqq 

nkT/ Poo V^ 

0.7133 

0.2933 

2.222 x 10~ 4 

1.000 

-2.206 x 10 -4 

7.301 x 10 - ^ 

0.7200 

0.2933 

2.218 x 10 -4 

1.001 

-1.346 x 10~ 4 

7.322 x 10 -3 

0.7267 

0.2933 

2.212 x 10 -4 

1.000 

-2.614 x 10 -4 

7.309 x 10~ 3 

0.7333 

0.2933 

2.212 x 10" 4 

1.000 

-2.894 x 10 -4 

7.305 x 10~ 3 

0.7400 

0.2933 

2.216 x 10~ 4 

1.000 

-2.153 x 10~ 4 

7.300 x 10 -3 

0.7467 

0.2933 

2.219 x 10 -4 

1.000 

-5.118 x 10 -4 

7.313 x 10 -3 

0.7533 

0.2933 

2.221 x 10 -4 

1.000 

-3.698 x 10~ 4 

7.308 x 10 -3 

0.7600 

0.2933 

2.223 x 10 -4 

1.000 

-2.985 x 10~ 4 

7.315 x 10 -3 

0.7667 

0.2933 

2.229 x 10 -4 

1.000 

-6.126 x 10 -4 

7.353 x 10 -3 

0.7733 

0.2933 

2.224 x 10~ 4 

1.000 

-4.730 x 10 -4 

7.318 x 10 -3 

0.7800 

0.2933 

2.228 x 10 -4 

1.000 

-2.621 x 10 -4 

7.333 x 10 -3 

0.7867 

0.2933 

2.228 x 10 -4 

1.001 

-2.853 x 10~ 5 

7.342 x 10 -3 

0.7933 

0.2933 

2.221 x 10 -4 

1.000 

-2.717 x 10~ 5 

7.255 x 10 -3 

0.8000 

0.2933 

2.232 x 10~ 4 

1.000 

-3.641 x 10 -4 

7.347 x 10 -3 

0.8067 

0.2933 

2.238 x 10 -4 

1.000 

-3.993 x 10 4 

7.360 x 10 -3 

0.8133 

0.2933 

2.211 x 10~ 4 

1.001 

5.240 x 10 -5 

7.259 x 10 -3 

0.8200 

0.2933 

2.226 x 10~ 4 

1.000 

-1.502 x 10 -4 

7.319 x 10“ 3 

0.8267 

0.2933 

2.244 x 10~ 4 

0.999 

5.850 x 10~ 4 

7.625 x 10 -3 

0.8333 

0.2933 

2.267 x 10 -4 

0.991 

8.017 x 10 -3 

1.038 x 10 -2 

0.8400 

0.2933 

2.623 x 10 -4 

0.926 

6.637 x 10~ 2 

3.217 x 10 -2 

0.8467 

0.2933 

4.520 x 10 -4 

0.747 

0.234 

1.267 x HT 1 

0.8533 

0.2933 

8.424 x 10" 4 

0.604 

0.367 

2.945 x 10 _1 

0.8600 

0.2933 

1.098 x 10 -3 

0.563 

0.406 

3.974 x 10 _1 

0.8667 

0.2933 

1.135 x 10 -3 

0.559 

0.414 

4.033 x 10 -1 

0.8733 

0.2933 

1.129 x 10 -3 

0.561 

0.417 

3.873 x 10 _1 

0.8800 

0.2933 

1.128 x 10~ 3 

0.564 

0.417 

3.686 x 10 _1 

0.8867 

0.2933 

1.121 x 10~ 3 

0.570 

0.414 

3.504 x 10 _1 

0.8933 

0.2933 

1.097 x 10 -3 

0.567 

0.405 

3.285 x 10 _1 

0.9000 

0.2933 

1.067 x 10 -3 

0.559 

0.390 

3.090 x 10 -1 

0.9067 

0.2933 

1.031 x 10 -3 

0.546 

0.373 

2.897 x 10 _1 

0.9133 

0.2933 

9.995 x 10~ 4 

0.528 

0.350 

2.732 x 10 _1 

0.9200 

0.2933 

9.748 x 10 -4 

0.506 

0.326 

2.584 x 10“ 1 

0.9267 

0.2933 

9.546 x 10 -4 

0.478 

0.302 

2.465 x 10 _1 

0.9333 

0.2933 

9.461 x 10 -4 

0.448 

0.279 

2.330 x 10 -1 

0.9400 

0.2933 

9.401 x 10 -4 

0.423 

0.255 

2.182 x 10 _1 

0.9467 

0.2933 

9.592 x 10~ 4 

0.397 

0.234 

2.055 x 10 -1 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
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x/L 

z/L 

n /n 0 

8 

> 

's' 

8 

> 

nkT/p ooViT 

0.9533 

0.2933 

9.915 x 10 -4 

0.372 

0.215 

1.967 x 10^ 

0.9600 

0.2933 

1.041 x 10~ 3 

0.352 

0.199 

1.879 x 10 _1 

0.9667 

0.2933 

1.093 x 10 -3 

0.334 

0.184 

1.790 x 10 _1 

0.9733 

0.2933 

1.151 x 10 -3 

0.320 

0.173 

1.688 x 10 _1 

0.9800 

0.2933 

1.211 x 10 -3 

0.307 

0.161 

1.599 x 10 _1 

0.9867 

0.2933 

1.250 x 10 -3 

0.299 

0.152 

1.495 x 10" 1 

0.9933 

0.2933 

1.290 x 10" 3 

0.291 

0.144 

1.410 x 10 _1 

1.0000 

0.2933 

1.344 x 10~ 3 

0.285 

0.138 

1.352 x 10“ 1 

0.6667 

0.3000 

2.247 x 10 -4 

1.000 

-2.163 x 10~ 4 

7.365 x 10~ 3 

0.6733 

0.3000 

2.253 x 10~ 4 

1.000 

-5.029 x 10~ 4 

7.392 x 10 -3 

0.6800 

0.3000 

2.252 x 10~ 4 

1.000 

-5.778 x 10~ 4 

7.393 x 10 -3 

0.6867 

0.3000 

2.237 x 10~ 4 

1.000 

-4.562 x 10 -4 

7.330 x 10~ 3 

0.6933 

0.3000 

2.263 x 107 4 

1.000 

-2.709 x 10~ 4 

7.442 x 10 -3 

0.7000 

0.3000 

2.237 x 10~ 4 

1.001 

-3.935 x 10 -4 

7.354 x 10 -3 

0.7067 

0.3000 

2.231 x 10 -4 

1.000 

-3.729 x 10~ 4 

7.327 x 10“ 3 

0.7133 

0.3000 

2.267 x 10 -4 

1.000 

1.074 x 10 -4 

7.447 x 10 -3 

0.7200 

0.3000 

2.250 x 10~ 4 

1.001 

-2.038 x 10 -3 

7.377 x 10 -3 

0.7267 

0.3000 

2.249 x 10 -4 

1.001 

-2.758 x 10~ 4 

7.397 x 10 -3 

0.7333 

0.3000 

2.257 x 10~ 4 

1.000 

-3.603 x 10 -4 

7.434 x 10 -3 

0.7400 

0.3000 

2.269 x 10~ 4 

1.000 

-1.253 x 10 -4 

7.461 x 10 -3 

0.7467 

0.3000 

2.257 x 10~ 4 

1.001 

-2.334 x 10 -4 

7.411 x 10~ 3 

0.7533 

0.3000 

2.245 x 10~ 4 

1.001 

-8.592 x 10 -5 

7.355 x 10~ 3 

0.7600 

0.3000 

2.238 x 10 -4 

1.001 

-6.969 x 10 -5 

7.327 x 10~ 3 

0.7667 

0.3000 

2.239 x 10 -4 

1.000 

-6.839 x 10 -4 

7.357 x 10~ 3 

0.7733 

0.3000 

2.248 x 10 -4 

1.000 

-5.586 x 10 -4 

7.389 x 10' 3 

0.7800 

0.3000 

2.253 x 10 -4 

1.000 

-6.089 x 10 -4 

7.389 x 10” 3 

0.7867 

0.3000 

2.253 x 10 -4 

1.000 

-7.903 x 10~ 4 

7.367 x 10 -J 

0.7933 

0.3000 

2.236 x 10~ 4 

1.000 

-6.015 x 10 -4 

7.348 x 10 -3 

0.8000 

0.3000 

2.247 x 10~ 4 

1.000 

-1.055 x 10 -3 

7.372 x 10 _J 

0.8067 

0.3000 

2.254 x 10~ 4 

1.000 

-1.162 x 10 -3 

7.399 x 10 -3 

0.8133 

0.3000 

2.241 x 10 -4 

1.000 

-7.957 x 10 -4 

7.374 x 10~ 3 

0.8200 

0.3000 

2.237 x 10 -4 

1.000 

-7.818 x 10 -4 

7.351 x 10 -3 

0.8267 

0.3000 

2.239 x 10~ 4 

1.000 

-1.334 x 10 -3 

7.391 x 10~ 3 

0.8333 

0.3000 

2.253 x 10~ 4 

1.000 

2.882 x 10 -4 

7.733 x 10 -3 

0.8400 

0.3000 

2.299 x 10 -4 

0.990 

9.501 x 10~ 3 

1.092 x 10 -2 

0.8467 

0.3000 

2.688 x 10~ 4 

0.916 

7.572 x 10 -2 

3.599 x 10 -2 
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Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


x/L 

z/L 

n / n 0 

u/Voo 

»/v„ 

nkT/ Poo V^ 

0.8533 

0.3000 

4.734 x 10“ 4 

0.735 

0.244 

1.335 x 10^ 

0.8600 

0.3000 

8.591 x 10“ 4 

0.602 

0.369 

2.963 x 10 -1 

0.8667 

0.3000 

1.089 x 10“ 3 

0.569 

0.403 

3.878 x 10“ 1 

0.8733 

0.3000 

1.116 x 10“ 3 

0.566 

0.411 

3.924 x 10“ 1 

0.8800 

0.3000 

1.099 x 10“ 3 

0.570 

0.412 

3.758 x 10“ 1 

0.8867 

0.3000 

1.100 x 10“ 3 

0.575 

0.411 

3.612 x 10 -1 

0.8933 

0.3000 

1.086 x 10“ 3 

0.577 

0.409 

3.400 x 10 -1 

0.9000 

0.3000 

1.071 x 10“ 3 

0.578 

0.402 

3.218 x 10 -1 

0.9067 

0.3000 

1.046 x 10“ 3 

0.571 

0.388 

3.040 x 10 _1 

0.9133 

0.3000 

1.009 x 10“ 3 

0.562 

0.373 

2.845 x 10 -1 

0.9200 

0.3000 

9.702 x 10“ 4 

0.547 

0.353 

2.658 x 10 -1 

0.9267 

0.3000 

9.459 x 10“ 4 

0.528 

0.332 

2.518 x 10 _1 

0.9333 

0.3000 

9.243 x 10“ 4 

0.502 

0.311 

2.389 x 10 -1 

0.9400 

0.3000 

9.045 x 10“ 4 

0.478 

0.289 

2.255 x 10 _1 

0.9467 

0.3000 

8.954 x 10“ 4 

0.451 

0.265 

2.132 x 10 -1 

0.9533 

0.3000 

9.038 x 10“ 4 

0.424 

0.246 

2.018 x 10 _1 

0.9600 

0.3000 

9.207 x 10” 4 

0.400 

0.227 

1.923 x 10 _l 

0.9667 

0.3000 

9.536 x 10“ 4 

0.379 

0.210 

1.828 x 10“ 1 

0.9733 

0.3000 

9.932 x 10“ 4 

0.359 

0.193 

1.753 x 10“ 1 

0.9800 

0.3000 

1.037 x 10“ 3 

0.343 

0.180 

1.648 x 10 _1 

0.9867 

0.3000 

1.080 x 10“ 3 

0.329 

0.168 

1.563 x 10 -1 

0.9933 

0.3000 

1.121 x 10“ 3 

0.318 

0.158 

1.470 x 10 _1 

1.0000 

0.3000 

1.168 x 10“ 3 

0.309 

0.149 

1.407 x 10“ ! 

0.6667 

0.3067 

2.252 x 10“ 4 

1.000 

-6.621 x 10“ 4 

7.402 x 10“ 3 

0.6733 

0.3067 

2.255 x 10 -4 

1.001 

-2.418 x 10“ 4 

7.430 x 10“ 3 

0.6800 

0.3067 

2.255 x 10“ 4 

1.001 

6.721 x 10“ 5 

7.437 x 10“ 3 

0.6867 

0.3067 

2.261 x 10~ 4 

1.000 

1.369 x 10“ 4 

7.440 x 10“ 3 

0.6933 

0.3067 

2.262 x 10 -4 

1.000 

2.571 x 10“ 4 

7.441 x 10“ 3 

0.7000 

0.3067 

2.252 x 10“ 4 

1.001 

1.999 x 10“ 4 

7.402 x 10“ 3 

0.7067 

0.3067 

2.250 x 10 -4 

1.001 

-1.018 x 10“ 5 

7.388 x 10“ 3 

0.7133 

0.3067 

2.258 x 10“ 4 

1.000 

-3.399 x 10~ 4 

7.415 x 10“ 3 

0.7200 

0.3067 

2.252 x 10“ 4 

1.000 

-1.059 x 10 -4 

7.394 x 10“ 3 

0.7267 

0.3067 

2.247 x 10“ 4 

1.000 

-4.627 x 10 -4 

7.381 x 10 -3 

0.7333 

0.3067 

2.252 x 10“ 4 

1.000 

-5.550 x 10~ 4 

7.406 x 10“ 3 

0.7400 

0.3067 

2.256 x 10“ 4 

1.000 

6.181 x 10~ 5 

7.417 x 10“ 3 

0.7467 

0.3067 

2.244 x 10“ 4 

1.000 

-1.298 x 10 -4 

7.368 x 10“ 3 
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x/L 

z/L 

n/n 0 

8 

> 

~3~ 

w / V oo 

nkT/ Poo V^ 

0.7533 

0.3067 

2.247 x 10 -4 

1.000 

2.078 x 10~ 4 

7.380 x 10^ 

0.7600 

0.3067 

2.257 x 10 -4 

1.000 

2.450 x 10~ 4 

7.416 x 10 J 

0.7667 

0.3067 

2.252 x 10~ 4 

1.000 

-7.351 x 10~ 4 

7.392 x 10 J 

0.7733 

0.3067 

2.252 x 10 -4 

1.000 

-1.143 x 10~ 4 

7.392 x 10 * 

0.7800 

0.3067 

2.257 x 10~ 4 

1.000 

-1.391 x 10~ 5 

7.404 x 10 

0.7867 

0.3067 

2.255 x 10~ 4 

1.000 

-2.023 x 10~ 4 

7.401 x 10 6 

0.7933 

0.3067 

2.237 x 10 -4 

1.000 

-1.365 x 10 -4 

7.353 x 10 J 

0.8000 

0.3067 

2.239 x 10~ 4 

1.000 

-2.167 x 10 -4 

7.347 x 10 6 

0.8067 

0.3067 

2.241 x 10~ 4 

1.000 

-3.262 x 10~ 4 

7.340 x 10 -,i 

0.8133 

0.3067 

2.238 x 10~ 4 

1.000 

-3.548 x 10 -4 

7.328 x 10 J 

0.8200 

0.3067 

2.233 x 10~ 4 

1.001 

1.271 x 10 -4 

7.321 x 10 -,i 

0.8267 

0.3067 

2.233 x 10 -4 

1.001 

1.784 x 10~ 3 

7.306 x 10 _,i 

0.8333 

0.3067 

2.247 x 10~ 4 

1.000 

9.685 x 10 -4 

7.389 x lO - - 1 

0.8400 

0.3067 

2.241 x 10~ 4 

0.999 

1.654 x 10 -3 

7.536 x 10 -3 

0.8467 

0.3067 

2.291 x 10 -4 

0.988 

1.163 x 10~ 2 

1.134 x 10 L 

0.8533 

0.3067 

2.692 x 10“ 4 

0.915 

8.008 x 10 - ^ 

3.679 x 10 -i! 

0.8600 

0.3067 

4.799 x 10 -4 

0.735 

0.252 

1.357 x 10 1 

0.8667 

0.3067 

8.750 x 10~ 4 

0.611 

0.372 

2.973 x 10“ 1 
-» 

0.8733 

0.3067 

1.073 x 10~ 3 

- 0.580 

0.402 

3.764 x 10 1 

■I 

0.8800 

0.3067 

1.094 x 10 -3 

0.576 

0.407 

3.805 x 10 _1 

0.8867 

0.3067 

1.069 x 10~ 3 

0.580 

0.409 

3.619 x 10 1 

0.8933 

0.3067 

1.057 x 10 -3 

0.582 

0.407 

3.471 x 10 1 

0.9000 

0.3067 

1.043 x 10~ 3 

0.586 

0.406 

3.272 x 10 1 

-i 

0.9067 

0.3067 

1.031 x 10 -3 

0.586 

0.398 

3.119 x 10 _1 

-I 

0.9133 

0.3067 

1.015 x 10~ 3 

0.582 

0.385 

2.981 x 10 -1 

0.9200 

0.3067 

9.748 x 10 -4 

0.574 

0.374 

2.757 x 10 -1 

0.9267 

0.3067 

9.505 x 10 -4 

0.564 

0.358 

2.608 x 10 _1 

0.9333 

0.3067 

9.234 x 10 -4 

0.546 

0.338 

2.475 x 10 _1 

0.9400 

0.3067 

8.948 x 10~ 4 

0.527 

0.317 

2.317 x 10 -1 

0.9467 

0.3067 

8.783 x 10 -4 

0.503 

0.297 

2.208 x 10 -1 

-i 

0.9533 

0.3067 

8.555 x 10~ 4 

0.479 

0.276 

2.069 x 10 1 

-i 

0.9600 

0.3067 

8.608 x 10~ 4 

0.454 

0.254 

1.978 x 10 -1 

0.9667 

0.3067 

8.652 x 10~ 4 

0.429 

0.236 

1.901 x 10 -1 

0.9733 

0.3067 

8.841 x 10 -4 

0.407 

0.219 

1.802 x 10 1 

-l 

0.9800 

0.3067 

9.036 x 10 -4 

0.386 

0.202 

1.700 x 10 1 

-i 

0.9867 

0.3067 

9.299 x 10~ 4 

0.369 

0.189 

1.600 x 10 1 
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x/L 

z/L 

n / n o 

”/Voo 

0.9933 

0.3067 

9.692 x 10~ 4 

0.353 

1.0000 

0.3067 

1.011 x 10~ 3 

0.339 

0.6667 

0.3133 

2.247 x 10" 4 

1.000 

0.6733 

0.3133 

2.246 x 10~ 4 

1.001 

0.6800 

0.3133 

2.249 x 10 -4 

1.001 

0.6867 

0.3133 

2.252 x 10 -4 

1.000 

0.6933 

0.3133 

2.245 x 10 -4 

1.001 

0.7000 

0.3133 

2.248 x 10 -4 

1.001 

0.7067 

0.3133 

2.250 x 10~ 4 

1.001 

0.7133 

0.3133 

2.242 x 10” 4 

1.000 

0.7200 

0.3133 

2.240 x 10~ 4 

1.000 

0.7267 

0.3133 

2.238 x 10 -4 

1.000 

0.7333 

0.3133 

2.238 x 10 -4 

1.000 

0.7400 

0.3133 

2.237 x 10 -4 

1.000 

0.7467 

0.3133 

2.236 x 10 4 

1.000 

0.7533 

0.3133 

2.243 x 10“ 4 

1.000 

0.7600 

0.3133 

2.252 x 10 -4 

1.000 

0.7667 

0.3133 

2.253 x 10~ 4 

1.000 

0.7733 

0.3133 

2.246 x 10~ 4 

1.000 

0.7800 

0.3133 

2.247 x 10“ 4 

1.000 

0.7867 

0.3133 

2.251 x 10 -4 

1.000 

0.7933 

0.3133 

2.246 x 10~ 4 

1.000 

0.8000 

0.3133 

2.238 x 10~ 4 

1.001 

0.8067 

0.3133 

2.236 x 10~ 4 

1.001 

0.8133 

0.3133 

2.239 x 10 -4 

1.000 

0.8200 

0.3133 

2.238 x 10 -4 

1.001 

0.8267 

0.3133 

2.236 x 10~ 4 

1.000 

0.8333 

0.3133 

2.239 x 10' 4 

1.000 

0.8400 

0.3133 

2.251 x 10 -4 

1.000 

0.8467 

0.3133 

2.249 x 10~ 4 

0.999 

0.8533 

0.3133 

2.317 x 10 -4 

0.987 

0.8600 

0.3133 

2.754 x 10 -4 

0.910 

0.8667 

0.3133 

4.861 x 10 -4 

0.740 

0.8733 

0.3133 

8.589 x 10~ 4 

0.620 

0.8800 

0.3133 

1.059 x 10 -3 

0.589 

0.8867 

0.3133 

1.075 x 10 -3 

0.585 


w/V 


oo 


0.177 

0.165 

-5.753 x 10~ 5 
2.222 x 10 


4.762 x 10 
3.515 x 10 
5.667 x 10 
3.830 x 10 


-4 

-4 

-4 

-5 

-4 


3.745 x 10 
-7.240 x 10 


-4 


6.084 x 10 
2.613 x 10 
8.854 x 10 
4.015 x 10' 
3.316 x 10 
5.901 x 10' 
4.889 x 10' 


-5 

-5 

-5 


-4 


-4 


-3.992 x 10 

4 


2.426 x 10' 
3.522 x 10 
-7.477 x 10 


-4 


-4.350 x 10 


-6 

-5 


8.223 x 10 
2.321 x 10 
-8.362 x 10 
1.488 x 10' 
5.623 x 10 
1.788 x 10 
7.996 x 10 
6.201 x 10' 
1.237 x 10 
8.877 x 10 
0.252 
0.369 
0.399 
0.403 


-5 


-5 

-5 


-5 

-4 

-4 


-2 

-2 


nkT/pooV, 


oo. 

1.518 x 10 -1 

1.450 x 10 -1 


7.385 x 10 
7.405 x 10 


-3 

-3 


7.425 x 10' 
7.414 x 10 


7.391 x 10 
7.389 x 10 


-3 

-3 

-3 


7.391 x 10' 
7.376 x 10' 


7.376 x 10 
7.369 x 10 


7.368 x 10 
7.371 x 10' 
7.352 x 10 
7.395 x 10' 
7.438 x 10 
7.421 x 10' 
7.392 x 10 
7.400 x 10 
7.410 x 10' 
7.386 x 10' 
7.345 x 10 
7.331 x 10 

7.342 x 10 
7.350 x 10 
7.329 x 10 

7.343 x 10 
7.424 x 10 
7.713 x 10 
1.165 x 10 
3.890 x 10 

1.343 x 10 
2.872 x 10 
3.647 x 10 
3.696 x 10 


-3 

-3 

-3 


-3 

-3 

-3 

-3 

-3 

-3 

3 

3 

-3 

-3 

-3 

3 

3 

-3 

3 

-3 

-2 

2 

1 

1 

1 

1 
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x/L 

z/L 

n / n o 

u/Voo 

w /Voo 

nkT/ Poo V^ 

0.8933 

0.3133 

1.051 x 10~ 3 

0.588 

0.404 

3.543 x lO” 1 

0.9000 

0.3133 

1.032 x 10 -3 

0.589 

0.404 

3.387 x 10 1 

0.9067 

0.3133 

1.015 x 10~ 3 

0.594 

0.401 

3.205 x 10 1 

0.9133 

0.3133 

9.971 x 10~ 4 

0.594 

0.396 

3.025 x 10 1 

0.9200 

0.3133 

9.759 x 10~ 4 

0.593 

0.385 

2.854 x 10 1 

0.9267 

0.3133 

9.532 x 10~ 4 

0.588 

0.374 

2.703 x 10 -1 

0.9333 

0.3133 

9.217 x 10~ 4 

0.578 

0.359 

2.545 x 10 1 

0.9400 

0.3133 

8.916 x 10~ 4 

0.566 

0.343 

2.380 x 10 -1 

0.9467 

0.3133 

8.724 x 10 -4 

0.546 

0.324 

2.272 x 10“ 1 

0.9533 

0.3133 

8.496 x 10 -4 

0.527 

0.305 

2.142 x 10 -1 

0.9600 

0.3133 

8.309 x 10~ 4 

0.505 

0.284 

2.038 x 10“ 1 

0.9667 

0.3133 

8.215 x 10~ 4 

0.482 

0.265 

1.933 x 10 -1 

0.9733 

0.3133 

8.208 x 10~ 4 

0.458 

0.247 

1.844 x 10 -1 

0.9800 

0.3133 

8.231 x 10 -4 

0.436 

0.229 

1.752 x 10“ 1 

0.9867 

0.3133 

8.342 x 10~ 4 

0.415 

0.213 

1.664 x 10“ 1 

0.9933 

0.3133 

8.513 x 10~ 4 

0.396 

0.198 

1.577 x 10 _1 

1.0000 

0.3133 

8.770 x 10~ 4 

0.378 

0.187 

1.496 x 10 -1 

0.6667 

0.3200 

2.243 x 10 -4 

1.000 

4.003 x 10“ 4 

7.378 x 10 -3 

0.6733 

0.3200 

2.243 x 10~ 4 

1.000 

3.975 x 10 -4 

7.393 x 10 -3 

0.6800 

0.3200 

2.244 x 10~ 4 

1.000 

3.466 x 10 -4 

7.394 x 10 _,i 

cy 

0.6867 

0.3200 

2.244 x 10~ 4 

1.000 

1.343 x 10 -4 

7.381 x lO -0 * 

0.6933 

0.3200 

2.235 x 10~ 4 

1.001 

-2.938 x 10~ 4 

7.340 x 10 -3 

0.7000 

0.3200 

2.244 x 10~ 4 

1.001 

-3.236 x 10 -5 

7.378 x 10 -3 

0.7067 

0.3200 

2.247 x 10“ 4 

1.000 

2.615 x 10 -4 

7.398 x 10 -3 

0.7133 

0.3200 

2.235 x 10~ 4 

1.000 

1.575 x 10 -4 

7.359 x 10 -3 

0.7200 

0.3200 

2.239 x 10~ 4 

1.000 

1.661 x 10 -4 

7.388 x 10 -3 

0.7267 

0.3200 

2.244 x 10 -4 

1.000 

1.649 x 10~ 4 

7.398 x 10 -3 

0.7333 

0.3200 

2.240 x 10 -4 

1.001 

1.474 x 10" 4 

7.380 x 10 -3 

0.7400 

0.3200 

2.233 x 10 -4 

1.000 

1.710 x 10 -4 

7.361 x 10 -3 

0.7467 

0.3200 

2.242 x 10 -4 

1.001 

9.966 x 10 -5 

7.377 x 10 -3 

0.7533 

0.3200 

2.244 x 10 -4 

1.000 

3.085 x 10 -4 

7.399 x 10 -3 

0.7600 

0.3200 

2.245 x 10~ 4 

1.000 

3.512 x 10~ 4 

7.416 x 10 -3 

a 

0.7667 

0.3200 

2.250 x 10~ 4 

1.000 

-1.342 x 10 -4 

7.419 x 10 _,i 

0.7733 

0.3200 

2.246 x 10 -4 

1.001 

3.323 x 10 -4 

7.397 x 10 - ' 5 

0.7800 

0.3200 

2.243 x 10~ 4 

1.000 

3.651 x 10 -4 

7.384 x 10 _,i 

0.7867 

0.3200 

2.246 x 10~ 4 

1.000 

8.252 x 10 -5 

7.399 x 10 -3 
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z/L 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3200 

0.3267 

0.3267 

0.3267 

0.3267 


n / n o 

2.254 x 10" 

2.244 x 10" 
2.239 x 10" 

2.245 x 10" 
2.248 x 10" 
2.247 x 10" 

2.251 x 10' 
2.253 x 10" 

2.246 x 10" 

2.252 x 10" 
2.316 x 10" 
2.749 x 10" 
4.816 x 10" 
8.453 x 10" 
1.053 x 10" 
1.058 x 10“ 
1.033 x 10" 
1.006 x 10“ 
9.886 x 10“ 
9.678 x 10" 
9.421 x 10" 
9.265 x 10“ 
9.012 x 10“ 
8.754 x 10" 
8.531 x 10“ 

8.250 x 10“ 
8.001 x 10“ 
7.900 x 10“ 
7.834 x 10“ 
7.780 x 10“ 
7.794 x 10“ 
7.953 x 10“ 
2.242 x 10“ 
2.242 x 10“ 

2.246 x 10“ 

2.250 x 10“ 


u/Vqo 

1.001 

1.001 

1.001 

1.001 

1.001 

1.001 

1.001 

1.001 

1.001 

0.999 

0.987 

0.913 

0.746 

0.631 

0.599 

0.596 

0.596 

0.597 

0.600 

0.603 

0.602 

0.599 

0.592 

0.581 

0.565 

0.551 

0.530 

0.509 

0.486 

0.466 

0.446 

0.424 

1.000 

1.000 

1.000 

1.000 


w/Vqq 

-1.583 x 10" 


nkT/p 0o V r 
7.416 x 10“ 


-2.089 x 10“ 5 

7.369 x 10“ 3 

-7.604 x 10“ 5 

7.352 x 10“ 3 

-1.421 x 10“ 4 

7.378 x 10“ 3 

1.444 x 10“ 5 

7.393 x 10“ 3 

6.165 x 10“ 6 

7.391 x 10“ 3 

-2.062 x 10“ 5 

7.402 x 10“ 3 

1.717 x 10“ 4 

7.408 x 10“ 3 

7.027 x 10“ 4 

7.410 x 10“ 3 

1.778 x 10“ 3 

7.835 x 10“ 3 

1.304 x 10“ 2 

1.178 x 10“ 2 

8.533 x 10“ 2 

3.758 x 10 -2 

0.254 

1.316 x 10 _1 

0.366 

2.774 x 10“ 1 

0.397 

3.588 x 10"" 1 

0.399 

3.605 x 10 _1 

0.401 

3.457 x 10 _1 

0.399 

3.293 x 10 -1 

0.398 

3.139 x 10 _1 

0.393 

2.957 x 10 -1 

0.383 

2.777 x 10 _1 

0.375 

2.642 x 10 _1 

0.360 

2.504 x 10“ 1 

0.345 

2.353 x 10 _1 

0.329 

2.236 x 10 _1 

0.312 

2.107 x 10 _1 

0.295 

1.972 x 10 _1 

0.276 

1.887 x 10 _1 

0.257 

1.794 x 10 _1 

0.239 

1.708 x 10“ 1 

0.224 

1.628 x 10 _1 

0.207 

1.558 x 10 _1 


1.809 x 10“ 
9.152 x 10“ 
-1.114 x 10" 
-1.770 x 10" 


7.396 x 10" 
7.387 x 10" 
7.409 x 10" 
7.418 x 10" 


Table A. 2: Flow field variables on symmetry plane, fine grid 
(continued). 


n / n o 

2.243 x 10“ 
2.248 x 10" 
2.247 x 10" 
2.238 x 10" 
2.250 x 10' 
2.252 x 10" 
2.247 x 10" 
2.235 x 10' 


0.3267 2.245 x 10' 


z/L 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 


2.247 x 10" 
2.245 x 10“ 
2.249 x 10“ 
2.252 x 10“ 
2.245 x 10“ 
2.241 x 10“ 

2.255 x 10“ 

2.245 x 10“ 
2.239 x 10“ 
2.241 x 10“ 

2.246 x 10“ 

2.248 x 10“ 
2.254 x 10“ 

2.256 x 10" 
2.228 x 10“ 
2.231 x 10" 
2.228 x 10" 
2.294 x 10' 
2.732 x 10' 
4.754 x 10' 


0.3267 8.376 x 10' 


0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 


0.3267 

0.3267 

0.3267 

0.3267 

0.3267 

0.3267 


1.029 x 10' 
1.050 x 10" 
1.018 x 10" 
9.825 x 10" 
9.658 x 10' 
9.477 x 10" 


w / V oo 

-1.614 x 10 -4 
-1.969 x 10 -4 
-2.119 x 10 -4 
3.169 x 10~ 5 
-7.788 x 10"" 5 
-2.242 x 10"" 4 
-4.410 x 10"" 4 
-4.430 x 10~ 4 
-6.009 x 10~ 4 
-4.577 x 10 -4 
-2.198 x 10~ 4 
3.316 x 10 -5 
5.615 x 10 -5 
2.839 x 10T 
3.515 x 10 -4 
-2.791 x 10 -4 
-2.136 x 10~ 5 
3.549 x 10 -5 
-1.690 x 10 -4 
2.690 x 10"" 4 
3.285 x 10 -4 
2.936 x 10~ 4 
2.090 x 10 -4 
3.423 x 10~ 4 
1.475 x 10"" 4 
1.471 x 10 -3 
1.082 x 10 -2 
8.199 x 10 -2 
0.247 
0.364 


7.407 x 10' 
7.417 x 10" 
7.356 x 10' 
7.429 x 10" 
7.422 x 10" 
7.384 x 10“ 


7.393 x 10" 
7.397 x 10" 

7.394 x 10“ 
7.378 x 10" 


7.377 x 10" 


7.372 x 10" 


7.415 x 10' 
7.352 x 10" 
7.355 x 10" 
7.582 x 10" 
1.098 x 10" 
3.541 x 10" 
1.244 x 10' 
2.700 x 10" 
3.442 x 10" 
3.520 x 10' 
3.370 x 10' 
3.194 x 10" 
3.051 x 10" 
2.896 x 10" 
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x/L 

z/L 

n /n 0 

u / V oo 

w / V oo 

nkT/PooV^ 

0.9333 

0.3267 

9.239 x 10~ 4 

0.610 

0.381 

2.744 x 10^ 

0.9400 

0.3267 

9.107 x 10~ 4 

0.607 

0.371 

2.615 x 10 _1 

0.9467 

0.3267 

8.825 x 10~ 4 

0.605 

0.360 

2.461 x 10 -1 

0.9533 

0.3267 

8.545 x 10~ 4 

0.599 

0.349 

2.312 x 10 -1 

0.9600 

0.3267 

8.323 x 10~ 4 

0.585 

0.334 

2.197 x 10 _1 

0.9667 

0.3267 

8.115 x 10 -4 

0.571 

0.318 

2.090 x 10 -1 

0.9733 

0.3267 

7.888 x 10 -4 

0.555 

0.299 

1.968 x 10 _1 

0.9800 

0.3267 

7.702 x 10~ 4 

0.535 

0.284 

1.866 x 10 -1 

0.9867 

0.3267 

7.571 x 10 -4 

0.514 

0.267 

1.783 x 10 -1 

0.9933 

0.3267 

7.473 x lO' 1 ' 4 

0.496 

0.251 

1.706 x 10 _1 

1.0000 

0.3267 

7.416 x 10 -4 

0.475 

0.234 

1.609 x 10 -1 

0.6667 

0.3333 

2.223 x 10~ 4 

1.001 

-7.752 x 10~ 5 

7.274 x 10 -3 

0.6733 

0.3333 

2.236 x 10~ 4 

1.000 

-2.611 x 10 -4 

7.337 x 10~ 3 

0.6800 

0.3333 

2.241 x 10” 4 

1.000 

-3.527 x 10” 4 

7.385 x 10 -3 

0.6867 

0.3333 

2.238 x 10 -4 

1.001 

-1.899 x 10” 4 

7.396 x 10 -3 

0.6933 

0.3333 

2.254 x 10 -4 

1.000 

1.794 x 10 -4 

7.419 x 10 -3 

0.7000 

0.3333 

2.243 x 10~ 4 

1.000 

3.018 x 10 -4 

7.403 x 10 -3 

0.7067 

0.3333 

2.237 x 10~ 4 

1.000 

2.690 x 10~ 4 

7.382 x 10 -3 

0.7133 

0.3333 

2.246 x 10” 4 

1.001 

-4.303 x 10~ 5 

7.353 x 10~ 3 

0.7200 

0.3333 

2.242 x 10~ 4 

1.001 

1.135 x 10~ 4 

7.408 x 10 -3 

0.7267 

0.3333 

2.240 x 10^ 4 

1.001 

3.175 x 10 -4 

7.371 x 10 -3 

0.7333 

0.3333 

2.232 x 10“ 4 

1.001 

3.391 x 10 -4 

7.314 x 10 -3 

0.7400 

0.3333 

2.222 x 10 -4 

1.000 

-1.993 x 10~ 4 

7.318 x 10 -3 

0.7467 

0.3333 

2.238 x 10“ 4 

1.000 

2.635 x 10 -4 

7.348 x 10 -3 

0.7533 

0.3333 

2.236 x 10~ 4 

1.000 

-1.231 x 10~ 4 

7.364 x 10~ 3 

0.7600 

0.3333 

2.231 x 10 -4 

1.000 

-3.520 x 10 -4 

7.369 x 10 -3 

0.7667 

0.3333 

2.240 x 10 -4 

1.000 

4.449 x 10 -4 

7.372 x 10 -3 

0.7733 

0.3333 

2.237 x 10 -4 

1.001 

-4.057 x 10 -4 

7.375 x 10 -3 

0.7800 

0.3333 

2.238 x 10 -4 

1.001 

-6.745 x 10 -5 

7.383 x 10 -3 

0.7867 

0.3333 

2.242 x 10“ 4 

1.000 

2.680 x 10 -4 

7.401 x 10 -3 

0.7933 

0.3333 

2.242 x 10~ 4 

1.000 

-1.158 x 10~ 3 

7.382 x 10 -3 

0.8000 

0.3333 

2.235 x 10 -4 

1.000 

2.215 x 10 -4 

7.363 x 10 -3 

0.8067 

0.3333 

2.226 x 10 -4 

1.000 

2.482 x 10 -4 

7.342 x 10 -3 

0.8133 

0.3333 

2.221 x 10 -4 

1.000 

-3.627 x 10 -4 

7.337 x 10 -3 

0.8200 

0.3333 

2.231 x 10 -4 

0.999 

3.533 x 10" 4 

7.359 x 10 -3 

0.8267 

0.3333 

2.228 x 10 -4 

1.000 

4.496 x 10 -6 

7.337 x 10 -3 
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A. 2 Upper Plate Surface Properties 

Surface pressure, shear stress, and heating on the upper portion of the flat plate 
are tabulated in this section. Similar to tlie flow field data presented in Section A.l, 
the surface data presented in this section were interpolated from the closely spaced 
simulation grid to a coarse and fine grid with less points than the simulation to avoid an 
immense tabulated database. 

Figure A. 2 shows the two grid regions on the starboard side of the diagramed 
flat plate model. The coarse grid spans the entire upper surface to the symmetry line, 
and the fine is located in the vicinity of the P = 0.01 jet plume as shown in the figure. 
Overall surface properties are captured by the coarse grid, and described by the fine grid 
are the detailed surface properties in the vicinity of the interacting jet. 

The surface properties given in the following tables are: x/L , y/L, p/poo^oo^ 
t zx/Poo^oq^ T zy/ P oqVqqi and fiVPoo^o* These variables are normalized by constants, 
which are given as L = 0.150m, — 1617.1 m/s, and p ^ — 2.7994 x I0~~^kg/m? . 

A. 2.1 Coarse Grid Resolution 

Presented in Table A. 3 are the coarse grid interpolated surface variables. The 
coarse grid covers the upper surface of the flat plate to the symmetry plane, which 
overlays the region of 0 < x/L < 1.0 and 0 < y/L < 0.7 and is shown in Figure A. 2. 
Cell spacing for the coarse grid is 0.005 m, which provides a 30 x 21 cell array with 

/? n 

25 x cell resolution. 




Table A. 3: Surface variables on upper plate, coarse grid. 


y/L 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 


Pfox> V « 

5.055 x 10" 
3.775 x 10' 
4.062 x 10" 
3.766 x 10" 
3.635 x 10" 

3.281 x 10" 
3.848 x 10" 
3.775 x 10' 
3.368 x 10" 
3.302 x 10" 
3.457 x 10" 
3.286 x 10" 
3.146 x 10" 
3.149 x 10“ 
3.466 x 10“ 

4.394 x 10" 

6.282 x 10" 
7.324 x 10" 
8.452 x 10" 
8.904 x 10" 
1.007 x 10" 

1.638 x 10" 
1.603 x 10" 
1.036 x 10" 
5.391 x 10" 
3.995 x 10" 
1.226 x 10" 
4.312 x 10“ 
6.371 x 10" 

7.395 x 10" 
7.841 x 10“ 
4.429 x 10“ 
3.997 x 10“ 
4.101 x 10“ 
3.710 x 10“ 

3.639 x 10“ 
3.266 x 10“ 


r z x/ 

r zy/^oo V oo 

ffVftoVj, 

5.680 x 10"" 2 

2.332 x 10 -4 

2.482 x 10 -2 

3.995 x 10~ 2 

-1.139 x 10 -4 

1.652 x 10~ 2 

3.489 x 10 -2 

-9.180 x 10“ 5 

1.429 x 10"" 2 

2.686 x 10 -2 

-6.433 x 10~ 5 

1.102 x 10 -2 

2.185 x 10~ 2 

4.070 x 10 -5 

9.025 x 10 -3 

2.250 x 10 -2 

1.579 x 10~ 4 

8.893 x 10 -3 

2.542 x 10 -2 

7.798 x 10"" 5 

1.036 x 10 -2 

2.165 x 10“" 2 

7.216 x 10~ 5 

8.835 x 10 -3 

1.785 x 10~ 2 

-2.494 x 10"" 4 

6.936 x 10"" 3 

1.659 x 10 -2 

-8.837 x 10 -5 

6.568 x 10~ 3 

1.583 x 10~ 2 

1.710 x 10~ 4 

6.251 x 10“ 3 

1.436 x 10 -2 

4.698 x 10~ 5 

5.683 x 10 -3 

1.266 x 10~ 2 

1.925 x 10 -4 

5.050 x 10“ 3 

1.152 x 10"" 2 

-1.213 x 10~ 4 

4.622 x 10~ 3 

9.767 x 10 -3 

-1.098 x 10“" 4 

4.513 x 10"" 3 

5.473 x 10~ 3 

-7.175 x 10 -5 

4.055 x 10 -3 

7.414 x 10 -4 

1.699 x 10” 5 

3.738 x 10 -3 

-1.620 x 10 -3 

1.626 x 10~ 4 

3.120 x 10 -3 

-2.870 x 10 -3 

2.442 x 10 4 

2.454 x 10 -3 

-6.240 x 10 -3 

3.236 x 10“ 4 

3.340 x 10~ 3 

-1.323 x 10 -2 

5.044 x 10 -4 

5.558 x 10 -3 

-1.220 x 10 -2 

3.948 x 10 -4 

1.051 x 10~ 2 

1.631 x 10 -2 

-2.994 x 10 -4 

7.915 x 10“ 3 

1.212 x 10 -2 

1.368 x 10 -4 

2.998 x 10 -3 

7.346 x 10 -3 

1.954 x 10 -4 

3.283 x 10~ 4 

3.824 x 10 -4 

1.029 x 10 -3 

-3.428 x 10 -4 

5.255 x 10 -4 

-1.370 x 10 -5 

-1.147 x 10 -5 

5.480 x 10~ 4 

1.672 x 10 -5 

-5.757 x 10 -5 

1.080 x 10“ 3 

2.286 x 10 -4 

-1.246 x 10 -5 

1.312 x 10“ 3 

-2.589 x 10 -4 

-1.194 x 10"" 5 

1.739 x 10"" 3 

1.710 x 10~ 4 

1.763 x 10 -5 

5.029 x 10 -2 

-9.756 x 10 -5 

2.145 x 10"" 2 

4.116 x 10"" 2 

-5.482 x 10~ 5 

1.718 x 10 -2 

3.563 x 10 -2 

-1.165 x 10 -4 

1.460 x 10 -2 

2.580 x 10 -2 

-5.389 x 10“ 5 

1.049 x 10~ 2 

2.179 x 10 -2 

-4.182 x 10 -5 

8.897 x 10“ 3 

2.253 x 10"" 2 

2.341 x 10"" 5 

9.202 x 10"" 3 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 
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x/L 

y/L 

P/PccVl 

T zx/ ^OO^oq 

T zy/ Pooler, 

ooV^ 

0.2000 

0.0333 

1 i\ — 

3.851 x 10 1 

2.534 x 10 _/ 

1.730 x 10“ 4 

1.032 x 10“^ 

0.2333 

0.0333 

3.728 x 10“ 2 

2.080 x 10“ 2 

4.072 x 10“ 4 

8.365 x 10“ 3 

0.2667 

0.0333 

3.216 x 10“ 2 

1.727 x 10“ 2 

1.291 x 10“ 4 

6.595 x 10“ 3 

0.3000 

0.0333 

3.359 x 10“ 2 

1.635 x 10“ 2 

-1.935 x 10“ 4 

6.589 x 10“ 3 

0.3333 

0.0333 

3.400 x 10“ 2 

1.605 x 10“ 2 

2.312 x 10“ 4 

6.327 x 10“ 3 

0.3667 

0.0333 

3.310 x 10“ 2 

1.408 x 10“ 2 

7.336 x 10“ 5 

5.620 x 10“ 3 

0.4000 

0.0333 

3.120 x 10“ 2 

1.265 x 10“ 2 

-3.524 x 10“ 5 

4.907 x 10“ 3 

0.4333 

0.0333 

3.179 x 10“ 2 

1.135 x 10“ 2 

-1.147 x 10“ 5 

4.649 x 10“ 3 

0.4667 

0.0333 

3.457 x 10“ 2 

9.775 x 10“ 3 

1.539 x 10“ 4 

4.714 x 10“ 3 

0.5000 

0.0333 

4.701 x 10“ 2 

4.357 x 10“ 3 

1.522 x 10“ 4 

4.051 x 10“ 3 

0.5333 

0.0333 

6.124 x 10“ 2 

1.092 x 10“ 3 

3.697 x 10“ 4 

3.800 x 10“ 3 

0.5667 

0.0333 

7.491 x 10“ 2 

— 1.887 x 10“ 3 

6.029 x 10“ 4 

2.932 x 10“ 3 

0.6000 

0.0333 

8.324 x 10“ 2 

-3.107 x 10“ 3 

8.862 x 10“ 4 

2.538 x 10“ 3 

0.6333 

0.0333 

8.778 x 10“ 2 

-5.421 x 10“ 3 

1.227 x 10“ 3 

3.053 x 10“ 3 

0.6667 

0.0333 

1.002 x 10“ 1 

-1.288 x 10“ 2 

3.008 x 10“ 3 

5.475 x 10“ 3 

0.7000 

0.0333 

1.585 x 10 _1 

-1.397 x 10“ 2 

5.444 x 10“ 3 

1.041 x 10“ 2 

0.7333 

0.0333 

1.688 x 10 _1 

1.461 x 10“ 2 

1.305 x 10“ 3 

8.927 x 10“ 3 

0.7667 

0.0333 

1.016 x 10 -1 

1.450 x 10“ 2 

2.412 x 10“ 4 

3.073 x 10“ 3 

0.8000 

0.0333 

7.083 x 10“ 2 

1.070 x 10“ 2 

8.417 x 10“ 4 

9.974 x 10“ 4 

0.8333 

0.0333 

1.294 x 10“ 2 

3.049 x 10“ 3 

-5.806 x 10“ 4 

-7.990 x 10“ 5 

0.8667 

0.0333 

6.954 x 10“ 3 

1.794 x 10“ 3 

-9.430 x 10“ 4 

-1.136 x 10“ 4 

0.9000 

0.0333 

7.649 x 10“ 3 

2.044 x 10“ 3 

-1.511 x 10“ 3 

2.480 x 10“ 5 

0.9333 

0.0333 

8.020 x 10“ 3 

1.916 x 10“ 3 

-1.352 x 10“ 3 

2.962 x 10“ 5 

0.9667 

0.0333 

7.740 x 10“ 3 

1.932 x 10“ 3 

-1.152 x 10“ 3 

3.980 x 10“ 5 

1.0000 

0.0333 

7.422 x 10“ 3 

1.987 x 10“ 3 

-8.357 x 10“ 4 

6.182 x 10“ 5 

0.0000 

0.0667 

4.539 x 10“ 2 

5.091 x 10“ 2 

-3.710 x 10“ 4 

2.167 x 10“ 2 

0.0333 

0.0667 

3.689 x 10“ 2 

4.021 x 10“ 2 

-1.310 x 10“ 4 

1.675 x 10“ 2 

0.0667 

0.0667 

4.074 x 10“ 2 

3.425 x 10“ 2 

-2.281 x 10“ 6 

1.412 x 10“ 2 

0.1000 

0.0667 

3.738 x 10“ 2 

2.624 x 10“ 2 

-4.345 x 10“ 5 

1.072 x 10“ 2 

0.1333 

0.0667 

3.596 x 10“ 2 

2.197 x 10“ 2 

-8.587 x 10“ 5 

8.800 x 10“ 3 

0.1667 

0.0667 

3.097 x 10“ 2 

2.148 x 10“ 2 

-3.115 x 10“ 5 

8.569 x 10“ 3 

0.2000 

0.0667 

3.886 x 10“ 2 

2.498 x 10“ 2 

5.047 x 10“ 4 

1.027 x 10“ 2 

0.2333 

0.0667 

3.745 x 10“ 2 

2.122 x 10“ 2 

5.171 x 10“ 5 

8.624 x 10“ 3 

0.2667 

0.0667 

3.318 x 10“ 2 

1.747 x 10“ 2 

-5.998 x 10“ 5 

6.687 x 10“ 3 

0.3000 

0.0667 

3.300 x 10“ 2 

1.630 x 10“ 2 

-3.056 x 10“ 4 

6.474 x 10“ 3 

0.3333 

0.0667 

3.369 x 10“ 2 

1.523 x 10“ 2 

1.249 x 10“ 4 

6.225 x 10“ 3 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

0.3667 

0.4000 

0.4333 

0.4667 

0.5000 

0.5333 

0.5667 

0.6000 

0.6333 

0.6667 

0.7000 

0.7333 

0.7667 

0.8000 

0.8333 

0.8667 

0.9000 

0.9333 

0.9667 

1.0000 

0.0000 

0.0333 

0.0667 

0.1000 

0.1333 

0.1667 

0.2000 

0.2333 

0.2667 

0.3000 

0.3333 

0.3667 

0.4000 

0.4333 

0.4667 

0.5000 


y/L 

P/PeoV'i, 

r zx/ 

T zy/ ^oo V cxi 

Q’VPooV; 

0.0667 

3.296 x 10 -2 

1.427 x 10 -2 

-2.001 x 10 -5 

5.599 x 10 

0.0667 

3.189 x 10 -2 

1.296 x 10 -2 

5.690 x 10“ 5 

5.017 x 10 

0.0667 

3.130 x 10~ 2 

1.160 x 10 -2 

-2.428 x 10 -5 

4.657 x 10 

0.0667 

3.490 x 10 -2 

9.472 x 10~ 3 

9.784 x 10 -5 

4.583 x 10 

0.0667 

4.443 x 10 -2 

6.327 x 10~ 3 

2.325 x 10 -4 

4.465 x 10 

0.0667 

6.104 x 10~ 2 

6.290 x 10~ 4 

9.694 x 10 -4 

3.680 x 10 

0.0667 

7.221 x 10~ 2 

-1.541 x 10 -3 

1.331 x 10 -3 

2.988 x 10 

0.0667 

8.112 x 10 -2 

-2.552 x 10 -3 

1.464 x 10 -3 

2.606 x 10 

0.0667 

8.652 x 10 -2 

-4.516 x 10~ 3 

2.183 x 10 -3 

2.852 x 10 

0.0667 

9.483 x 10 -2 

-1.036 x 10~ 2 

4.872 x 10~ 3 

4.877 x 10 

0.0667 

1.395 x 10 _1 

-1.512 x 10~ 2 

1.038 x 10“ 2 

9.316 x 10 

0.0667 

1.794 x 10 _1 

7.778 x 10 -3 

7.920 x 10 -3 

1.068 x 10 

0.0667 

1.084 x 10 _1 

1.906 x 10 -2 

-5.401 x 10 -4 

4.268 x 10 

0.0667 

7.192 x 10~ 2 

1.315 x 10 -2 

1.209 x 10 -3 

1.841 x 10 

0.0667 

4.440 x 10 2 

1.127 x 10 -2 

-7.146 x 10 -4 

8.518 x 10 

0.0667 

2.409 x 10 2 

6.896 x 10~ 3 

-2.510 x 10 -3 

2.639 x 10 

0.0667 

1.634 x 10 -2 

5.756 x 10 -3 

-2.690 x 10 3 

3.047 x 10 

0.0667 

1.193 x 10~ 2 

4.191 x 10 -3 

-2.373 x 10 -3 

2.345 x 10 

0.0667 

9.633 x 10 -3 

3.081 x 10~ 3 

-1.984 x 10 -3 

1.865 x 10 

0.0667 

8.027 x 10~ 3 

2.873 x 10 -3 

-1.656 x 10 -3 

1.762 x 10 

0.1000 

4.308 x 10~ 2 

4.909 x 10 -2 

-1.249 x 10 -4 

2.081 x 10' 

0.1000 

3.954 x 10 -2 

4.081 x 10~ 2 

2.141 x 10~ 4 

1.695 x 10 

0.1000 

4.129 x 10~ 2 

3.583 x 10 -2 

1.991 x 10 -5 

1.488 x 10 

0.1000 

3.698 x 10 -2 

2.550 x 10~ 2 

-1.762 x 10 -4 

1.035 x 10' 

0.1000 

3.650 x 10 -2 

2.192 x 10~ 2 

7.659 x 10 -5 

8.965 x 10' 

0.1000 

3.168 x 10~ 2 

2.236 x 10 -2 

-2.975 x 10 -5 

8.912 x 10' 

0.1000 

3.863 x 10“ 2 

2.520 x 10 -2 

1.101 x 10 -4 

1.041 x 10' 

0.1000 

3.723 x 10 -2 

2.092 x 10 -2 

-3.183 x 10 -4 

8.433 x 10' 

0.1000 

3.380 x 10 -2 

1.816 x 10 -2 

3.037 x 10 -5 

6.981 x 10' 

0.1000 

3.328 x 10~ 2 

1.644 x 10 -2 

-5.507 x 10 -6 

6.606 x 10' 

0.1000 

3.381 x 10~ 2 

1.585 x 10 -2 

2.091 x 10 -4 

6.449 x 10' 

0.1000 

3.319 x 10~ 2 

1.446 x 10 -2 

9.944 x 10 -5 

5.747 x 10' 

0.1000 

3.156 x 10~ 2 

1.297 x 10~ 2 

4.053 x 10 -5 

5.041 x 10' 

0.1000 

3.116 x 10 -2 

1.134 x 10 -2 

9.449 x 10' 5 

4.631 x 10' 

0.1000 

3.340 x 10 -2 

1.021 x 10 -2 

7.533 x 10 -5 

4.532 x 10' 

0.1000 

4.503 x 10 -2 

6.245 x 10 -3 

7.286 x 10 -4 

4.451 x 10' 


1—3 

-3 

-3 

r 3 

■*-3 

-3 

■>—3 

-3 

i-3 

-3 

-2 

i-3 

-3 

r 4 

r 4 

r 4 

r 4 

i-4 

-4 

-2 

r 2 

1-2 

-2 

i-3 

-3 

r 2 

r 3 

r 3 

r 3 

i-3 

-3 

r 3 

i-3 

-3 

i-3 


Table A. 3: Surface variables on upper plate, coarse grid (con 
tinued). 


x/L 

y/ L 

pfox>v£. 

T zx/ Poo^cx) 

r zy/Poo V Qo 

Q / P™ v 

Z /K °° QQ „ 

0.5333 

0.1000 

5.672 x 10 2 

1.653 x 10 -3 

1.109 x 10 -3 

3.776 x 10 -3 

0.5667 

0.1000 

7.111 x 10~ 2 

-1.485 x 10 -3 

1.824 x 10~ 3 

2.970 x 10 3 

0.6000 

0.1000 

7.992 x 10“ 2 

-2.378 x 10~ 3 

2.252 x 10 -3 

2.527 x 10 3 

0.6333 

0.1000 

8.450 x 10~ 2 

-3.499 x 10 -3 

2.911 x 10 -3 

2.728 x 10 3 

0.6667 

0.1000 

8.878 x 10" 2 

-7.312 x 10~ 3 

5.605 x 10 -3 

4.001 x 10 3 

0.7000 

0.1000 

1.138 x 10 -1 

-1.243 x 10~ 2 

1.160 x 10 -2 

7.150 x 10 3 

0.7333 

0.1000 

1.675 x 10 -1 

-3.359 x 10~ 4 

1.457 x 10~ 2 

1.087 x 10 1 

0.7667 

0.1000 

1.401 x 10 -1 

2.010 x 10~ 2 

2.644 x 10" 3 

6.922 x 10 3 

0.8000 

0.1000 

7.936 x 10~ 2 

1.604 x 10~ 2 

-2.542 x 10 -3 

2.694 x 10 3 

0.8333 

0.1000 

5.119 x 10 -2 

1.311 x 10 -2 

-2.152 x 10 -3 

1.607 x 10 3 

0.8667 

0.1000 

3.466 x 10~ 2 

9.384 x 10~ 3 

-2.644 x 10 -3 

9.096 x 10 4 

0.9000 

0.1000 

2.338 x 10 -2 

8.142 x 10 -3 

-3.051 x 10 -3 

7.738 x 10~ 4 

0.9333 

0.1000 

1.691 x 10 -2 

6.079 x 10 -3 

-2.975 x 10 -3 

5.205 x 10 4 

0.9667 

0.1000 

1.294 x 10 -2 

4.593 x 10“ 3 

-2.567 x 10“ 3 

2.696 x 10 4 

1.0000 

0.1000 

9.703 x 10~ 3 

4.020 x 10~ 3 

-1.998 x 10 -3 

2.239 x 10 4 

0.0000 

0.1333 

4.420 x 10 -2 

5.032 x 10 -2 

1.124 x 10 -4 

2.130 x 10“^ 

0.0333 

0.1333 

3.727 x 10 -2 

4.080 x 10~ 2 

-5.370 x 10~ 5 

1.697 x\0 z 

0.0667 

0.1333 

4.149 x 10 -2 

3.496 x 10 -2 

9.584 x 10 -5 

1.441 x 10 

r\ 

0.1000 

0.1333 

3.753 x 10~ 2 

2.647 x 10“ 2 

4.734 x 10 -5 

1.072 x 10~ z 

0.1333 

0.1333 

3.614 x 10“ 2 

2.181 x 10~ 2 

-4.653 x 10 -6 

8.890 x 10~ 3 

o 

0.1667 

0.1333 

3.093 x 10 -2 

2.182 x 10 -2 

5.693 x 10 -5 

8.680 x 10 3 

0.2000 

0.1333 

3.819 x 10 -2 

2.435 x 10~ 2 

2.170 x 10 -4 

1.013 x 10 1 

0.2333 

0.1333 

3.815 x 10 -2 

2.194 x 10“ 2 

7.493 x 10 -5 

8.767 x 10“ 3 

o 

0.2667 

0.1333 

3.326 x 10 -2 

1.761 x 10 ' 2 

-6.291 x 10 -5 

6.783 x 10 3 

o 

0.3000 

0.1333 

3.355 x 10 -2 

1.653 x 10“ 2 

1.892 x 10 -4 

6.627 x 10 3 

o 

0.3333 

0.1333 

3.378 x 10 -2 

1.555 x 10 -2 

2.067 x 10 -5 

6.187 x 10”" 3 

n 

0.3667 

0.1333 

3.243 x 10 -2 

1.414 x 10 -2 

-1.107 x 10 -4 

5.589 x 10 3 

0.4000 

0.1333 

3.137 x 10“" 2 

1.271 x 10 -2 

7.391 x 10 -5 

5.005 x 10 -3 

0.4333 

0.1333 

3.133 x 10 -2 

1.175 x 10 -2 

2.251 x 10 -4 

4.658 x 10 -3 

o 

0.4667 

0.1333 

3.371 x 10 -2 

1.008 x 10 -2 

2.685 x 10 -4 

4.599 x 10 3 

0.5000 

0.1333 

4.149 x 10 -2 

7.564 x 10 -3 

8.333 x 10 -4 

4.634 x 10 3 

0.5333 

0.1333 

5.489 x 10 -2 

2.107 x 10 -3 

1.748 x 10 -3 

3.750 x 10 3 

0.5667 

0.1333 

6.593 x 10 -2 

-4.585 x 10 -4 

2.165 x 10 -3 

3.069 x 10 3 

n 

0.6000 

0.1333 

7.715 x 10~ 2 

-1.826 x 10 -3 

2.679 x 10"“ 3 

2.656 x 10 -3 

0.6333 

0.1333 

8.206 x 10~ 2 

-2.570 x 10~ 3 

3.362 x 10 -3 

2.592 x 10 3 

0.6667 

0.1333 

8.473 x 10 -2 

-4.562 x 10“ 3 

5.523 x 10“ 3 

3.406 x 10 3 
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Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

y/L 

P/PooV^ 

T 7,x/PoO V L 

T zy/Poo V ^ 

q”/Poo v ^ 

0.7000 

0.1333 

9.581 x 10~ 2 

-8.862 x 10 -3 

1.048 x 10~ 2 

5.391 x 10~ 3 

0.7333 

0.1333 

1.342 x 10 _1 

-6.128 x 10~ 3 

1.697 x 10~ 2 

8.662 x 10 -3 

0.7667 

0.1333 

1.585 x 10 -1 

1.169 x 10 -2 

1.155 x 10 -2 

9.069 x 10 -3 

0.8000 

0.1333 

1.159 x 10 -1 

1.997 x 10~ 2 

-1.100 x 10~ 3 

5.096 x 10~ 3 

0.8333 

0.1333 

7.154 x 10 -2 

1.576 x 10~ 2 

-4.361 x 10 -3 

2.545 x 10 -3 

0.8667 

0.1333 

4.616 x 10~ 2 

1.196 x 10~ 2 

-4.535 x 10~ 3 

1.539 x 10~ 3 

0.9000 

0.1333 

3.175 x 10 -2 

9.068 x 10 -3 

-4.168 x 10 -3 

9.441 x 10~ 4 

0.9333 

0.1333 

2.285 x 10 -2 

7.056 x 10 -3 

-3.794 x 10 -3 

6.453 x 10 -4 

0.9667 

0.1333 

1.797 x 10~ 2 

6.283 x 10 -3 

-3.909 x 10~ 3 

5.124 x 10 -4 

1.0000 

0.1333 

1.295 x 10~ 2 

5.471 x 10 -3 

-3.072 x 10~ 3 

3.851 x 10 -4 

0.0000 

0.1667 

4.422 x 10~ 2 

5.070 x 10 -2 

5.630 x 10 -5 

2.159 x 10 -2 

0.0333 

0.1667 

3.960 x 10 -2 

4.097 x 10 -2 

-2.356 x 10~ 4 

1.704 x 10~ 2 

0.0667 

0.1667 

4.121 x 10~ 2 

3.558 x 10 -2 

1.152 x 10 -4 

1.470 x 10~ 2 

0.1000 

0.1667 

3.719 x 10 -2 

2.595 x 10~ 2 

5.154 x 10" 5 

1.057 x 10 -2 

0.1333 

0.1667 

3.620 x 10 -2 

2.192 x 10~ 2 

-2.307 x 10 -5 

8.950 x 10~ 3 

0.1667 

0.1667 

3.169 x 10 -2 

2.238 x 10 -2 

3.417 x 10~ 5 

8.851 x 10~ 3 

0.2000 

0.1667 

3.847 x 10~ 2 

2.529 x 10~ 2 

-6.791 x 10 -7 

1.040 x 10 -2 

0.2333 

0.1667 

3.765 x 10~ 2 

2.112 x 10 -2 

-1.276 x 10 -4 

8.550 x 10~ 3 

0.2667 

0.1667 

3.315 x 10 -2 

1.760 x 10~ 2 

1.350 x 10 -4 

6.789 x 10~ 3 

0.3000 

0.1667 

3.352 x 10 -2 

1.628 x 10~ 2 

3.060 x 10~ 5 

6.582 x 10 -3 

0.3333 

0.1667 

3.334 x 10 -2 

1.566 x 10 -2 

2.399 x 10~ 4 

6.257 x 10~ 3 

0.3667 

0.1667 

3.249 x 10~ 2 

1.400 x 10~ 2 

-9.370 x 10~ 5 

5.579 x 10 -3 

0.4000 

0.1667 

3.163 x 10~ 2 

1.306 x 10“ 2 

2.076 x 10 -4 

5.106 x 10 -3 

0.4333 

0.1667 

3.068 x 10 -2 

1.128 x 10~ 2 

1.108 x 10 -4 

4.468 x 10 -3 

0.4667 

0.1667 

3.234 x 10 -2 

1.046 x 10 -2 

3.605 x 10 -4 

4.515 x 10 -3 

0.5000 

0.1667 

3.948 x 10 -2 

8.101 x 10 -3 

1.112 x 10~ 3 

4.622 x 10 -3 

0.5333 

0.1667 

4.962 x 10 -2 

3.729 x 10~ 3 

1.621 x 10 -3 

3.921 x 10~ 3 

0.5667 

0.1667 

6.320 x 10 -2 

3.011 x 10 -4 

2.535 x 10 -3 

3.182 x 10 -3 

0.6000 

0.1667 

7.221 x 10~ 2 

-1.044 x 10 -3 

3.137 x 10 -3 

2.767 x 10~ 3 

0.6333 

0.1667 

7.895 x 10 -2 

-1.730 x 10 -3 

3.579 x 10 -3 

2.481 x 10~ 3 

0.6667 

0.1667 

8.134 x 10~ 2 

-2.566 x 10 -3 

5.103 x 10 -3 

2.917 x 10 -3 

0.7000 

0.1667 

8.362 x 10 -2 

-4.658 x 10 -3 

8.461 x 10~ 3 

4.019 x 10~ 3 

0.7333 

0.1667 

1.007 x 10 -1 

-6.220 x 10~ 3 

1.420 x 10 -2 

5.989 x 10 -3 

0.7667 

0.1667 

1.371 x 10 -1 

4.402 x 10~ 4 

1.860 x 10 -2 

8.519 x 10 -3 

0.8000 

0.1667 

1.450 x 10“ 1 

1.431 x 10~ 2 

1.072 x 10 -2 

7.600 x 10 -3 

0.8333 

0.1667 

1.130 x 10 _1 

2.002 x 10~ 2 

-8.589 x 10~ 4 

4.593 x 10~ 3 



Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 
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x/L 

y/L 


_ — 2 

r zx/ ^00^09 

r zy/Poo V oQ 

q”/PooV" 

0.8667 

0.1667 

7.318 x 10 -2 

1.612 x 10~ 2 

-5.171 x 10 -3 

2.381 x 10 6 

0.9000 

0.1667 

4.920 x 10~ 2 

1.166 x 10 -2 

-5.848 x 10 -3 

1.348 x 10~ 3 

0.9333 

0.1667 

3.640 x 10 -2 

9.765 x 10~ 3 

-5.581 x 10~ 3 

9.577 x 10~ 4 

0.9667 

0.1667 

2.598 x 10~ 2 

7.526 x 10~ 3 

-4.900 x 10 -3 

6.177 x 10 -4 

1.0000 

0.1667 

1.838 x 10~ 2 

7.427 x 10 -3 

-3.990 x 10~ 3 

4.945 x 10~ 4 

0.0000 

0.2000 

5.088 x 10 -2 

5.793 x 10 -2 

-2.856 x 10 -4 

2.515 x 10 -2 

0.0333 

0.2000 

3.759 x 10 -2 

4.043 x 10 -2 

-1.201 x 10 -4 

1.680 x 10 -2 

0.0667 

0.2000 

4.168 x 10~ 2 

3.497 x 10 -2 

-9.553 x 10~ 5 

1.440 x 10 -2 

0.1000 

0.2000 

3.717 x 10~ 2 

2.613 x 10 -2 

1.143 x 10 -4 

1.049 x 10“ 2 

0.1333 

0.2000 

3.598 x 10~ 2 

2.175 x 10 -2 

6.810 x 10~ 5 

8.785 x 10 -3 

0.1667 

0.2000 

3.185 x 10 -2 

2.206 x 10~ 2 

1.722 x 10 -4 

8.740 x 10~ 3 

0.2000 

0.2000 

3.826 x 10~ 2 

2.485 x 10 -2 

-8.397 x 10 -5 

1.020 x 10 -2 

0.2333 

0.2000 

3.828 x 10~ 2 

2.169 x 10 -2 

1.531 x 10 -5 

8.758 x 10 -3 

0.2667 

0.2000 

3.353 x 10 -2 

1.762 x 10 -2 

-9.426 x 10~ 5 

6.806 x 10~ 3 

0.3000 

0.2000 

3.314 x 10~ 2 

1.654 x 10 -2 

9.868 x 10~ 5 

6.470 x 10~ 3 

0.3333 

0.2000 

3.338 x 10 -2 

1.562 x 10~ 2 

1.428 x 10 -4 

6.327 x 10 -3 

0.3667 

0.2000 

3.316 x 10~ 2 

1.450 x 10~ 2 

-8.254 x 10 -5 

5.806 x 10~ 3 

0.4000 

0.2000 

3.115 x 10~ 2 

1.283 x 10 -2 

2.260 x 10~ 5 

4.996 x 10~ 3 

0.4333 

0.2000 

3.038 x 10 -2 

1.137 x 10 -2 

4.965 x 10 -4 

4.535 x 10~ 3 

0.4667 

0.2000 

3.208 x 10 " 2 

1.052 x 10~ 2 

2.302 x 10 -4 

4.533 x 10~ 3 

0.5000 

0.2000 

3.592 x 10 -2 

9.143 x 10~ 3 

6.602 x 10~ 4 

4.546 x 10 -3 

0.5333 

0.2000 

4.667 x 10~ 2 

4.770 x 10~ 3 

1.815 x 10~ 3 

3.861 x 10~ 3 

0.5667 

0.2000 

5.736 x 10~ 2 

1.544 x 10 -3 

2.715 x 10 -3 

3.545 x 10~ 3 

0.6000 

0.2000 

6.849 x 10~ 2 

-5.706 x 10 -4 

3.384 x 10 -3 

2.849 x 10~ 3 

0.6333 

0.2000 

7.512 x 10~ 2 

-9.464 x 10~ 4 

4.016 x 10 -3 

2.581 x 10 -3 

0.6667 

0.2000 

7.820 x 10~ 2 

-1.229 x 10 -3 

4.730 x 10 -3 

2.564 x 10 -3 

0.7000 

0.2000 

7.986 x 10 -2 

-2.680 x 10 -3 

7.180 x 10 -3 

3.408 x 10~ 3 

0.7333 

0.2000 

8.542 x 10~ 2 

-4.047 x 10“ 3 

1.157 x 10 -2 

4.684 x 10~ 3 

0.7667 

0.2000 

1.023 x 10 -1 

-2.451 x 10 -3 

1.620 x 10 -2 

6.088 x 10 -3 

0.8000 

0.2000 

1.263 x 10 _1 

4.610 x 10~ 3 

1.749 x 10 -2 

7.135 x 10 -3 

0.8333 

0.2000 

1.333 x 10 -1 

1.581 x 10 -2 

1.003 x 10 -2 

6.249 x 10 -3 

0.8667 

0.2000 

1.158 x 10 -1 

1.820 x 10 -2 

2.774 x 10 -3 

4.400 x 10~ 3 

0.9000 

0.2000 

8.715 x 10~ 2 

1.791 x 10~ 2 

-3.498 x 10 -3 

2.842 x 10~ 3 

0.9333 

0.2000 

6.033 x 10~ 2 

1.343 x 10~ 2 

-5.963 x 10 -3 

1.551 x 10 -3 

0.9667 

0.2000 

4.654 x 10~ 2 

1.152 x 10 -2 

-5.948 x 10 -3 

1.096 x 10“ 3 

1.0000 

0.2000 

3.102 x 10 -2 

1.141 x 10 -2 

-5.104 x 10~ 3 

8.841 x 10 -4 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

0.0000 

0.0333 

0.0667 

0.1000 

0.1333 

0.1667 

0.2000 

0.2333 

0.2667 

0.3000 

0.3333 

0.3667 

0.4000 

0.4333 

0.4667 

0.5000 

0.5333 

0.5667 

0.6000 

0.6333 

0.6667 

0.7000 

0.7333 

0.7667 

0.8000 

0.8333 

0.8667 

0.9000 

0.9333 

0.9667 

1.0000 

0.0000 

0.0333 

0.0667 

0.1000 

0.1333 


y/L 

P /PooK 

r zx/ Poo^'oq 

T zy /Poo^'oq 

V/PooK 

0.2333 

4.661 x 10 2 

5.233 x 10 -2 

-1.369 x 10 -4 

2.229 x 10' 

0.2333 

3.732 x 10 -2 

4.013 x 10 -2 

3.906 x 10~ 5 

1.666 x 10' 

0.2333 

4.110 x 10~ 2 

3.445 x 10 -2 

1.162 x 10 -4 

1.418 x 10“ 

0.2333 

3.743 x 10“ 2 

2.630 x 10 -2 

-2.144 x 10 -4 

1.075 x 10' 

0.2333 

3.560 x 10~ 2 

2.163 x 10 -2 

-1.050 x 10 -5 

8.766 x 10' 

0.2333 

3.166 x 10 -2 

2.220 x 10~ 2 

2.186 x 10 -4 

8.911 x 10" 

0.2333 

3.834 x 10"~ 2 

2.479 x 10 -2 

1.479 x 10 -4 

1.023 x 10' 

0.2333 

3.754 x 10 -2 

2.141 x 10 -2 

3.666 x 10 -6 

8.666 x 10" 

0.2333 

3.325 x 10 -2 

1.759 x 10 -2 

1.487 x 10 -4 

6.814 x 10' 

0.2333 

3.318 x 10 -2 

1.622 x 10~ 2 

2.706 x 10 -4 

6.477 x 10" 

0.2333 

3.359 x 10~ 2 

1.545 x 10~ 2 

-1.395 x 10 -4 

6.213 x 10' 

0.2333 

3.296 x 10 -2 

1.420 x 10 -2 

-1.855 x 10~ 4 

5.637 x 10“ 

0.2333 

3.138 x 10~ 2 

1.289 x 10~ 2 

-9.096 x 10 -5 

4.916 x 10" 

0.2333 

2.984 x 10 -2 

1.145 x 10 -2 

1.982 x 10 -4 

4.426 x 10" 

0.2333 

3.145 x 10~ 2 

1.053 x 10 -2 

1.082 x 10 -4 

4.369 x 10" 

0.2333 

3.457 x 10 -2 

9.424 x 10 -3 

6.713 x 10 -4 

4.470 x 10" 

0.2333 

4.194 x 10 -2 

6.722 x 10~ 3 

1.535 x 10~ 3 

4.259 x 10' 

0.2333 

5.320 x 10~ 2 

2.482 x 10“ 3 

2.565 x 10 -3 

3.601 x 10' 

0.2333 

6.299 x 10 -2 

4.601 x 10 -4 

3.572 x 10~ 3 

3.040 x 10" 

0.2333 

7.081 x 10~ 2 

-3.209 x 10 -4 

3.943 x 10 -3 

2.630 x 10' 

0.2333 

7.474 x 10 -2 

-2.434 x 10~ 4 

4.419 x 10 -3 

2.413 x 10" 

0.2333 

7.591 x 10~ 2 

-6.730 x 10 -4 

5.709 x 10 -3 

2.698 x 10" 

0.2333 

7.587 x 10 -2 

-1.472 x 10 -3 

8.570 x 10 -3 

3.504 x 10" 

0.2333 

8.148 x 10“ 2 

-1.767 x 10 -3 

1.271 x 10 -2 

4.563 x 10" 

0.2333 

9.328 x 10~ 2 

7.590 x 10“ 6 

1.593 x 10 -2 

5.391 x 10" 

0.2333 

1.107 x 10 _1 

6.116 x 10~ 3 

1.677 x 10 -2 

5.886 x 10" 

0.2333 

1.186 x 10 -1 

1.319 x 10 -2 

1.224 x 10 -2 

5.214 x 10" 

0.2333 

1.141 x 10 _1 

1.676 x 10 -2 

7.764 x 10 -3 

4.497 x 10" 

0.2333 

9.300 x 10 -2 

1.772 x 10~ 2 

8.125 x 10 -4 

2.882 x 10" 

0.2333 

7.450 x 10 -2 

1.711 x 10~ 2 

-2.603 x 10 -3 

2.106 x 10' 

0.2333 

5.485 x 10 -2 

1.869 x 10 -2 

-3.236 x 10 -3 

1.708 x 10" 

0.2667 

4.422 x 10 -2 

4.977 x 10 -2 

1.944 x 10" 4 

2.109 x 10" 

0.2667 

3.936 x 10 -2 

4.095 x 10 -2 

-1.820 x 10 -5 

1.706 x 10" 

0.2667 

4.059 x 10~ 2 

3.480 x 10 -2 

-1.191 x 10" 4 

1.431 x 10" 

0.2667 

3.702 x 10 -2 

2.599 x 10 -2 

-4.294 x 10 -6 

1.049 x 10" 

0.2667 

3.591 x 10~ 2 

2.161 x 10 -2 

5.581 x 10 -6 

8.827 x 10" 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


y/L 

0.2667 


P/*x, V « 

3.164 x 10' 


0.2667 3.880 x 10' 


0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.3000 

0.3000 

0.3000 

0.3000 

0.3000 


3.739 x 10" 
3.331 x 10" 
3.359 x 10" 
3.344 x 10“ 
3.262 x 10“ 
3.139 x 10" 
3.007 x 10" 
3.050 x 10" 
3.309 x 10“ 
3.883 x 10' 
4.795 x 10" 
5.767 x 10“ 
6.568 x 10" 
7.097 x 10" 
7.279 x 10“ 
7.261 x 10" 
7.201 x 10" 
7.631 x 10" 
8.445 x 10" 
9.625 x 10" 
9.930 x 10" 
9.943 x 10" 
9.058 x 10' 
7.142 x 10' 
4.485 x 10' 
3.811 x 10' 
4.111 x 10' 
3.738 x 10' 
3.554 x 10" 


0.1667 0.3000 3.031 x 10" 


0.2000 0.3000 3.723 x 10' 

0.2333 0.3000 3.758 x 10' 

0.2667 0.3000 3.298 x 10' 

0.3000 0.3000 3.279 x 10' 


t zx/ 

2.242 x 10“ 
2.560 x 10“' 
2.085 x 10“' 
1.748 x 10“ : 
1.649 x 10“' 
1.556 x 10“ 
1.427 x 10“ 
1.306 x 10“ 
1.154 x 10“ 
1.061 x 10“ 
9.715 x 10“ 
7.985 x 10“ 
4.047 x 10“ 
1:402 x 10“ 
3.864 x 10“ 
2.762 x 10“ 
3.300 x 10“ 
1.070 x 10“ 
-2.211 x 10' 
3.069 x 10“ 
2.467 x 10“ 
7.222 x 10“ 
1.078 x 10“ 
1.483 x 10“ 
1.791 x 10“ 
2.199 x 10“ 
5.080 x 10“ 
4.089 x 10“ 
3.310 x 10“ 
2.630 x 10“ 
2.138 x 10“ 
2.152 x 10“ 
2.431 x 10“ 
2.149 x 10“ 
1.764 x 10“ 
1.635 x 10“ 


r zy/^oo V QQ 

2.476 x 10 4 
3.421 x 10“ 4 
-1.772 x 10“ 5 
8.801 x 10“ 5 
1.286 x 10“ 4 
-7.587 x 10“ 5 
-1.323 x 10“ 4 
1.475 x 10“ 4 
2.025 x 10“ 4 
1.889 x 10“ 4 
6.013 x 10“ 4 
1.292 x 10“ 3 
2.521 x 10“ 3 
3.550 x 10“ 3 
4.182 x 10“ 3 
4.374 x 10“ 3 
4.927 x 10“ 3 
6.448 x 10“ 3 
9.000 x 10“ 3 
1.309 x 10“ 2 
1.556 x 10“ 2 
1.662 x 10 -2 
1.475 x 10“ 2 
1.036 x 10“ 2 
7.819 x 10“ 3 
4.017 x 10“ 3 
1.074 x 10“ 4 
-1.462 x 10“ 4 
3.624 x 10“ 4 
1.754 x 10“ 4 
1.240 x 10“ 4 
3.373 x 10“ 4 
-1.112 x 10“^ 
8.677 x 10“ 5 
1.462 x 10“ 4 
1.331 x 10“ 4 


1.050 x 10" 
8.435 x 10“ 
6.782 x 10" 
6.657 x 10" 
6.206 x 10“ 
5.595 x 10“ 
5.066 x 10“ 
4.556 x 10" 
4.234 x 10“ 
4.389 x 10" 
4.447 x 10“ 
3.663 x 10" 
3.205 x 10" 
2.760 x 10' 
2.474 x 10' 
2.374 x 10" 
2.769 x 10' 
3.380 x 10' 
4.316 x 10' 
4.878 x 10' 
5.239 x 10" 
4.740 x 10" 
3.897 x 10' 
3.415 x 10' 
2.873 x 10' 
2.139 x 10" 
1.697 x 10' 
1.349 x 10' 
1.071 x 10' 


8.884 x 10' 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

y/L 

P/OooVt 

T zx/ Poo 

r zy / Poo^oo 

q’VpooV^ 

0.3333 

0.3000 

3.366 x 10“ 2 

1.560 x 10" 2 

-2.615 x 10" e 

6.343 x 10“ 3 

0.3667 

0.3000 

3.311 x 10" 2 

1.450 x 10“ 2 

-4.436 x 10" 5 

5.663 x 10" 3 

0.4000 

0.3000 

3.078 x 10" 2 

1.261 x 10“ 2 

4.782 x 10" 5 

4.929 x 10" 3 

0.4333 

0.3000 

3.013 x 10~ 2 

1.181 x 10" 2 

-1.804 x 10" 4 

4.604 x 10" 3 

0.4667 

0.3000 

3.060 x 10~ 2 

1.081 x 10" 2 

1.920 x 10" 4 

4.303 x 10" 3 

0.5000 

0.3000 

3.159 x 10" 2 

1.020 x 10“ 2 

5.102 x 10" 4 

4.300 x 10" 3 

0.5333 

0.3000 

3.511 x 10~ 2 

8.345 x 10“ 3 

1.245 x 10" 3 

4.287 x 10“ 3 

0.5667 

0.3000 

4.348 x 10~ 2 

5.598 x 10“ 3 

2.034 x 10“ 3 

3.828 x 10~ 3 

0.6000 

0.3000 

5.212 x 10~ 2 

2.356 x 10" 3 

3.223 x 10~ 3 

3.334 x 10“ 3 

0.6333 

0.3000 

5.967 x 10" 2 

1.088 x 10~ 3 

4.047 x 10“ 3 

2.897 x 10“ 3 

0.6667 

0.3000 

6.570 x 10~ 2 

6.940 x 10" 4 

4.453 x 10 -3 

2.587 x 10“ 3 

0.7000 

0.3000 

6.957 x 10" 2 

9.738 x 10“ 4 

4.846 x 10" 3 

2.362 x 10“ 3 

0.7333 

0.3000 

6.989 x 10“ 2 

1.185 x 10" 3 

5.064 x 10" 3 

2.368 x 10“ 3 

0.7667 

0.3000 

6.926 x 10~ 2 

9.567 x 10" 4 

6.592 x 10" 3 

2.697 x 10" 3 

0.8000 

0.3000 

6.778 x 10" 2 

1.110 x 10~ 3 

8.770 x 10 -3 

3.137 x 10" 3 

0.8333 

0.3000 

6.978 x 10 2 

1.817 x 10~ 3 

1.181 x 10" 2 

3.735 x 10“ 3 

0.8667 

0.3000 

7.279 x 10 2 

3.791 x 10~ 3 

1.400 x 10" 2 

4.074 x 10" 3 

0.9000 

0.3000 

7.974 x 10 2 

6.419 x 10~ 3 

1.475 x 10" 2 

4.226 x 10" 3 

0.9333 

0.3000 

8.011 x 10~ 2 

9.327 x 10~ 3 

1.397 x 10” 2 

3.894 x 10" 3 

0.9667 

0.3000 

8.022 x 10“ 2 

1.418 x 10 -2 

1.256 x 10" 2 

3.667 x 10" 3 

1.0000 

0.3000 

6.636 x 10“ 2 

2.093 x 10~ 2 

1.118 x 10" 2 

3.546 x 10" 3 

0.0000 

0.3333 

5.475 x 10~ 2 

6.234 x 10 -2 

1.265 x 10" 5 

2.714 x 10" 2 

0.0333 

0.3333 

4.269 x 10" 2 

4.227 x 10“ 2 

3.813 x 10“ 4 

1.750 x 10" 2 

0.0667 

0.3333 

3.981 x 10“ 2 

3.309 x 10 -2 

-4.800 x 10" 4 

1.356 x 10" 2 

0.1000 

0.3333 

3.594 x 10“ 2 

2.443 x 10“ 2 

-2.242 x 10" 5 

9.933 x 10“ 3 

0.1333 

0.3333 

3.596 x 10" 2 

2.160 x 10 -2 

2.931 x 10" 5 

8.822 x 10" 3 

0.1667 

0.3333 

3.116 x 10~ 2 

2.217 x 10 -2 

5.068 x 10" 5 

8.872 x 10" 3 

0.2000 

0.3333 

3.723 x 10" 2 

2.461 x 10 -2 

-1.331 x 10" 4 

1.008 x 10“ 2 

0.2333 

0.3333 

3.743 x 10“ 2 

2.100 x 10" 2 

-8.585 x 10" 5 

8.457 x 10" 3 

0.2667 

0.3333 

3.380 x 10 -2 

1.815 x 10" 2 

-4.613 x 10" 5 

7.081 x 10" 3 

0.3000 

0.3333 

3.399 x 10 -2 

1.688 x 10" 2 

5.041 x 10 -5 

6.788 x 10" 3 

0.3333 

0.3333 

3.345 x 10 -2 

1.581 x 10" 2 

1.899 x 10" 4 

6.292 x 10" 3 

0.3667 

0.3333 

3.303 x 10" 2 

1.441 x 10" 2 

1.693 x 10“ 4 

5.626 x 10" 3 

0.4000 

0.3333 

3.147 x 10~ 2 

1.322 x 10" 2 

-1.131 x 10” 4 

5.086 x 10” 3 

0.4333 

0.3333 

3.012 x 10~ 2 

1.165 x 10" 2 

1.835 x 10" 5 

4.583 x 10" 3 

0.4667 

0.3333 

3.031 x 10~ 2 

1.092 x 10“ 2 

4.332 x 10“ 5 

4.395 x 10" 3 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

0.5000 

0.5333 

0.5667 

0.6000 

0.6333 

0.6667 

0.7000 

0.7333 

0.7667 

0.8000 

0.8333 

0.8667 

0.9000 

0.9333 

0.9667 

1.0000 

0.0000 

0.0333 

0.0667 

0.1000 

0.1333 

0.1667 

0.2000 

0.2333 

0.2667 

0.3000 

0.3333 

0.3667 

0.4000 

0.4333 

0.4667 

0.5000 

0.5333 

0.5667 

0.6000 

0.6333 


y/L 

P/PooV'i, 

T zx/ 

r zy/Poo V oo 

q’VPooV^ 

0.3333 

3.089 x 10 2 

1.023 x 10~ 2 

5.021 x 10~ 4 

4.194 x 10 -3 

0.3333 

3.303 x 10~ 2 

9.220 x 10~ 3 

8.136 x 10~ 4 

4.155 x 10~ 3 

0.3333 

3.848 x 10 -2 

7.201 x 10~ 3 

1.822 x 10 -3 

4.081 x 10~ 3 

0.3333 

4.603 x 10~ 2 

3.951 x 10~ 3 

2.883 x 10~ 3 

3.423 x 10~ 3 

0.3333 

5.454 x 10~ 2 

2.215 x 10~ 3 

3.774 x 10~ 3 

3.180 x 10~ 3 

0.3333 

6.022 x 10 -2 

1.498 x 10 -3 

4.553 x 10 -3 

2.886 x 10 -3 

0.3333 

6.450 x 10 -2 

1.305 x 10 -3 

4.769 x 10~ 3 

2.517 x 10~ 3 

0.3333 

6.680 x 10 -2 

1.412 x 10~ 3 

4.986 x 10 -3 

2.314 x 10 -3 

0.3333 

6.646 x 10~ 2 

1.857 x 10~ 3 

5.205 x 10~ 3 

2.254 x 10~ 3 

0.3333 

6.510 x 10 -2 

2.005 x 10 -3 

6.391 x 10 -3 

2.526 x 10~ 3 

0.3333 

6.352 x 10 -2 

2.376 x 10~ 3 

8.923 x 10 -3 

3.119 x 10~ 3 

0.3333 

6.372 x 10 -2 

3.446 x 10~ 3 

1.143 x 10 -2 

3.654 x 10 -3 

0.3333 

6.362 x 10~ 2 

5.326 x 10~ 3 

1.250 x 10~ 2 

3.748 x 10“ 3 

0.3333 

6.557 x 10~ 2 

7.530 x 10" 3 

1.372 x 10 -2 

3.790 x 10~ 3 

0.3333 

6.098 x 10 -2 

1.023 x 10 -2 

1.291 x 10~ 2 

3.448 x 10~ 3 

0.3333 

5.193 x 10 -2 

1.539 x 10 -2 

1.213 x 10 -2 

3.401 x 10~ 3 

0.3667 

4.337 x 10 -2 

4.934 x 10~ 2 

-3.359 x 10 -5 

2.098 x 10 -2 

0.3667 

3.969 x 10~ 2 

4.155 x 10~ 2 

2.562 x 10~ 4 

1.726 x 10~ 2 

0.3667 

4.013 x 10~ 2 

3.207 x 10 -2 

-1.430 x 10 -5 

1.319 x 10~ 2 

0.3667 

3.651 x 10~ 2 

2.568 x 10~ 2 

-2.088 x 10 4 

1.039 x 10 -2 

0.3667 

3.539 x 10~ 2 

2.134 x 10~ 2 

-1.517 x 10~ 4 

8.692 x 10~ 3 

0.3667 

3.047 x 10~ 2 

2.084 x 10~ 2 

2.033 x 10 -4 

8.222 x 10" 3 

0.3667 

3.844 x 10~ 2 

2.489 x 10 -2 

-1.864 x 10 -4 

1.027 x 10 -2 

0.3667 

3.817 x 10~ 2 

2.157 x 10~ 2 

6.129 x 10~ 5 

8.973 x 10~ 3 

0.3667 

3.323 x 10 -2 

1.771 x 10~ 2 

-9.943 x 10~ 5 

6.866 x 10~ 3 

0.3667 

3.277 x 10~ 2 

1.652 x 10~ 2 

2.105 x 10~ 4 

6.690 x 10~ 3 

0.3667 

3.336 x 10~ 2 

1.559 x 10 -2 

-1.004 x 10 -4 

6.263 x 10~ 3 

0.3667 

3.319 x 10 -2 

1.465 x 10~ 2 

-1.664 x 10 -4 

5.797 x 10 -3 

0.3667 

3.081 x 10~ 2 

1.291 x 10 -2 

7.264 x 10 -5 

4.972 x 10~ 3 

0.3667 

3.027 x 10~ 2 

1.192 x 10~ 2 

-1.728 x 10 -4 

4.502 x 10 -3 

0.3667 

3.027 x 10~ 2 

1.103 x 10~ 2 

3.147 x 10 -4 

4.455 x 10 -3 

0.3667 

3.019 x 10 -2 

1.040 x 10 -2 

3.906 x 10“ 4 

4.218 x 10 -3 

0.3667 

3.158 x 10~ 2 

9.474 x 10~ 3 

4.284 x 10 -4 

4.109 x 10 -3 

0.3667 

3.388 x 10~ 2 

8.323 x 10 -3 

1.415 x 10 -3 

4.130 x 10~ 3 

0.3667 

4.120 x 10 -2 

5.403 x 10~ 3 

2.470 x 10 -3 

3.565 x 10~ 3 

0.3667 

4.794 x 10~ 2 

3.581 x 10~ 3 

3.415 x 10 -3 

3.261 x 10 -3 



Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


0.6667 0.3667 5.456 x 10' 

0.7000 0.3667 5.913 x 10" 

0.7333 0.3667 6.200 x 10' 

0.7667 0.3667 6.339 x 10' 

0.8000 0.3667 6.206 x 10' 

0.8333 0.3667 6.098 x 10' 

0.8667 0.3667 5.811 x 10" 

0.9000 0.3667 5.653 x 10' 

0.9333 0.3667 5.358 x 10' 

0.9667 0.3667 4.820 x 10' 

1.0000 0.3667 4.360 x 10' 

0.0000 0.4000 5.302 x 10' 

0.0333 0.4000 4.016 x 10' 

0.0667 0.4000 4.257 x 10' 

0.1000 0.4000 3.671 x 10' 

0.1333 0.4000 3.547 x 10" 

0.1667 0.4000 3.118 x 10' 

0.2000 0.4000 3.800 x 10' 

0.2333 0.4000 3.796 x 10' 

0.2667 0.4000 3.290 x 10" 

0.3000 0.4000 3.235 x 10' 

0.3333 0.4000 3.304 x 10' 

0.3667 0.4000 3.269 x 10' 

0.4000 0.4000 3.094 x 10' 

0.4333 0.4000 2.927 x 10' 

0.4667 0.4000 2.952 x 10" 

0.5000 0.4000 2.956 x 10" 

0.5333 0.4000 3.010 x 10" 

0.5667 0.4000 3.210 x 10' 

0.6000 0.4000 3.579 x 10" 

0.6333 0.4000 4.243 x 10" 

0.6667 0.4000 4.812 x 10" 

0.7000 0.4000 5.357 x 10" 

0.7333 0.4000 5.668 x 10" 


P/*x> V i 

5.456 x 10" 
5.913 x 10" 
6.200 x 10" 
6.339 x 10" 
6.206 x 10' 
6.098 x 10' 
5.811 x 10' 
5.653 x 10" 
5.358 x 10" 
4.820 x 10" 
4.360 x 10" 
5.302 x 10' 
4.016 x 10' 
4.257 x 10' 
3.671 x 10' 
3.547 x 10" 
3.118 x 10' 
3.800 x 10' 
3.796 x 10' 
3.290 x 10' 
3.235 x 10" 
3.304 x 10" 
3.269 x 10' 
3.094 x 10" 
2.927 x 10" 
2.952 x 10" 
2.956 x 10" 


0.4000 3.010 x 10" 

0.4000 3.210 x 10' 

0.4000 3.579 x 10' 

0.4000 4.243 x 10' 

0.4000 4.812 x 10' 

0.4000 5.357 x 10' 


0.7667 

0.8000 


0.4000 

0.4000 


5.837 x 10' 
5.867 x 10" 


T zx/ PooYz 

2.317 x 10" 
2.218 x 10' 
1.978 x 10' 
2.547 x 10" 
2.632 x 10" 
2.957 x 10' 
3.392 x 10' 
3.972 x 10' 
5.528 x 10" 
8.557 x 10' 
1.404 x 10' 
6.034 x 10" 

4.123 x 10' 
3.517 x 10' 
2.554 x 10' 
2.134 x 10' 
2.171 x 10' 
2.530 x 10' 

2.124 x 10' 
1.751 x 10' 
1.613 x 10' 
1.551 x 10' 
1.418 x 10' 
1.274 x 10" 
1.164 x 10" 
1.107 x 10" 
1.043 x 10“ 
9.481 x 10~ 
8.556 x 10" 

7.234 x 10" 
4.881 x 10" 
3.287 x 10" 
2.654 x 10' 

2.234 x 10“ 
2.606 x 10" 
2.682 x 10“ 


T zy/ PooVqo 
4.453 x 10 3 
4.867 x 10~" 3 
5.276 x 10 -3 
5.495 x 10"" 3 
6.029 x 10 -3 
6.418 x 10 -3 
8.043 x 10 -3 
9.449 x 10 -3 
9.907 x 10 -3 
1.094 x 10 -2 
1.250 x 10"" 2 
-3.040 x 10 -4 
6.521 x 10 -5 
-3.291 x 10 -4 
-8.132 x 10“ 5 
6.418 x 10 -5 
4.509 x 10~ 5 
5.440 x 10 -5 
6.593 x 10~ 5 
-5.914 x 10~ 5 
-3.630 x 10~" 5 
4.992 x 10 -5 
1.561 x 10“ 4 
6.685 x 10~ 5 
3.297 x 10 -4 
1.171 x 10"" 4 
2.149 x 10 -4 
5.230 x 10 -4 
1.163 x 10~ 3 
1.859 x 10"" 3 
2.945 x 10 -3 
4.121 x 10~ 3 
4.592 x 10 -3 
5.159 x 10 -3 
5.534 x 10~ 3 
5.327 x 10 -3 


q’VPooV 
3.066 x 10 
2.757 x 10 
2.516 x 10 
2.397 x 10 
2.375 x 10 
2.472 x 10 
2.737 x 10 
2.914 x 10 
2.871 x 10 
3.072 x 10 
4.016 x 10 

2.612 x 10 
1.713 x 10 
1.447 x 10 
1.032 x 10 
8.720 x 10 
8.654 x 10 
1.046 x 10 
8.609 x 10 
6.719 x 10 
6.502 x 10 
6.246 x 10 

5.612 x 10 
4.991 x 10 
4.495 x 10 
4.430 x 10 
4.137 x 10 
3.937 x 10 
3.983 x 10 
3.997 x 10 

3.434 x 10 
3.266 x 10 
2.939 x 10 
2.658 x 10 

2.435 x 10 
2.213 x 10 
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Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinned). 


x/L 

y/L 

N 8 
> 

8 

~a 

0.8333 

0.4000 

5.790 x 10 -2 

0.8667 

0.4000 

5.567 x 10 -2 

0.9000 

0.4000 

5.247 x 10~ 2 

0.9333 

0.4000 

4.916 x 10 -2 

0.9667 

0.4000 

4.266 x 10~ 2 

1.0000 

0.4000 

3.978 x 10 -2 

0.0000 

0.4333 

5.471 x 10 -2 

0.0333 

0.4333 

3.803 x 10~ 2 

0.0667 

0.4333 

4.247 x 10 -2 

0.1000 

0.4333 

3.699 x 10 -2 

0.1333 

0.4333 

3.522 x 10~ 2 

0.1667 

0.4333 

3.074 x 10~ 2 

0.2000 

0.4333 

3.766 x 10 -2 

0.2333 

0.4333 

3.746 x 10 -2 

0.2667 

0.4333 

3.340 x 10~ 2 

0.3000 

0.4333 

3.331 x 10~ 2 

0.3333 

0.4333 

3.333 x 10~ 2 

0.3667 

0.4333 

3.307 x 10 -2 

0.4000 

0.4333 

3.031 x 10~ 2 

0.4333 

0.4333 

2.909 x 10“ 2 

0.4667 

0.4333 

2.899 x 10~ 2 

0.5000 

0.4333 

2.899 x 10~ 2 

0.5333 

0.4333 

2.935 x 10 -2 

0.5667 

0.4333 

2.968 x 10 -2 

0.6000 

0.4333 

3.253 x 10 -2 

0.6333 

0.4333 

3.625 x 10~ 2 

0.6667 

0.4333 

4.238 x 10~ 2 

0.7000 

0.4333 

4.723 x 10 -2 

0.7333 

0.4333 

5.130 x 10 -2 

0.7667 

0.4333 

5.344 x 10" 2 

0.8000 

0.4333 

5.475 x 10 -2 

0.8333 

0.4333 

5.430 x 10~ 2 

0.8667 

0.4333 

5.280 x 10~ 2 

0.9000 

0.4333 

5.046 x 10 -2 

0.9333 

0.4333 

4.647 x 10 -2 

0.9667 

0.4333 

4.103 x 10~ 2 


T zx/ PooVoq 
3.213 x lor* 
3.730 x 10~ 3 
4.242 x 10~ 3 
4.909 x 10~ 3 
7.573 x 10 -3 
1.262 x 10 -2 
6.125 x 10 -2 

4.102 x 10 -2 
3.351 x 10 -2 
2.607 x 10~ 2 

2.133 x 10 -2 
2.145 x 10 -2 
2.436 x 10 -2 

2.134 x 10~ 2 
1.768 x 10~ 2 
1.678 x 10~ 2 
1.556 x 10~ 2 
1.464 x 10 -2 
1.282 x 10~ 2 
1.174 x 10 -2 
1.098 x 10~ 2 
1.041 x 10~ 2 
9.808 x 10~~ 3 
8.932 x HT 3 
7.785 x 10 -3 
6.815 x 10 -3 
4.293 x 10~ 3 
3.524 x 10 -3 
3.033 x 10 -3 
3.121 x 10 -3 

3.103 x 10 -3 
3.361 x 10~ 3 
3.692 x 10 -3 
4.270 x 10~ 3 
5.005 x 10~ 3 
6.935 x 10~ 3 


T zy/Poo V oQ . 
5.710 x 10 3 
5.860 x 10 -3 
6.519 x 10 -3 
7.033 x 10 -3 
8.173 x 10 -3 
1.042 x 10 -2 
9.967 x 10 -5 
-7.098 x 10~ 5 
2.428 x 10 -4 
-1.077 x 10~ 4 
-1.078 x 10 -5 
-1.740 x 10 -5 
-6.048 x 10~ 5 
-7.038 x 10“ 5 
5.766 x 10 -5 
1.624 x 10 -4 
-1.305 x 10 -4 
-5.498 x 10~ 5 
1.193 x 10 -5 
1.562 x 10 -4 
1.585 x 10~ 4 
1.693 x 10~ 4 
5.168 x 10 -4 
9.120 x 10 -4 
1.610 x 10 -3 
2.515 x 10 -3 
3.314 x 10 -3 
4.323 x 10 -3 
4.801 x 10 -3 
5.113 x 10 -3 
5.364 x 10 -3 
5.165 x 10 -3 

5.218 x 10~ 3 
5.245 x 10 -3 
5.427 x 10 -3 

6.218 x 10 -3 


q’VPooV 
2.123 x 10 
2.238 x 10 -3 
2.237 x 10' 3 
2.290 x 10' 3 
2.691 x 10 -3 
3.755 x 10" 3 
2.685 x 10 -2 
1.708 x 10 -2 
1.370 x 10 -2 
1.064 x 10~ 2 
8.722 x 10~ 3 
8.366 x 10~ 3 
1.017 x 10 -2 
8.539 x 10~ 3 
6.867 x 10~ 3 
6.620 x 10~ 3 
6.221 x 10 -3 
5.796 x 10~ 3 
4.931 x 10 -3 
4.575 x 10 -3 
4.337 x 10~ 3 
4.132 x 10~ 3 
3.919 x 10 -3 
3.805 x 10~ 3 
3.851 x 10~ 3 
3.812 x 10 -3 
3.126 x 10~ 3 
3.107 x 10~ 3 
2.809 x 10 -3 
2.528 x 10~ 3 
2.373 x 10~ 3 
2.197 x 10 -3 
2.053 x 10 -3 
1.982 x 10 -3 
2.025 x 10 -3 
2.298 x 10 -3 




Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

y/L 

p/A»vi, 

T zx/ Poo^oq 

r zy/ Poo^nq 


Toooo 

0.4333 

3.756 x 10~ 2 

1.164 x 10^ 

7.753 x 10 -3 

3.297 x 10~ 3 

0.0000 

0.4667 

5.176 x 10 -2 

5.918 x 10 -2 

8.455 x 10 -5 

2.564 x 10 -2 

0.0333 

0.4667 

3.739 x 10~ 2 

4.003 x 10~ 2 

-4.246 x 10 -5 

1.663 x 10 -2 

0.0667 

0.4667 

4.142 x 10~ 2 

3.589 x 10 -2 

7.590 x 10 -5 

1.486 x 10~ 2 

0.1000 

0.4667 

3.764 x 10 -2 

2.624 x 10~ 2 

-5.521 x 10 -5 

1.071 x 10 -2 

0.1333 

0.4667 

3.601 x 10~ 2 

2.187 x 10~ 2 

-2.644 x 10 -5 

8.873 x 10~ 3 

0.1667 

0.4667 

3.151 x 10 -2 

2.226 x 10 -2 

-1.236 x 10 -4 

8.801 x 10 -3 

0.2000 

0.4667 

3.846 x 10~ 2 

2.504 x 10 -2 

-5.182 x 10 -4 

1.034 x 10~ 2 

0.2333 

0.4667 

3.732 x 10 -2 

2.114 x 10~ 2 

-3.242 x 10 -5 

8.602 x 10 -3 

0.2667 

0.4667 

3.277 x 10 -2 

1.767 x 10 -2 

3.447 x 10~ 5 

6.866 x 10 -3 

0.3000 

0.4667 

3.327 x 10 -2 

1.644 x 10~ 2 

2.048 x 10 -4 

6.676 x 10 -3 

0.3333 

0.4667 

3.336 x 10 -2 

1.553 x 10~ 2 

-5.580 x 10~ 5 

6.301 x 10 -3 

0.3667 

0.4667 

3.220 x 10 -2 

1.426 x 10~ 2 

2.588 x 10~ 4 

5.612 x 10~ 3 

0.4000 

0.4667 

3.039 x 10~ 2 

1.286 x 10 -2 

7.767 x 10~ 5 

4.934 x 10~ 3 

0.4333 

0.4667 

2.842 x 10~ 2 

1.139 x 10 -2 

1.727 x 10~ 4 

4.369 x 10“ 3 

0.4667 

0.4667 

2.842 x 10 -2 

1.089 x 10 -2 

4.388 x 10 -4 

4.238 x 10~ 3 

0.5000 

0.4667 

2.846 x 10 -2 

1.061 x 10~ 2 

4.529 x 10 -4 

4.204 x 10 -3 

0.5333 

0.4667 

2.816 x 10~ 2 

9.745 x 10~ 3 

4.306 x 10 -4 

3.903 x 10~ 3 

0.5667 

0.4667 

2.804 x 10~ 2 

8.862 x 10~ 3 

7.392 x 10 -4 

3.646 x 10 -3 

0.6000 

0.4667 

2.932 x 10“ 2 

8.127 x 10 -3 

1.427 x 10 -3 

3.554 x 10~ 3 

0.6333 

0.4667 

3.296 x 10~ 2 

7.264 x 10~ 3 

2.092 x 10~ 3 

3.621 x 10~ 3 

0.6667 

0.4667 

3.782 x 10~ 2 

6.665 x 10 -3 

2.827 x 10~ 3 

3.863 x 10~ 3 

0.7000 

0.4667 

4.156 x 10 -2 

4.560 x 10~ 3 

3.776 x 10 -3 

3.075 x 10~ 3 

0.7333 

0.4667 

4.501 x 10 -2 

3.765 x 10~ 3 

4.341 x 10 -3 

2.919 x 10 -3 

0.7667 

0.4667 

4.851 x 10~ 2 

3.326 x 10~ 3 

4.848 x 10 -3 

2.652 x 10 -3 

0.8000 

0.4667 

4.972 x 10 -2 

3.469 x 10 -3 

4.777 x 10~ 3 

2.423 x 10 -3 

0.8333 

0.4667 

5.040 x 10 -2 

3.718 x 10 -3 

4.939 x 10 -3 

2.290 x 10 -3 

0.8667 

0.4667 

4.966 x 10~ 2 

3.929 x 10 -3 

4.957 x 10~ 3 

2.147 x 10 -3 

0.9000 

0.4667 

4.768 x 10~ 2 

4.598 x 10~ 3 

4.613 x 10 -3 

1.984 x 10 -3 

0.9333 

0.4667 

4.469 x 10“ 2 

5.141 x 10 -3 

4.580 x 10 -3 

1.956 x 10 -3 

0.9667 

0.4667 

3.967 x 10~ 2 

7.176 x 10 -3 

5.071 x 10 -3 

2.250 x 10 -3 

1.0000 

0.4667 

3.677 x 10~ 2 

1.141 x 10~ 2 

6.630 x 10 -3 

3.053 x 10 -3 

0.0000 

0.5000 

5.321 x 10 -2 

6.093 x 10 -2 

-3.241 x 10 -4 

2.664 x 10 -2 

0.0333 

0.5000 

3.845 x 10 -2 

4.065 x 10~ 2 

2.141 x 10~ 5 

1.687 x 10 -2 

0.0667 

0.5000 

4.120 x 10 -2 

3.522 x 10~ 2 

5.903 x 10 -5 

1.455 x 10~ 2 

0.1000 

0.5000 

3.732 x 10~ 2 

2.592 x 10 -2 

9.633 x 10~ 6 

1.061 x 10~ 2 


Table A. 3: Surface variables on upper plate, coarse grid (con 
tinued). 


x/L 

y/L 

P/Poo 

r zx / Poo ^ nq 

r zy/^oo V oo 

q'7P 00 

0.1333 

0.5000 

3.603 x 10~ 2 

2.172 x 10 -2 ^ 

1.560 x 10^ 

8.809 x 10 T 

0.1667 

0.5000 

3.156 x 10~ 2 

2.218 x 10~ 2 

-9.806 x 10 -5 

8.710 x 10 J 

0.2000 

0.5000 

3.733 x 10~ 2 

2.431 x 10 -2 

1.903 x 10 -4 

1.008 x 10 1 

0.2333 

0.5000 

3.772 x 10 -2 

2.155 x 10~ 2 

8.008 x 10 -5 

8.671 x 10 6 

o 

0.2667 

0.5000 

3.300 x 10 -2 

1.756 x 10 -2 

2.911 x 10 -4 

6.869 x 10 6 

0.3000 

0.5000 

3.323 x 10 -2 

1.651 x 10 -2 

7.600 x 10 -5 

6.529 x 10 J 

0.3333 

0.5000 

3.274 x 10~ 2 

1.546 x 10 -2 

1.505 x 10 -4 

6.201 x 10 J 

0.3667 

0.5000 

3.207 x 10~ 2 

1.440 x 10 -2 

5.567 x 10 -4 

5.563 x 10 J 

0.4000 

0.5000 

2.997 x 10~ 2 

1.295 x 10 -2 

2.719 x 10 -4 

4.938 x 10 J 

0.4333 

0.5000 

2.786 x 10 -2 

1.138 x 10 -2 

4.803 x 10 -4 

4.351 x 10 J 

0.4667 

0.5000 

2.776 x 10 -2 

1.081 x HT 2 

4.156 x 10 -4 

4.219 x 10 15 

0.5000 

0.5000 

2.786 x 10 -2 

1.028 x 10~ 2 

5.573 x 10~ 4 

3.966 x 10 6 

0.5333 

0.5000 

2.713 x 10 -2 

9.740 x 10~ 3 

4.682 x 10 -4 

3.798 x 10 6 

0.5667 

0.5000 

2.675 x 10 -2 

9.090 x 10~ 3 

7.660 x 10 -4 

3.589 x 10 J 

0.6000 

0.5000 

2.765 x 10 -2 

8.134 x 10~ 3 

1.012 x 10 -3 

3.409 x 10~ 6 

0.6333 

0.5000 

2.973 x 10~ 2 

7.412 x 10~ 3 

1.777 x 10 -3 

3.475 x 10 J 

0.6667 

0.5000 

3.329 x 10~ 2 

6.950 x 10 -3 

2.690 x 10~ 3 

3.674 x 10 J 

0.7000 

0.5000 

3.642 x 10~ 2 

6.059 x 10 -3 

3.168 x 10 -3 

3.479 x 10~ 3 

n 

0.7333 

0.5000 

4.013 x 10~ 2 

4.615 x 10 -3 

3.909 x 10 -3 

2.968 x 10~ ,i 

0.7667 

0.5000 

4.272 x 10~ 2 

3.976 x 10 " 3 

4.182 x 10~ 3 

2.810 x 10~ J 

n 

0.8000 

0.5000 

4.538 x 10~ 2 

3.843 x 10 -3 

4.595 x 10~ 3 

2.676 x 10 _,i 

0.8333 

0.5000 

4.616 x 10~ 2 

4.054 x 10 -3 

4.680 x 10~ 3 

2.563 x 10~ J 

0.8667 

0.5000 

4.618 x 10~ 2 

4.352 x 10 -3 

4.613 x 10 -3 

2.390 x 10 -5 

0.9000 

0.5000 

4.487 x 10 -2 

4.765 x 10 -3 

4.284 x 10 -3 

2.240 x 10~ 3 

n 

0.9333 

0.5000 

4.272 x 10~ 2 

5.420 x 10 -3 

4.275 x 10 -3 

2.143 x 10 _,i 

0.9667 

0.5000 

3.832 x 10~ 2 

8.252 x 10~ 3 

5.103 x 10 -3 

2.603 x 10~ J 

1.0000 

0.5000 

3.519 x 10 -2 

1.109 x 10~ 2 

5.867 x 10~ 3 

2.959 x 10 - " 5 

0.0000 

0.5333 

5.065 x 10 -2 

5.763 x 10 -2 

2.023 x 10 -4 

2.485 x 10 1 

0.0333 

0.5333 

3.765 x 10~ 2 

4.050 x 10~ 2 

1.577 x 10~ 4 

1.674 x 10 z 

0.0667 

0.5333 

4.130 x 10~ 2 

3.439 x 10~ 2 

6.918 x 10 -5 

1.415 x 10 -/ 

0.1000 

0.5333 

3.714 x 10 -2 

2.619 x 10~ 2 

-6.243 x 10~ 5 

1.064 x 10 1 

ry 

0.1333 

0.5333 

3.598 x 10 -2 

2.153 x 10~ 2 

1.841 x 10 -6 

8.764 x lO - '* 

n 

0.1667 

0.5333 

3.227 x 10 -2 

2.230 x 10~ 2 

9.124 x 10 -5 

8.791 x 10 -J 

0.2000 

0.5333 

3.812 x 10 -2 

2.511 x 10~ 2 

2.389 x 10 -4 

1.036 x 10 z 

0.2333 

0.5333 

3.649 x 10~ 2 

2.073 x 10 -2 

4.570 x 10~ 5 

8.341 x 10 _,i 

0.2667 

0.5333 

3.330 x 10 -2 

1.798 x 10~ 2 

1.346 x 10~ 4 

6.901 x 10 J 



Table A.3: Surface variables on upper plate, coarse grid (con- 
tinued). 


340 


x/L 

y/L 

p/fevi ; 

r zx/ 

0.3000 

0.5333 

3.214 x 10 1 

1.616 x 10 -2 

0.3333 

0.5333 

3.198 x 10~ 2 

1.534 x 10" 2 

0.3667 

0.5333 

3.077 x 10" 2 

1.382 x 10^ 2 

0.4000 

0.5333 

2.945 x 10 -2 

1.270 x 10 -2 

0.4333 

0.5333 

2.729 x 10 -2 

1.131 x 10^ 2 

0.4667 

0.5333 

2.692 x 10 -2 

1.055 x 10~ 2 

0.5000 

0.5333 

2.701 x 10 -2 

1.024 x 10 -2 

0.5333 

0.5333 

2.621 x 10 -2 

9.629 x 10 -3 

0.5667 

0.5333 

2.613 x 10 -2 

8.989 x 10 -3 

0.6000 

0.5333 

2.583 x 10 -2 

8.222 x 10“ 3 

0.6333 

0.5333 

2.772 x 10 -2 

7.697 x 10 -3 

0.6667 

0.5333 

2.900 x 10 -2 

6.940 x 10 -3 

0.7000 

0.5333 

3.280 x 10 -2 

6.598 x 10 -3 

0.7333 

0.5333 

3.494 x 10 -2 

5.844 x 10 -3 

0.7667 

0.5333 

3.866 x 10~ 2 

4.958 x 10 -3 

0.8000 

0.5333 

4.058 x 10~ 2 

4.334 x 10~ 3 

0.8333 

0.5333 

4.243 x 10~ 2 

4.219 x 10~ 3 

0.8667 

0.5333 

4.267 x 10 -2 

4.578 x 10 -3 

0.9000 

0.5333 

4.237 x 10 -2 

5.039 x 10 -3 

0.9333 

0.5333 

4.018 x 10 -2 

5.558 x 10 -3 

0.9667 

0.5333 

3.735 x 10~ 2 

8.276 x 10 -3 

1.0000 

0.5333 

3.328 x 10~ 2 

1.047 x 10~ 2 

0.0000 

0.5667 

5.373 x 10~ 2 

6.182 x 10 -2 

0.0333 

0.5667 

3.853 x 10~ 2 

4.047 x 10~ 2 

0.0667 

0.5667 

4.171 x 10 -2 

3.550 x 10" 2 

0.1000 

0.5667 

3.714 x 10 -2 

2.600 x 10“ 2 

0.1333 

0.5667 

3.518 x 10~ 2 

2.125 x 10 -2 

0.1667 

0.5667 

3.167 x 10 -2 

2.213 x 10 -2 

0.2000 

0.5667 

3.798 x 10 -2 

2.486 x 10 -2 

0.2333 

0.5667 

3.652 x 10 -2 

2.091 x 10 -2 

0.2667 

0.5667 

3.230 x 10 -2 

1.750 x 10 -2 

0.3000 

0.5667 

3.144 x 10 -2 

1.593 x 10 -2 

0.3333 

0.5667 

3.160 x 10 -2 

1.532 x 10 -2 

0.3667 

0.5667 

3.046 x 10~ 2 

1.390 x 10 -2 

0.4000 

0.5667 

2.849 x 10 -2 

1.262 x 10 -2 

0.4333 

0.5667 

2.648 x 10~ 2 

1.127 x 10 -2 


T zy/Poo V QQ 

2.627 x 10~ 4 
3.523 x 10 -4 
4.464 x 10 -4 
3.595 x 10 -4 
3.977 x 10~ 4 
6.914 x 10~ 4 
7.981 x 10~ 4 
6.083 x 10~ 4 
8.932 x 10~ 4 
1.066 x 10 -3 
1.400 x 10 -3 
2.130 x 10“ 3 
2.661 x 10 -3 ' 
3.367 x 10 -3 
3.698 x 10 -3 

4.057 x 10~ 3 
4.430 x 10 -3 

4.459 x 10 -3 
4.473 x 10 -3 

4.460 x 10 -3 
4.957 x 10 -3 

5.057 x 10~ 3 
-4.012 x 10 -4 
6.022 x 10 -5 
6.729 x 10~ 5 
9.249 x 10 -5 
1.004 x 10 -4 

-2.473 x 10 -5 

4.437 x 10 -4 
3.496 x 10 -4 
4.590 x 10 -4 
2.859 x 10 -4 
4.638 x 10 -4 
7.676 x 10" 4 
8.693 x 10 -4 
7.415 x 10~ 4 


q”/^oo v 
6.430 x 10 
6.110 x 10~ 3 

5.438 x 10~ 3 
4.832 x 10" 3 
4.287 x 10 -3 

4.051 x 10~ 3 
3.964 x 10~ 3 
3.683 x 10 -3 
3.539 x 10~ 3 
3.335 x 10" 3 
3.358 x 10 -3 
3.354 x 10 -3 
3.426 x 10~ 3 
3.327 x 10 -3 
2.987 x 10 -3 
2.763 x 10 -3 
2.679 x 10~ 3 
2.596 x 10 -3 
2.436 x 10~ 3 
2.445 x 10 -3 
2.753 x 10 -3 
2.928 x 10 -3 
2.677 x 10 -2 
1.682 x 10 -2 
1.465 x 10 -2 

1.052 x 10 -2 
8.638 x 10~ 3 
8.839 x 10 -3 
1.010 x 10 -2 
8.494 x 10 -3 
6.859 x 10 -3 
6.338 x 10" 3 
6.033 x 10 -3 

5.439 x 10“ 3 
4.798 x 10 -3 
4.266 x 10 -3 


.'B n 



Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

y/L 

P/A» V I 

r zx/ PocV^ 

r zy/ Poo V ™ 

V/PooK* 

0.4667 

0.5667 

2.615 x 10~ 2 

1.053 x 10~ 2 

8.850 x 10~ 4 

4.071 x 10~ 3 

0.5000 

0.5667 

2.599 x 10~ 2 

1.000 x 10~ 2 

7.093 x 10 -4 

3.843 x 10 -3 

0.5333 

0.5667 

2.511 x 10 -2 

9.443 x 10~ 3 

9.169 x 10 -4 

3.686 x 10“ 3 

0.5667 

0.5667 

2.414 x 10 -2 

8.798 x 10~ 3 

9.335 x 10 -4 

3.308 x 10 -3 

0.6000 

0.5667 

2.485 x 10 -2 

8.262 x 10~ 3 

1.262 x 10 -3 

3.397 x 10 -3 

0.6333 

0.5667 

2.541 x 10 -2 

7.625 x 10 -3 

1.316 x 10 -3 

3.249 x 10 -3 

0.6667 

0.5667 

2.750 x 10 -2 

7.426 x 10 -3 

1.764 x 10 -3 

3.325 x 10~ 3 

0.7000 

0.5667 

2.892 x 10 -2 

6.656 x 10 -3 

2.270 x 10~ 3 

3.227 x 10 -3 

0.7333 

0.5667 

3.199 x 10 -2 

6.033 x 10 -3 

2.975 x 10 -3 

3.278 x 10~ 3 

0.7667 

0.5667 

3.428 x 10~ 2 

5.856 x 10~ 3 

3.747 x 10~ 3 

3.293 x 10 -3 

0.8000 

0.5667 

3.745 x 10~ 2 

5.490 x 10 -3 

4.236 x 10~ 3 

3.278 x 10~ 3 

0.8333 

0.5667 

3.865 x 10~ 2 

5.471 x 10~ 3 

4.412 x 10 -3 

3.027 x 10~ 3 

0.8667 

0.5667 

3.946 x 10“ 2 

5.153 x 10~ 3 

4.248 x 10 -3 

2.792 x 10 -3 

0.9000 

0.5667 

3.899 x 10~ 2 

5.732 x 10~ 3 

4.762 x 10 -3 

2.796 x 10~ 3 

0.9333 

0.5667 

3.838 x 10~ 2 

6.803 x 10~ 3 

4.867 x 10 -3 

2.910 x 10 -3 

0.9667 

0.5667 

3.473 x 10~ 2 

8.183 x 10~ 3 

4.858 x 10 -3 

2.872 x 10 -3 

1.0000 

0.5667 

3.096 x 10~ 2 

1.022 x 10 -2 

4.509 x 10 -3 

2.832 x 10~ 3 

0.0000 

0.6000 

4.999 x 10~ 2 

5.638 x 10~ 2 

2.608 x 10~ 4 

2.436 x 10 -2 

0.0333 

0.6000 

4.107 x 10 -2 

4.243 x 10~ 2 

-2.106 x 10 -8 

1.765 x 10 -2 

0.0667 

0.6000 

4.085 x 10 -2 

3.189 x 10~ 2 

1.016 x 10 -4 

1.293 x 10~ 2 

0.1000 

0.6000 

3.599 x 10 -2 

2.528 x 10~ 2 

2.833 x 10~ 4 

1.025 x 10 -2 

0.1333 

0.6000 

3.491 x 10 -2 

2.112 x 10~ 2 

3.463 x 10 -4 

8.564 x 10 -3 

0.1667 

0.6000 

3.007 x 10 -2 

2.150 x 10~ 2 

2.514 x 10 -4 

8.569 x 10 -3 

0.2000 

0.6000 

3.694 x 10 -2 

2.449 x 10~ 2 

4.426 x 10 -4 

1.015 x 10 -2 

0.2333 

0.6000 

3.647 x 10 -2 

2.168 x 10 -2 

6.755 x 10 -4 

8.678 x 10 -3 

0.2667 

0.6000 

3.129 x 10 -2 

1.717 x 10~ 2 

8.129 x 10~ 4 

6.687 x 10 -3 

0.3000 

0.6000 

3.027 x 10~ 2 

1.574 x 10 -2 

6.924 x 10 -4 

6.144 x 10~ 3 

0.3333 

0.6000 

2.916 x 10 -2 

1.464 x 10~ 2 

1.037 x 10 -3 

5.776 x 10~ 3 

0.3667 

0.6000 

2.921 x 10 -2 

1.383 x 10 -2 

1.021 x 10 -3 

5.391 x 10~ 3 

0.4000 

0.6000 

2.677 x 10 -2 

1.190 x 10 -2 

1.066 x 10 -3 

4.483 x 10~ 3 

0.4333 

0.6000 

2.574 x 10 -2 

1.115 x 10 -2 

9.693 x 10 -4 

4.187 x 10 -3 

0.4667 

0.6000 

2.512 x 10“ 2 

1.019 x 10~ 2 

8.881 x 10~ 4 

3.964 x 10~ 3 

0.5000 

0.6000 

2.506 x 10 -2 

9.893 x 10 -3 

9.885 x 10~ 4 

3.860 x 10 -3 

0.5333 

0.6000 

2.405 x 10~ 2 

9.189 x 10~ 3 

9.963 x 10~ 4 

3.549 x 10~ 3 

0.5667 

0.6000 

2.367 x 10 -2 

8.790 x 10~ 3 

1.056 x 10~ 3 

3.357 x 10 -3 

0.6000 

0.6000 

2.325 x 10 -2 

8.121 x 10“ 3 

1.116 x 10~ 3 

3.159 x 10 -3 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

y/L 

P/?oo V ™ 

T zx/ Poo^rq 

T zy/ Poo V qq 

0.6333 

0.6000 

2.405 x 10-^ 

7.628 x lO - * 5 

1.291 x 10 -J 

0.6667 

0.6000 

2.515 x 10 -2 

7.344 x 10 -3 

1.556 x 10~ 3 

0.7000 

0.6000 

2.613 x 10~ 2 

6.517 x 10~ 3 

1.874 x 10 _,i 

0.7333 

0.6000 

2.875 x 10 -2 

6.225 x 10~ 3 

2.497 x 10~ 3 

0.7667 

0.6000 

3.093 x 10 -2 

5.728 x 10 -3 

3.289 x 10 -3 

0.8000 

0.6000 

3.277 x 10 -2 

5.518 x 10 -3 

3.645 x 10 -3 

0.8333 

0.6000 

3.498 x 10 -2 

5.513 x 10~ 3 

4.247 x 10 * 

0.8667 

0.6000 

3.587 x 10~ 2 

5.748 x 10~ 3 

4.650 x 10 * 

0.9000 

0.6000 

3.668 x 10 -2 

6.111 x 10~ 3 

4.760 x 10 _J 

0.9333 

0.6000 

3.480 x 10 -2 

6.561 x 10~ 3 

4.535 x 10 -3 

0.9667 

0.6000 

3.176 x 10 -2 

7.654 x 10 -3 

4.221 x 10~ 3 

1.0000 

0.6000 

2.947 x 10 -2 

9.304 x 10~ 3 

4.008 x 10 -3 

0.0000 

0.6333 

5.390 x 10 -2 

6.134 x 10 -2 

-4.488 x 10~ 4 

0.0333 

0.6333 

4.228 x 10 -2 

4.177 x 10 -2 

6.436 x 10~ 5 

0.0667 

0.6333 

4.015 x 10~ 2 

3.123 x 10 -2 

1.156 x 10~ 4 

0.1000 

0.6333 

3.564 x 10 -2 

2.480 x 10~ 2 

2.293 x 10 -5 

0.1333 

0.6333 

3.421 x 10 -2 

2.104 x 10~ 2 

2.886 x 10 -4 

0.1667 

0.6333 

2.982 x 10~ 2 

2.137 x 10~ 2 

5.920 x 10 -4 

0.2000 

0.6333 

3.495 x 10~ 2 

2.396 x 10~ 2 

1.348 x 10 -3 

0.2333 

0.6333 

3.302 x 10 -2 

1.991 x 10~ 2 

1.388 x 10 -3 

0.2667 

0.6333 

2.944 x 10~ 2 

1.706 x 10 -2 

1.230 x 10 — J 

0.3000 

0.6333 

2.790 x 10 -2 

1.502 x 10 -2 

1.731 x 10~ 3 

0.3333 

0.6333 

2.761 x 10 -2 

1.415 x 10~ 2 

1.395 x 10~ 3 

0.3667 

0.6333 

2.685 x 10 -2 

1.273 x 10" 2 

1.424 x 10 -3 

0.4000 

0.6333 

2.527 x 10 -2 

1.149 x 10" 2 

1.249 x 10 -3 

o 

0.4333 

0.6333 

2.466 x 10 -2 

1.080 x 10 -2 

1.008 x 10~* 

o 

0.4667 

0.6333 

2.391 x 10~ 2 

1.011 x 10~ 2 

1.241 x 10~* 

0.5000 

0.6333 

2.383 x 10 -2 

9.742 x 10~ 3 

1.157 x 10 -5 

A 

0.5333 

0.6333 

2.245 x 10 -2 

8.863 x 10 -3 

8.734 x 10 -4 

0.5667 

0.6333 

2.255 x 10 -2 

8.668 x 10~ 3 

1.190 x 10 -3 

0.6000 

0.6333 

2.212 x 10 -2 

8.243 x 10 -3 

9.083 x 10 -4 

0.6333 

0.6333 

2.251 x 10 -2 

7.694 x 10~ 3 

1.176 x 10 - - 1 

0.6667 

0.6333 

2.328 x 10 -2 

7.333 x 10 -3 

1.351 x 10 -3 

0.7000 

0.6333 

2.443 x 10 -2 

7.066 x 10~ 3 

1.684 x 10 _,i 

q 

0.7333 

0.6333 

2.601 x 10 -2 

6.602 x 10~ 3 

1.896 x 10~* 

q 

0.7667 

0.6333 

2.778 x 10~ 2 

6.001 x 10~ 3 

2.445 x 10 _,i 


3.123 x MT* 
3.154 x 10 -3 
3.004 x 10~ 3 
3.110 x 10~ 3 
3.060 x 10 -3 
3.121 x 10~ 3 
3.138 x 10 -3 
3.020 x 10' 3 
2.967 x 10' 3 
2.882 x 10 -3 

2.657 x 10 -3 
2.687 x 10~ 3 

2.658 x 10~ 2 
1.724 x 10~ 2 
1.266 x 10 -2 
1.003 x 10~ 2 
8.525 x 10~ 3 
8.501 x 10 -3 
9.794 x 10 -3 
7.988 x 10 -3 
6.476 x 10 -3 
5.921 x 10 -3 
5.454 x 10 -3 
5.018 x 10" 3 
4.369 x 10 -3 
4.210 x 10 -3 
3.972 x 10 -3 
3.728 x 10 -3 
3.470 x 10 -3 
3.346 x 10~ 3 
3.136 x 10 -3 
3.156 x 10 -3 

3.124 x 10 -3 
3.024 x 10 -3 
3.076 x 10 -3 
3.031 x 10 -3 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


0.8000 0.6333 


0.8333 

0.8667 

0.9000 

0.9333 

0.9667 

1.0000 

0.0000 

0.0333 

0.0667 

0.1000 

0.1333 

0.1667 

0.2000 

0.2333 

0.2667 

0.3000 

0.3333 

0.3667 

0.4000 

0.4333 

0.4667 

0.5000 

0.5333 

0.5667 

0.6000 

0.6333 

0.6667 


0.7667 

0.8000 

0.8333 

0.8667 

0.9000 


0.6333 

0.6333 

0.6333 

0.6333 

0.6333 

0.6333 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 

0.6667 


_P_/f ooV£ 
2.967 x 10' 
3.151 x 10" 
3.262 x 10" 
3.320 x 10" 
3.285 x 10" 
3.008 x 10“ 
2.680 x 10" 
4.855 x 10" 
3.625 x 10" 
4.023 x 10" 
3.421 x 10" 
2.971 x 10" 
2.808 x 10" 
3.034 x 10" 
2.965 x 10' 
2.638 x 10" 
2.503 x 10' 
2.494 x 10" 
2.457 x 10' 
2.388 x 10" 
2.297 x 10" 
2.300 x 10" 

2.204 x 10" 

2.205 x 10' 
2.169 x 10" 
2.132 x 10" 
2.120 x 10" 
2.186 x 10" 


0.7000 0.6667 2.268 x 10" 
0.7333 0.6667 2.375 x 10" 


0.6667 2.506 x 10" 

0.6667 2.697 x 10" 

0.6667 2.837 x 10" 

0.6667 2.959 x 10" 

0.6667 3.024 x 10" 


0.9333 0.6667 3.002 x 10" 


T zx/ P qqV r 

5.484 x 10" 
5.582 x 10" 
5.660 x 10" 
5.700 x 10" 

6.294 x 10" 
7.322 x 10" 
8.578 x 10" 
5.542 x 10" 
3.982 x 10" 
3.519 x 10" 
2.570 x 10" 
2.081 x 10" 
2.255 x 10" 
2.242 x 10" 
1.907 x 10" 
1.621 x 10" 

1.434 x 10" 
1.393 x 10" 

1.295 x 10" 
1.204 x 10" 
1.095 x 10" 
1.017 x 10“ 
9.792 x 10" 
9.541 x 10" 

9.435 x 10" 
8.791 x 10" 
8.102 x 10" 
7.970 x 10" 
7.638 x 10" 
7.300 x 10“ 
6.475 x 10" 
6.657 x 10" 
6.234 x 10" 
6.121 x 10" 
6.051 x 10" 
6.329 x 10" 


r zy /Poo V qq 

2.959 x 10~ 3 
3.532 x 10 -3 
3.730 x 10~ 3 
3.970 x 10"" 3 
4.344 x 10"" 3 
3.864 x 10"" 3 
3.804 x 10~ 3 
-1.788 x 10" 4 
1.109 x 10"" 4 
7.487 x 10 -4 
1.002 x 10"" 3 
1.489 x 10~ 3 
1.451 x 10" 3 
1.829 x 10~" 3 
2.046 x 10~ 3 
1.769 x 10“ 3 
1.657 x 10~ 3 
1.569 x 10 -3 
1.640 x 10 -3 
1.447 x 10"" 3 
1.253 x 10 -3 

1.187 x 10 -3 
1.186 x 10 -3 
9.681 x 10 -4 
8.073 x 10 -4 
9.784 x 10 -4 
9.349 x 10 -4 

1.188 x 10 -3 
1.425 x 10"" 3 
1.717 x 10"" 3 
2.090 x 10 -3 
2.531 x 10 -3 
2.863 x 10"" 3 
3.139 x 10 -3 
3.553 x 10 -3 
3.651 x 10" 3 


q”/Poo v n 
2.967 x 10" 


2.936 x 10" 
2.801 x 10" 


2.387 x 10" 
1.645 x 10" 
1.451 x 10" 
1.032 x 10" 
8.216 x 10" 
9.038 x 10" 


6.248 x 10" 
5.662 x 10" 
5.475 x 10" 
5.085 x 10" 
4.706 x 10" 


3.652 x 10" 
3.427 x 10" 
3.176 x 10" 
3.256 x 10" 
3.213 x 10" 
3.196 x 10" 
3.006 x 10" 

3.124 x 10" 

3.125 x 10“ 
2.961 x 10" 
2.933 x 10" 
2.724 x 10" 


Table A. 3: Surface variables on upper plate, coarse grid (con- 
tinued). 


x/L 

y/ L 

P/Poo Y L 

T zx/ 

T zy/^oo V (X) 


0.9667 

0.6667 

2.805 x 10 -2 

7.243 X 10 _<1 

3.356 x 10~ J 

2.569 x 10 6 

1.0000 

0.6667 

2.525 x 10 -2 

8.504 x 10~ 3 

3.203 x 10 -3 

2.589 x 10 -3 

0.0000 

0.7000 

5.912 x 10 -2 

6.385 x 10~ 2 

3.488 x 10~ 3 

2.831 x 10~ 2 

0.0333 

0.7000 

2.897 x 10 -2 

3.546 x 10“ 2 

2.111 x 10 -3 

L457 x 10 -2 

0.0667 

0.7000 

3.056 x 10 -2 

3.248 x 10 -2 

2.954 x 10~ 3 

1.330 x 10 -2 

0.1000 

0.7000 

2.818 x 10 -2 

2.645 x 10 -2 

2.901 x 10 -3 

1.053 x 10 -2 

0.1333 

0.7000 

2.524 x 10~ 2 

2.255 x 10 -2 

2.101 x 10~ 3 

8.913 x 10 -3 

0.1667 

0.7000 

2.540 x 10 -2 

2.249 x 10~ 2 

2.330 x 10~ 3 

9.045 x 10 -3 

0.2000 

0.7000 

2.475 x 10~ 2 

2.120 x 10~ 2 

3.023 x 10 -3 

8.334 x 10~ 3 

0.2333 

0.7000 

2.526 x 10 -2 

2.038 x 10~ 2 

2.456 x 10 -3 

8.116 x 10~ 3 

0.2667 

0.7000 

2.396 x 10 -2 

1.826 x 10~ 2 

2.308 x 10~ 3 

7.279 x 10~ 3 

0.3000 

0.7000 

2.265 x 10 -2 

1.627 x 10~ 2 

1.579 x 10~ 3 

6.354 x 10 -3 

0.3333 

0.7000 

2.302 x 10 -2 

1.615 x 10~ 2 

2.009 x 10 -3 

6.353 x 10 -3 

0.3667 

0.7000 

2.267 x 10~ 2 

1.517 x 10 -2 

1.644 x 10~ 3 

5.950 x 10 -3 

0.4000 

0.7000 

2.218 x 10~ 2 

1.411 x 10~ 2 

1.370 x 10~ 3 

5.609 x 10~ 3 

0.1333 

0.7000 

2.193 x 10 2 

1.385 x 10~ 2 

1.390 x 10 -3 

5.383 x 10 -3 

0.4667 

0.7000 

2.112 x 10 -2 

1.294 x 10~ 2 

1.352 x 10~ 3 

5.186 x 10 -3 

0.5000 

0.7000 

2.085 x 10 -2 

1.233 x 10~ 2 

1.079 x 10 -3 

4.856 x 10~ 3 

0.5333 

0.7000 

2.041 x 10 -2 

1.173 x 10 -2 

1.100 x 10 -3 

4.567 x 10~ 3 

0.5667 

0.7000 

2.056 x 10~ 2 

1.145 x 10~ 2 

9.429 x 10~ 4 

4.469 x 10~ 3 

0.6000 

0.7000 

1.976 x 10 -2 

1.056 x 10~ 2 

1.156 x 10~ 3 

4.189 x 10~ 3 

0.6333 

0.7000 

1.972 x 10 -2 

1.035 x 10 -2 

1.091 x 10 -3 

3.980 x 10 -3 

0.6667 

0.7000 

2.019 x 10 -2 

1.022 x 10 -2 

1.255 x 10 -3 

4.088 x 10~ 3 

0.7000 

0.7000 

2.062 x 10 -2 

1.001 x 10 -2 

1.051 x 10~ 3 

3.987 x 10~ 3 

0.7333 

0.7000 

2.183 x 10~ 2 

9.908 x 10 -3 

1.578 x 10 -3 

4.183 x 10~ 3 

0.7667 

0.7000 

2.252 x 10 -2 

9.324 x 10 -3 

1.651 x 10 -3 

3.956 x 10 -3 

0.8000 

0.7000 

2.390 x 10 -2 

9.169 x 10 -3 

1.929 x 10“ 3 

3.997 x 10 -3 

0.8333 

0.7000 

2.656 x 10 -2 

8.990 x 10 -3 

2.720 x 10 -3 

3.883 x 10~ 3 

0.8667 

0.7000 

2.741 x 10~ 2 

9.009 x 10~ 3 

3.046 x 10~ 3 

4.008 x 10~ 3 

0.9000 

0.7000 

2.827 x 10~ 2 

8.533 x 10~ 3 

3.143 x 10 -3 

3.817 x 10~ 3 

0.9333 

0.7000 

2.809 x 10 -2 

8.535 x 10~ 3 

3.317 x 10 -3 

3.721 x 10 -3 

0.9667 

0.7000 

2.721 x 10 -2 

8.755 x 10~ 3 

2.898 x 10~ 3 

3.475 x 10 -3 

1.0000 

0.7000 

2.476 x 10~ 2 

9.945 x 10 -3 

2.305 x 10~ 3 

3.231 x 10~ 3 
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A. 2. 2 Fine Grid Resolution 

For the final dataset, the surface properties of the fine grid region near the jet 
interaction are tabulated and presented in Table A. 4. Labeled in Figure A. 2 is the re- 
gion of the fine grid, which bounds the area 0.4667 < x/L < 1.0 and 0 < y/L < 0.2667. 

g 2 

Cell spacing in this region is 0.001 m and provides a 80 x 40 grid with 1 x 10 m cell 
resolution. 


Table A. 4: Surface variables on upper plate, fine grid. 


x/L 

y/ L 

p/ Poo^'qq 

T zx/ Poo ^nq 

r zy/Poo V no 

q”/PooV^ 

0.4667 

0.0000 

3.466 X 10 -2 

9.767 x 10~ 3 

-1.098 x 10“ 4 

4.513 x 10“ 3 

0.4733 

0.0000 

3.491 X 10~ 2 

9.679 x 10 -3 

-9.934 x 10 -5 

4.518 x 10 -3 

0.4800 

0.0000 

3.880 X 10 -2 

8.347 x 10~ 3 

6.050 x 10 -5 

4.596 x 10~ 3 

0.4867 

0.0000 

3.909 x 10~ 2 

8.189 x 10” 3 

5.454 x 10 -5 

4.568 x 10 -3 

0.4933 

0.0000 

4.363 x 10 -2 

5.602 x 10 -3 

-6.896 x 10 -5 

4.063 x 10~ 3 

0.5000 

0.0000 

4.394 x 10 -2 

5.473 x 10~ 3 

-7.175 x 10 -5 

4.055 x 10““ 3 

0.5067 

0.0000 

4.915 x 10~ 2 

3.449 x 10 -3 

-1.144 x 10 -4 

3.980 x 10~ 3 

0.5133 

0.0000 

4.953 x 10 -2 

3.360 x 10~ 3 

-1.084 x 10 -4 

3.984 x 10 -3 

0.5200 

0.0000 

5.620 x 10 -2 

1.930 x 10~ 3 

1.534 x 10 -5 

4.070 x 10 -3 

0.5267 

0.0000 

5.655 x 10 -2 

1.865 x 10~ 3 

1.751 x 10~ 5 

4.058 x 10~ 3 

0.5333 

0.0000 

6.282 x 10~ 2 

7.414 x 10 -4 

1.699 x 10" 5 

3.738 x 10 -3 

0.5400 

0.0000 

6.309 x 10 -2 

6.810 x 10~ 4 

2.348 x 10 -5 

3.718 x 10~ 3 

0.5467 

0.0000 

6.800 x 10 -2 

-4.760 x 10~ 4 

1.720 x 10 -4 

3.318 x 10~ 3 

0.5533 

0.0000 

6.824 x 10 -2 

-5.306 x 10 -4 

1.740 x 10 -4 

3.306 x 10 -3 

0.5600 

0.0000 

7.302 x 10~ 2 

-1.588 x 10“ 3 

1.585 x 10 -4 

3.132 x 10 -3 

0.5667 

0.0000 

7.324 x 10~ 2 

-1.620 x 10“ 3 

1.626 x 10 -4 

3.120 x 10 -3 

0.5733 

0.0000 

7.760 x 10~ 2 

-2.094 x 10“ 3 

3.021 x 10~ 4 

2.826 x 10 -3 

0.5800 

0.0000 

7.779 x 10~ 2 

-2.118 x 10 -3 

3.038 x 10 -4 

2.813 x 10 -3 

0.5867 

0.0000 

8.179 x 10 -2 

-2.669 x 10~ 3 

2.663 x 10““ 4 

2.542 x 10““ 3 

0.5933 

0.0000 

8.193 x 10 -2 

-2.685 x 10 -3 

2.651 x 10 -4 

2.535 x 10““ 3 

0.6000 

0.0000 

8.452 x 10~ 2 

-2.870 x 10 -3 

2.442 x 10“ 4 

2.454 x 10 -3 

0.6067 

0.0000 

8.462 x 10~ 2 

-2.906 x 10 3 

2.476 x 10 -4 

2.457 x 10 -3 

0.6133 

0.0000 

8.594 x 10~ 2 

-3.768 x 10~ 3 

3.339 x 10 -4 

2.578 x 10 -3 

0.6200 

0.0000 

8.616 x 10“' 2 

-3.906 x 10““ 3 

3.251 x 10 -4 

2.618 x 10 -3 

0.6267 

0.0000 

8.754 x 10 2 

-4.816 x 10 -3 

2.317 x 10““ 4 

2.889 x 10~ 3 



Table A.4: Surface variables on upper plate, fine grid (con- 
tinned). 


x/L 

y/L 

0.6333 

0.0000 

0.6400 

0.0000 

0.6467 

0.0000 

0.6533 

0.0000 

0.6600 

0.0000 

0.6667 

0.0000 

0.6733 

0.0000 

0.6800 

0.0000 

0.6867 

0.0000 

0.6933 

0.0000 

0.7000 

0.0000 

0.7067 

0.0000 

0.7133 

0.0000 

0.7200 

0.0000 

0.7267 

0.0000 

0.7333 

0.0000 

0.7400 

0.0000 

0.7467 

0.0000 

0.7533 

0.0000 

0.7600 

0.0000 

0.7667 

0.0000 

0.7733 

0.0000 

0.7800 

0.0000 

0.7867 

0.0000 

0.7933 

0.0000 

0.8000 

0.0000 

0.8067 

0.0000 

0.8133 

0.0000 

0.8200 

0.0000 

0.8267 

0.0000 

0.8333 

0.0000 

0.8400 

0.0000 

0.8467 

0.0000 

0.8533 

0.0000 

0.8600 

0.0000 

0.8667 

0.0000 


p/Poo 

8.904 x 10“ r 
8.975 x 10 -2 
9.185 x 10~ 2 
9.403 x 10~ 2 
9.538 x 10~ 2 
1.007 x 10“ 1 
1.110 x 10 _1 
1.229 x 10' 1 
1.355 x 10 _1 
1.502 x 10 -1 
1.638 x 10 _1 
1.748 x 10 _1 
1.822 x 10 -1 
1.786 x 10~ ! 
1.722 x 10 -1 
1.603 x 10~ ! 

1.467 x 10 _1 
1.249 x 10 _1 
1.165 x 10 _1 
1.080 x 10 _1 
1.036 x 10 _1 
1.002 x 10“ 1 
9.689 x 10 -2 
9.016 x 10 -2 
7.596 x 10 -2 
5.391 x 10~ 2 
2.290 x 10 -2 

5.467 x 10 -3 
2.869 x 10 -3 
3.879 x 10 -3 
3.995 x 10~ 3 
3.074 x 10 -3 
3.088 x 10 -3 
1.738 x 10~ 3 
6.464 x 10~ 4 
1.226 x 10 -3 


T Zx/ PpO^nCi 

-6.240 x 10 3 
-6.918 x 10~ 3 
-8.715 x 10 -3 
-1.012 x 10 -2 
-1.089 x 10 -2 
-1.323 x 10~ 2 
-1.560 x 10~ 2 
-1.700 x 10 -2 
-1.682 x 10 -2 
-1.529 x 10~ 2 
-1.220 x 10 -2 
-7.523 x 10~ 3 
4.269 x 10" 4 
7.606 x 10~ 3 
1.219 x 10 -2 
1.631 x 10 -2 
1.860 x 10~ 2 
1.766 x 10 -2 
1.609 x 10~ 2 
1.400 x 10~ 2 
1.212 x 10“ 2 
1.032 x 10 -2 
1.008 x 10 -2 
1.012 x 10~ 2 
1.108 x 10~ 2 
7.346 x 10 -3 
4.302 x 10~ 3 
8.023 x 10~ 4 
-1.789 x 10 -3 
-1.597 x 10 -3 
3.824 x 10~ 4 
1.720 x 10“ 3 
1.534 x 10 — 3 
1.481 x 10 -3 
3.366 x 10~ 4 
5.255 x 10~ 4 


r zy// J oo V QQ 

3.236 x 10 -4 
3.525 x 10~ 4 
5.397 x 10 -4 
3.291 x 10~ 4 
2.508 x 10 -4 
5.044 x 10 -4 
4.939 x 10 -4 
7.660 x 10 -4 
8.608 x 10 -4 

8.011 x 10~ 4 
3.948 x 10 -4 

-1.684 x 10~ 4 
-2.309 x 10~ 4 
-7.503 x 10 -5 
-2.269 x 10 -4 
-2.994 x 10~ 4 
-4.405 x 10 -4 
-1.515 x 10~ 4 
3.619 x 10~ 5 
1.219 x 10~ 4 
1.368 x 10 -4 
-1.102 x 10~ 5 
-5.535 x 10 -4 
1.107 x 10 -4 
5.492 x 10 -4 
1.954 x 10 -4 

1.012 x 10 -4 
1.138 x 10' 4 
4.576 x 10 -4 
8.303 x 10 -4 
1.029 x 10 -3 
6.523 x 10 -4 
2.473 x 10 -4 
1.673 x 10 -4 
6.542 x 10~ 6 

-1.370 x 10 -5 


q”/Poo v ^ 

> oAn ks i 


3.340 

X 

10~ 3 

3.555 

X 

10 -3 

4.128 

X 

10 -3 

4.473 

X 

10~ 3 

4.686 

X 

10 -3 

5.558 

X 

10 -3 

6.756 

X 

10~ 3 

7.684 

X 

10 -3 

8.656 

X 

10~ 3 

9.518 

X 

10~ 3 

1.051 

X 

10 -2 

1.108 

X 

10 -2 

1.096 

X 

10 -2 

1.026 

X 

10 -2 

9.375 

X 

10~ 3 

7.915 

X 

10~ 3 

6.746 

X 

10~ 3 

4.811 

X 

10~ 3 

4.015 

X 

10~ 3 

3.358 

X 

10 -3 

2.998 

X 

10 -3 

2.475 

X 

10 -3 

1.941 

X 

10 -3 

1.875 

X 

10 -3 

6.767 

X 

10 -4 

3.283 

X 

10 -4 


-1.741 x 10 -4 
-1.166 x 10 -4 
-3.748 x 10~ 4 
-3.626 x 10 -4 
-3.428 x 10~ 4 
-2.818 x 10 -4 
-3.012 x 10~ 4 
-4.170 x 10~ 5 
-6.723 x 10~ 6 
-1.147 x 10 -5 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

pM^T 

r zx/ PooV^ 

r zy /pQQ V qq_ 

q”/PooV^ 

0.8733 

0.0000 

1.242 x 10 -3 

3.213 x 10~ 4 

-2.168 x I0 _i) 

-4.361 x 10 -5 

0.8800 

0.0000 

2.123 x 10 -3 

4.269 x 10 -4 

1.349 x 10 -4 

-4.713 x 10~ 5 

0.8867 

0.0000 

2.849 x 10~ 3 

3.898 x 10 -4 

-2.315 x 10~ 5 

-3.206 x 10 -5 

0.8933 

0.0000 

3.317 x 10~ 3 

5.131 x 10~ 4 

-7.004 x 10 -5 

-2.436 x 10 -5 

0.9000 

0.0000 

4.312 x 10 -3 

5.480 x 10 -4 

1.672 x 10~ 5 

-5.757 x 10~ 5 

0.9067 

0.0000 

4.653 x 10 -3 

7.003 x 10 -4 

-2.097 x 10~ 4 

-5.561 x 10~ 5 

0.9133 

0.0000 

5.476 x 10~ 3 

7.861 x 10~ 4 

-1.290 x 10~ 4 

-5.892 x 10 -5 

0.9200 

0.0000 

5.433 x 10 -3 

9.108 x 10~ 4 

-1.358 x 10 -4 

-4.661 x 10 -5 

0.9267 

0.0000 

5.996 x 10~ 3 

1.060 x 10 -3 

6.436 x 10~ 5 

-6.285 x 10 -6 

0.9333 

0.0000 

6.371 x 10 -3 

1.080 x 10 -3 

2.286 x 10~ 4 

-1.246 x 10~ 5 

0.9400 

0.0000 

6.680 x 10 -3 

1.033 x 10 -3 

5.005 x 10 -5 

1.788 x 10~ 5 

0.9467 

0.0000 

6.503 x 10~ 3 

9.199 x 10~ 4 

-1.944 x 10~ 4 

2.555 x 10~ 6 

0.9533 

0.0000 

7.134 x 10 -3 

1.122 x 10 -3 

-2.490 x 10 -4 

2.040 x 10 -6 

0.9600 

0.0000 

7.189 x 10 -3 

1.168 x 10 -3 

-1.613 x 10 -4 

-1.141 x 10~ 5 

0.9667 

0.0000 

7.395 x 10 -3 

1.312 x 10~ 3 

-2.589 x 10 -4 

-i.i94 x nr 5 

0.9733 

0.0000 

7.360 x 10 -3 

1.467 x 10 -3 

-2.487 x 10 -4 

1.514 x 10~ 5 

0.9800 

0.0000 

7.214 x 10" 3 

1.461 x 10 -3 

-1.381 x 10 -4 

4.956 x 10~ 5 

0.9867 

0.0000 

7.146 x 10~ 3 

1.331 x 10 -3 

-2.654 x 10~ 5 

6.632 x 10 -5 

0.9933 

0.0000 

7.552 x 10~ 3 

1.560 x 10 -3 

-2.022 x 10 -5 

4.837 x 10 -5 

1.0000 

0.0000 

7.841 x 10~ 3 

1.739 x 10 -3 

1.710 x 10~ 4 

1.763 x 10~ 5 

0.4667 

0.0067 

3.472 x 10 -2 

9.758 x 10 -3 

-1.056 x 10~ 4 

4.527 x 10 -3 

0.4733 

0.0067 

3.534 x 10~ 2 

9.531 x 10~ 3 

-7.910 x 10~ 5 

4.535 x 10 -3 

0.4800 

0.0067 

3.870 x 10 -2 

8.329 x 10 -3 

3.879 x 10~ 5 

4.569 x 10 -3 

0.4867 

0.0067 

3.955 x 10 -2 

7.909 x 10~ 3 

2.828 x 10 -5 

4.509 x 10~ 3 

0.4933 

0.0067 

4.349 x 10 -2 

5.719 x 10 -3 

-6.297 x 10 -5 

4.102 x 10 -3 

0.5000 

0.0067 

4.445 x 10 -2 

5.294 x 10~ 3 

-6.874 x 10~ 5 

4.060 x 10 -3 

0.5067 

0.0067 

4.904 x 10 -2 

3.553 x 10 -3 

-9.581 x 10 -5 

3.994 x 10~ 3 

0.5133 

0.0067 

5.022 x 10 -2 

3.239 x 10~ 3 

-7.443 x 10~ 5 

3.999 x 10 -3 

0.5200 

0.0067 

5.595 x 10 -2 

2.001 x 10 -3 

1.879 x 10 -5 

4.051 x 10 -3 

0.5267 

0.0067 

5.716 x 10 -2 

1.766 x 10 -3 

3.394 x 10 -5 

4.020 x 10 -3 

0.5333 

0.0067 

6.252 x 10~ 2 

7.815 x 10 -4 

4.373 x 10 -5 

3.746 x 10~ 3 

0.5400 

0.0067 

6.352 x 10 -2 

5.628 x 10 -4 

7.112 x 10 -5 

3.676 x 10 -3 

0.5467 

0.0067 

6.778 x 10" 2 

-4.328 x 10 -4 

1.816 x 10~ 4 

3.341 x 10 -3 

0.5533 

0.0067 

6.866 x 10 -2 

-6.381 x 10~ 4 

1.966 x 10~ 4 

3.289 x 10 -3 

0.5600 

0.0067 

7.278 x 10~ 2 

-1.523 x 10 -3 

1.832 x 10 -4 

3.131 x 10 -3 

0.5667 

0.0067 

7.360 x 10~ 2 

-1.655 x 10~ 3 

1.955 x 10 -4 

3.088 x 10 -3 



Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 


0.5733 


0.0067 

0.0067 

0.0067 


*>/Po°K 

7.732 x 10" 
7.805 x 10" 
8.143 x 10" 


0.0067 8.206 x 10" 


0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 

0.0067 


8.436 x 10" 
8.462 x 10" 
8.573 x 10" 
8.639 x 10" 
8.759 x 10" 
8.874 x 10" 
8.911 x 10" 
9.172 x 10" 
9.224 x 10" 
9.714 x 10“ 
1.045 x 10“ 
1.138 x 10“ 
1.203 x 10' 
1.309 x 10“ 
1.506 x 10“ 
1.648 x 10“ 
1.755 x 10“ 
1.821 x 10“ 
1.813 x 10“ 
1.747 x 10“ 
1.584 x 10“ 
1.427 x 10“ 
1.301 x 10" 
1.160 x 10" 
1.086 x 10" 
1.045 x 10' 
9.962 x 10' 
9.685 x 10" 
9.181 x 10" 
7.825 x 10" 
5.407 x 10" 
2.561 x 10" 


2.072 x 10 3 
-2.162 x 10 -3 
-2.623 x 10"“ 3 
-2.705 x 10 -3 
-2.967 x 10~ 3 
-3.195 x 10“" 3 
-3.690 x 10 -3 
-4.083 x 10 -3 
-4.892 x 10~ 3 
-5.919 x 10 -3 
-6.297 x 10 -3 
-8.837 x 10"“ 3 
-9.202 x 10 -3 
-1.161 x 10~ 2 
-1.416 x 10 -2 
-1.574 x 10 -2 
-1.642 x 10 -2 
-1.684 x 10 -2 
-1.549 x 10~ 2 
-1.236 x 10~ 2 
-8.013 x 10 -3 
-1.746 x 10 -3 
5.330 x 10~ 3 
1.100 x 10 -2 

1.624 x 10 -2 
1.853 x 10“ 2 
1.825 x 10"“ 2 
1.684 x 10~ 2 
1.460 x 10~ 2 
1.234 x 10 -2 
1.026 x 10 -2 
1.004 x 10~ 2 
9.666 x 10~“ 3 

9.624 x 10 -3 
7.030 x 10~ 3 
4.663 x 10"" 3 


T zy/ Pooler, 
3.012 x 10 -4 
3.152 x 10~ 4 
2.891 x 10 -4 
2.854 x 10 -4 
2.974 x 10 -4 
3.735 x 10 -4 
3.638 x 10~ 4 
4.236 x 10~ 4 
3.101 x 10"“ 4 
4.759 x 10” 4 
5.059 x 10 -4 
4.864 x 10 -4 
4.518 x 10~ 4 
5.186 x 10 -4 
8.608 x 10 -4 
9.250 x 10 -4 
9.944 x 10 -4 
1.177 x 10 -3 
1.075 x 10 -3 
5.054 x 10 -4 
4.685 x 10 -4 
3.694 x 10 -4 
4.372 x 10 -4 
3.387 x 10 -4 
5.580 x 10“" 5 
-2.651 x 10 -4 
-4.873 x 10 -4 
-5.949 x 10 -4 
1.724 x 10"" 5 
-1.682 x 10 -4 
-1.718 x 10~ 4 
6.584 x 10 -4 
1.539 x 10 -3 
6.837 x 10 -5 
-2.084 x 10 -4 
5.341 x 10 -4 


2.794 x 10' 
2.570 x 10' 
2.540 x 10“ 
2.472 x 10' 
2.481 x 10" 
2.575 x 10' 
2.681 x 10' 
2.915 x 10' 
3.228 x 10' 


4.205 x 10“ 
4.969 x 10“ 
5.972 x 10“ 
6.888 x 10“ 
7.450 x 10“ 
8.310 x 10“ 
9.615 x 10' 
1.062 x 10“ 
1.123 x 10“ 
1.106 x 10“ 
1.050 x 10' 
9.595 x 10“ 
7.742 x 10“ 
6.368 x 10' 
5.349 x 10' 
4.208 x 10' 
3.553 x 10' 
2.764 x 10' 
2.363 x 10' 
1.948 x 10" 
1.628 x 10" 
9.152 x 10' 
3.006 x 10' 
1.820 x 10" 




Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/focV^ 

T zx/ ^00^"oo 

r zy/ Poo^nn 

q’ 7 Poo v 
1 . r.rp° oo 

0.8133 

0.0067 

6.115 x 10 -3 

1.259 x 10~ 3 

1.760 x 10 _ “ 

-4.956 x 10~ 5 

0.8200 

0.0067 

4.481 x 10 -3 

-1.453 x 10 -3 

8.627 x 10 -4 

-3.387 x 10~ 4 

0.8267 

0.0067 

3.917 x 10" 3 

-1.139 x 10~ 3 

8.835 x 10 -4 

-3.030 x 10~ 4 

0.8333 

0.0067 

3.942 x 10~ 3 

-1.756 x 10“ 5 

2.119 x 10 -3 

-3.730 x 10~ 4 

0.8400 

0.0067 

4.111 x 10~ 3 

1.742 x 10~ 3 

1.270 x 10 -3 

-3.746 x 10~ 4 

0.8467 

0.0067 

2.668 x 10 -3 

1.815 x 10 -3 

7.365 x 10 -4 

-2.240 x 10~ 4 

0.8533 

0.0067 

1.525 x 10~ 3 

1.169 x 10 -3 

3.643 x 10 -4 

-1.262 x 10~ 4 

0.8600 

0.0067 

9.351 x 10 -4 

5.413 x 10 -4 

2.924 x 10 -4 

-7.311 x 10 -5 

0.8667 

0.0067 

1.284 x 10~ 3 

4.197 x 10~ 4 

1.753 x 10~ 5 

-5.613 x 10 -5 

0.8733 

0.0067 

1.509 x 10~ 3 

4.658 x 10~ 4 

-1.695 x 10~ 4 

-5.244 x 10 -5 

0.8800 

0.0067 

2.175 x 10 -3 

4.065 x 10 -4 

-2.090 x 10 -4 

-4.572 x 10 -5 

0.8867 

0.0067 

3.001 x 10 -3 

6.200 x 10~ 4 

-1.568 x 10 -4 

-4.572 x 10 -5 

0.8933 

0.0067 

3.399 x 10~ 3 

5.674 x 10~ 4 

-3.278 x 10 -4 

-7.735 x 10 -5 

0.9000 

0.0067 

4.534 x 10 -3 

6.995 x 10~ 4 

-2.275 x 10 -4 

-7.046 x 10 -5 

0.9067 

0.0067 

4.909 x 10~ 3 

7.298 x 10~ 4 

-2.237 x 10 -4 

-5.766 x 10 -5 

0.9133 

0.0067 

5.446 x 10~ 3 

8.747 x 10 -4 

-4.094 x 10 -4 

-3.976 x 10 -5 

0.9200 

0.0067 

5.750 x 10~ 3 

9.385 x 10~ 4 

-2.747 x 10~ 4 

-3.435 x 10~ 5 

0.9267 

0.0067 

6.180 x 10~ 3 

9.579 x 10 -4 

-3.089 x 10 -4 

-1.471 x 10“ 5 

0.9333 

0.0067 

6.573 x 10~ 3 

1.123 x 10 -3 

-1.990 x 10~ 4 

-1.441 x 10~ 5 

0.9400 

0.0067 

6.810 x 10~ 3 

1.099 x 10“ 3 

-2.337 x 10 -4 

-3.625 x 10 -6 

0.9467 

0.0067 

6.956 x 10~ 3 

1.121 x 10 -3 

-1.658 x 10 -4 

-1.152 x 10 -5 

0.9533 

0.0067 

7.237 x 10 -3 

1.200 x 10~ 3 

-3.624 x 10 -4 

-8.374 x 10 -6 

0.9600 

0.0067 

7.154 x 10“ 3 

1.204 x 10~ 3 

-2.823 x 10 -4 

1.271 x 10~ 5 

0.9667 

0.0067 

7.383 x 10 -3 

1.273 x 10 -3 

-3.148 x 10~ 4 

-1.256 x 10 -6 

0.9733 

0.0067 

7.388 x 10 -3 

1.498 x 10 -3 

-3.262 x 10 -4 

1.678 x 10 -5 

0.9800 

0.0067 

7.268 x 10~ 3 

1.380 x 10~ 3 

-2.220 x 10 -4 

5.050 x 10 -5 

0.9867 

0.0067 

7.279 x 10 -3 

1.379 x 10 -3 

-1.997 x 10 -4 

5.293 x 10 -5 

0.9933 

0.0067 

7.326 x 10~ 3 

1.397 x 10 -3 

-1.897 x 10~ 4 

5.011 x 10 -5 

1.0000 

0.0067 

7.642 x 10 -3 

1.497 x 10 -3 

-1.521 x 10~ 4 

2.119 x 10~ 5 

0.4667 

0.0133 

3.519 x HT 2 

9.643 x 10~ 3 

-3.075 x 10 -5 

4.622 x 10 -3 

0.4733 

0.0133 

3.619 x 10 -2 

9.264 x 10 -3 

2.986 x 10~ 5 

4.648 x 10 -3 

0.4800 

0.0133 

3.910 x 10 -2 

7.987 x 10 -3 

-3.298 x 10 -5 

4.484 x 10 -3 

0.4867 

0.0133 

4.084 x 10 -2 

7.197 x 10 -3 

-7.383 x 10 -5 

4.381 x 10 -3 

0.4933 

0.0133 

4.385 x 10~ 2 

5.608 x 10~ 3 

-7.685 x 10~ 5 

4.136 x 10 -3 

0.5000 

0.0133 

4.572 x 10 -2 

4.654 x 10~ 3 

-8.408 x 10 -5 

4.001 x 10 -3 

0.5067 

0.0133 

4.968 x 10 -2 

3.500 x 10~ 3 

2.163 x 10~ 5 

4.039 x 10~ 3 


Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 
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x/L 

y/L 

P/Poo 

T zx/ Poc^'cyq 

T zy/Poo V oq 


0.5133 

0.0133 

5.216 x 

2.794 x 10“ J 

7.964 x 10 & 

4.060 x 10 ** 

0.5200 

0.0133 

5.655 x 10~ 2 

1.968 x 10~ 3 

1.020 x 10“ 4 

4.022 x 10 -3 

0.5267 

0.0133 

5.929 x 10~ 2 

1.449 x 10“ 3 

1.186 x 10~ 4 

3.988 x 10~ 3 

0.5333 

0.0133 

6.274 x 10 -2 

6.897 x 10“ 4 

2.269 x 10~ 4 

3.707 x 10~ 3 

0.5400 

0.0133 

6.494 x 10“ 2 

2.036 x 10 -4 

3.023 x 10 -4 

3.537 x 10 -3 

0.5467 

0.0133 

6.789 x 10 -2 

-5.704 x 10 -4 

3.379 x 10 -4 

3.327 x 10“ 3 

0.5533 

0.0133 

6.981 x 10 -2 

-1.061 x 10 -3 

3.670 x 10~ 4 

3.197 x 10 -3 

0.5600 

0.0133 

7.277 x 10“ 2 

-1.527 x 10~ 3 

3.353 x 10~ 4 

3.078 x 10 -3 

0.5667 

0.0133 

7.502 x 10~ 2 

-1.884 x 10“ 3 

3.263 x 10 -4 

2.980 x 10 -3 

0.5733 

0.0133 

7.637 x 10~ 2 

-2.022 x 10 -3 

3.580 x 10 -4 

2.892 x 10 -3 

0.5800 

0.0133 

7.918 x 10 -2 

-2.341 x 10“ 3 

4.479 x 10~ 4 

2.704 x 10 -3 

0.5867 

0.0133 

7.961 x 10~ 2 

-2.399 x 10 -3 

4.557 x 10 4 

2.680 x 10“ 3 

0.5933 

0.0133 

8.222 x 10 -2 

-2.801 x 10~ 3 

4.623 x 10 4 

2.573 x 10 -3 

0.6000 

0.0133 

8.387 x 10 -2 

-3.085 x 10~ 3 

4.289 x 10“ 4 

2.513 x 10 -3 

0.6067 

0.0133 

8.460 x 10 -2 

-3.207 x 10~ 3 

3.845 x 10 -4 

2.480 x 10~ 3 

0.6133 

0.0133 

8.585 x 10~ 2 

-3.806 x 10~ 3 

4.758 x 10 -4 

2.618 x 10“ 3 

0.6200 

0.0133 

8.635 x 10~ 2 

-4.046 x 10~ 3 

4.926 x 10~ 4 

2.672 x 10~ 3 

0.6267 

0.0133 

8.756 x 10~ 2 

-4.842 x 10 -3 

5.971 x 10 -4 

2.902 x 10~ 3 

0.6333 

0.0133 

8.846 x 10~ 2 

-5.668 x 10 -3 

5.595 x 10 -4 

3.148 x 10~ 3 

0.6400 

0.0133 

8.929 x 10 -2 

-6.669 x 10~ 3 

6.654 x 10“ 4 

3.460 x 10 -3 

0.6467 

0.0133 

9.007 x 10 -2 

-7.611 x 10 -3 

7.291 x 10“ 4 

3.777 x 10 -3 

0.6533 

0.0133 

9.349 x 10 -2 

-9.895 x 10~ 3 

9.291 x 10 -4 

4.462 x 10 -3 

0.6600 

0.0133 

9.770 x 10~ 2 

-1.163 x 10~ 2 

1.094 x 10 -3 

5.006 x 10 -3 

0.6667 

0.0133 

1.015 x 10 -1 

-1.289 x 10 -2 

1.234 x 10 -3 

5.478 x 10 -3 

0.6733 

0.0133 

1.090 x 10 _1 

-1.481 x 10 -2 

1.453 x 10 -3 

6.323 x 10“ 3 

0.6800 

0.0133 

1.191 x 10 _1 

-1.639 x 10 -2 

1.552 x 10 -3 

7.315 x 10 -3 

0.6867 

0.0133 

1.326 x 10 -1 

-1.698 x 10 -2 

2.019 x 10 -3 

8.501 x 10 -3 

0.6933 

0.0133 

1.465 x 10 -1 

— 1.618 x 10 -2 

1.947 x 10~ 3 

9.486 x 10 -3 

0.7000 

0.0133 

1.603 x 10 _1 

-1.387 x 10 -2 

1.429 x 10~ 3 

1.043 x 10 -2 

0.7067 

0.0133 

1.727 x 10 -1 

-9.450 x 10 -3 

1.306 x 10~ 3 

1.113 x 10 -2 

0.7133 

0.0133 

1.818 x 10~ ! 

-2.547 x 10“ 3 

1.169 x 10 -3 

1.114 x 10 -2 

0.7200 

0.0133 

1.809 x 10 _1 

6.076 x 10 -3 

7.936 x 10 -4 

1.038 x 10 -2 

0.7267 

0.0133 

1.731 x 10 -1 

1.274 x 10 -2 

5.280 x 10“ 4 

9.238 x 10 -3 

0.7333 

0.0133 

1.603 x 10 -1 

1.616 x 10~ 2 

3.731 x 10 -5 

7.920 x 10~ 3 

0.7400 

0.0133 

1.460 x 10 _1 

1.820 x 10~ 2 

-5.884 x 10“ 4 

6.703 x 10 -3 

0.7467 

0.0133 

1.288 x 10 -1 

1.848 x 10~ 2 

-7.214 x 10“ 4 

5.209 x 10~ 3 
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Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 


zx/ * OO oo 

T zy/Poo^‘no 

4” /Poo 

0.7533 

0.0133 

1.170 x 10 -1 

1.741 

X 

To=^ 

-5.135 x 10 -4r 

4.404 x IO -3 

0.7600 

0.0133 

1.084 x 10“ 1 

1.473 x 

10 -2 

-1.607 x 10~ 4 

3.382 x IO -3 

0.7667 

0.0133 

1.039 x 10 -1 

1.292 x 

10 -2 

2.893 x IO -5 

2.850 x 10~ 3 

0.7733 

0.0133 

9.953 x 10~ 2 

1.042 x 

10 -2 

7.265 x 10 -4 

2.398 x 10~ 3 

0.7800 

0.0133 

9.619 x 10~ 2 

9.993 x 

10 -3 

1.078 x 10 -3 

1.961 x 10~ 3 

0.7867 

0.0133 

8.996 x 10~ 2 

1.044 x 

10~ 2 

1.129 x 10 -3 

1.576 x 10 -3 

0.7933 

0.0133 

7.810 x 10 -2 

9.970 x 

10~ 3 

7.017 x 10 -4 

1.009 x 10 -3 

0.8000 

0.0133 

5.910 x 10~ 2 

8.763 

X 

10~ 3 

-1.361 x IO -4 

4.639 x 10 -4 

0.8067 

0.0133 

3.224 x 10 -2 

5.561 x 

10 -3 

2.652 x 10 -4 

-7.508 x IO -5 

0.8133 

0.0133 

1.272 x 10 -2 

2.379 x 

10~ 3 

-7.470 x 10 -5 

-1.460 x 10 -4 

0.8200 

0.0133 

5.481 x 10 -3 

4.293 x 

10 -4 

5.818 x 10 -4 

-9.150 x 10 -5 

0.8267 

0.0133 

3.804 x 10 -3 

-7.367 x 10~ 4 

1.384 x 10 -3 

-2.684 x IO -4 

0.8333 

0.0133 

3.728 x 10 -3 

-1.028 x 10 -4 

2.302 x 10“ 3 

-3.509 x 10“ 4 

0.8400 

0.0133 

3.143 x 10 -3 

1.014 

X 

10~ 3 

1.750 x 10 -3 

-2.675 x 10~ 4 

0.8467 

0.0133 

1.718 x 10~ 3 

8.851 

X 

io - 4 

5.992 x 10 -4 

-9.127 x 10~ 5 

0.8533 

0.0133 

9.682 x 10 -4 

6.078 

X 

io - 4 

2.227 x IO -4 

-3.866 x 10~ 5 

0.8600 

0.0133 

1.178 x 10~ 3 

5.698 

X 

10 -4 

1.191 x 10 -4 

-3.275 x 10 -5 

0.8667 

0.0133 

1.603 x 10~ 3 

4.915 

X 

io - 4 

-2.195 x 10 -4 

-3.264 x IO -5 

0.8733 

0.0133 

1.809 x 10 -3 

4.216 

X 

io - 4 

-1.670 x 10 -4 

-3.964 x 10 -5 

0.8800 

0.0133 

2.565 x 10 -3 

5.382 

X 

10 -4 

-4.307 x 10 -4 

-4.075 x 10~ 5 

0.8867 

0.0133 

3.624 x 10 -3 

7.126 

X 

10^ 4 

-4.205 x 10 -4 

-4.489 x 10 -5 

0.8933 

0.0133 

3.915 x 10 -3 

6.402 

X 

10" 4 

-4.874 x 10 -4 

-5.761 x 10~ 5 

0.9000 

0.0133 

4.704 x 10~ 3 

7.710 

X 

10 -4 

-4.665 x 10 -4 

-5.673 x 10~ 5 

0.9067 

0.0133 

5.217 x 10 -3 

8.214 

X 

10~ 4 

-5.055 x 10 -4 

-6.001 x 10 -5 

0.9133 

0.0133 

5.598 x 10~ 3 

1.038 

X 

10~ 3 

-7.050 x 10 -4 

-4.983 x 10~ 5 

0.9200 

0.0133 

6.185 x IO -3 

1.020 

X 

10~ 3 

-5.392 x 10~ 4 

-4.585 x 10~ 5 

0.9267 

0.0133 

6.478 x 10~ 3 

9.189 

X 

10 -4 

-7.826 x 10~ 4 

-2.614 x IO -5 

0.9333 

0.0133 

6.757 x 10~ 3 

1.219 

X 

10~ 3 

-5.654 x 10 -4 

-2.505 x IO -5 

0.9400 

0.0133 

7.024 x 10 -3 

1.169 

X 

10~ 3 

-5.971 x 10 -4 

-1.051 x 10~ 5 

0.9467 

0.0133 

7.033 x 10 -3 

1.189 

X 

10~ 3 

-4.329 x 10 -4 

3.185 x 10~ 5 

0.9533 

0.0133 

7.282 x 10 -3 

1.421 

X 

10 -3 

-5.047 x 10 -4 

3.331 x 10~ 5 

0.9600 

0.0133 

7.265 x 10 -3 

1.363 

X 

10 -3 

-4.763 x 10 -4 

3.600 x 10 -5 

0.9667 

0.0133 

7.193 x IO -3 

1.330 

X 

10~ 3 

-4.216 x 10~ 4 

1.695 x 10 -5 

0.9733 

0.0133 

7.379 x 10~ 3 

1.422 

X 

10 -3 

-4.363 x 10~ 4 

1.115 x 10 -6 

0.9800 

0.0133 

7.477 x 10 -3 

1.373 

X 

10 -3 

-4.522 x 10 -4 

1.676 x 10~ 5 

0.9867 

0.0133 

7.226 x 10~ 3 

1.409 

X 

10~ 3 

-4.360 x 10~ 4 

5.099 x IO -5 



Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/PooV^ 

T zx/ Poo^nq 

r zy/ /? oo V oQ 

^/PooK. 

0.9933 

0.0133 

7.392 x 10 3 

1.441 x 10 -3 

-4.614 x 10 -4 

3.657 x 10 5 

1.0000 

0.0133 

7:526 x 10~ 3 

1.435 x 10~ 3 

-3.112 x 10~ 4 

2.195 x 10 -5 

0.4667 

0.0200 

3.533 x 10 -2 

9.590 x 10 -3 

-4.574 x 10~ 6 

4.640 x 10 -3 

0.4733 

0.0200 

3.610 x 10 -2 

9.311 x 10~ 3 

4.046 x 10~ 5 

4.663 x 10 -3 

0.4800 

0.0200 

3.936 x 10 -2 

7.868 x 10~ 3 

-3.512 x 10 -5 

4.476 x 10 -3 

0.4867 

0.0200 

4.079 x 10 -2 

7.228 x 10~ 3 

-7.849 x 10~ 5 

4.387 x 10 -3 

0.4933 

0.0200 

4.413 x 10 -2 

5.474 x 10~ 3 

-7.403 x 10 -5 

4.119 x 10 -3 

0.5000 

0.0200 

4.563 x 10 -2 

4.648 x 10~ 3 

-9.103 x 10~ 5 

3.989 x 10~ 3 

0.5067 

0.0200 

5.001 x 10 -2 

3.402 x 10~ 3 

5.158 x 10~ 5 

4.044 x 10 -3 

0.5133 

0.0200 

5.209 x 10 -2 

2.790 x 10 -3 

8.612 x 10 -5 

4.064 x 10 -3 

0.5200 

0.0200 

5.694 x 10 -2 

1.902 x 10~ 3 

1.355 x 10 -4 

4.025 x 10 -3 

0.5267 

0.0200 

5.930 x 10“ 2 

1.455 x 10~ 3 

1.181 x 10 -4 

4.002 x 10~ 3 

0.5333 

0.0200 

6.302 x 10~ 2 

6.304 x 10~ 4 

2.702 x 10 -4 

3.685 x 10 -3 

0.5400 

0.0200 

6.493 x 10 -2 

2.115 x 10~ 4 

3.116 x 10~ 4 

3.537 x 10~ 3 

0.5467 

0.0200 

6.808 x 10“ 2 

-6.441 x 10~ 4 

3.844 x 10~ 4 

3.303 x 10 -3 

0.5533 

0.0200 

6.978 x 10~ 2 

-1.074 x 10~ 3 

3.767 x 10~ 4 

3.193 x 10 -3 

0.5600 

0.0200 

7.284 x 10 -2 

-1.564 x 10 -3 

3.794 x 10~ 4 

3.066 x 10 -3 

0.5667 

0.0200 

7.507 x 10 -2 

-1.900 x 10~ 3 

3.282 x 10~ 4 

2.978 x 10 -3 

0.5733 

0.0200 

7.612 x 10 -2 

-2.009 x 10~ 3 

3.986 x 10~ 4 

2.902 x 10~ 3 

0.5800 

0.0200 

7.930 x 10~ 2 

-2.353 x 10~ 3 

4.656 x 10~ 4 

2.694 x 10 -3 

0.5867 

0.0200 

7.948 x 10~ 2 

-2.378 x 10~ 3 

4.715 x 10 -4 

2.684 x 10~ 3 

0.5933 

0.0200 

8.262 x 10 -2 

-2.887 x 10 -3 

5.177 x 10 -4 

2.562 x 10 -3 

0.6000 

0.0200 

8.283 x 10 -2 

-2.923 x 10 -3 

5.157 x 10 -4 

2.555 x 10 -3 

0.6067 

0.0200 

8.478 x 10 -2 

-3.360 x 10 -3 

6.284 x 10 -4 

2.533 x 10~ 3 

0.6133 

0.0200 

8.534 x 10 -2 

-3.546 x 10 -3 

6.599 x 10 -4 

2.557 x 10 -3 

0.6200 

0.0200 

8.645 x 10 -2 

-4.114 x 10~ 3 

6.426 x 10~ 4 

2.696 x 10 -3 

0.6267 

0.0200 

8.754 x 10 -2 

-4.824 x 10~ 3 

6.560 x 10~ 4 

2.895 x 10 -3 

0.6333 

0.0200 

8.805 x 10 -2 

-5.394 x 10 -3 

7.389 x 10~ 4 

3.053 x 10 -3 

0.6400 

0.0200 

8.887 x 10 -2 

-6.471 x 10 -3 

8.460 x 10 -4 

3.352 x 10~ 3 

0.6467 

0.0200 

9.103 x 10 -2 

-8.167 x 10 -3 

1.181 x 10 -3 

3.945 x 10 -3 

0.6533 

0.0200 

9.280 x 10 -2 

-9.310 x 10 -3 

1.312 x 10 -3 

4.302 x 10 -3 

0.6600 

0.0200 

9.523 x 10~ 2 

-1.074 x 10 -2 

1.688 x 10 -3 

4.749 x 10“ 3 

0.6667 

0.0200 

1.017 x 10 _1 

-1.309 x 10~ 2 

2.010 x 10 -3 

5.498 x 10 -3 

0.6733 

0.0200 

1.105 x 10 -1 

-1.505 x 10 -2 

1.951 x 10 -3 

6.480 x 10~ 3 

0.6800 

0.0200 

1.204 x 10~ l 

-1.644 x 10 -2 

2.223 x 10 -3 

7.454 x 10 -3 

0.6867 

0.0200 

1.326 x 10 -1 

-1.696 x 10~ 2 

2.565 x 10~ 3 

8.511 x 10 -3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

e/PooV'l 

T zx/ Poc^no 

T xy/ Poo ^’nq 

q”/PooV^ 

0.6933 

0.0200 

1.474 x 10~ l 

-1.642 x 10~ r 

2.673 x 10^ 

9.558 x 10 -3 

0.7000 

0.0200 

1.626 x 10 _1 

-1.395 x 10~ 2 

2.605 x 10 -3 

1.057 x 10~ 2 

0.7067 

0.0200 

1.746 x 10 -1 

-8.703 x 10 -3 

2.803 x 10~ 3 

1.107 x 10 -2 

0.7133 

0.0200 

1.825 x 10 _1 

-2.369 x 10 -3 

1.991 x 10 -3 

1.117 x 10 -2 

0.7200 

0.0200 

1.824 x 10 _1 

4.141 x 10 -3 

1.246 x 10 -3 

1.064 x 10 -2 

0.7267 

0.0200 

1.767 x 10 -1 

1.060 x 10~ 2 

1.323 x 10" 3 

9.671 x 10~ 3 

0.7333 

0.0200 

1.629 x 10 _1 

1.607 x 10 -2 

2.491 x 10~ 4 

8.400 x 10~ 3 

0.7400 

0.0200 

1.434 x 10~ ! 

1.866 x 10“ 2 

-3.274 x 10~ 4 

6.678 x 10~ 3 

0.7467 

0.0200 

1.322 x 10 -1 

1.878 x 10~ 2 

-9.281 x 10 -4 

5.582 x 10~ 3 

0.7533 

0.0200 

1.176 x 10"" 1 

1.759 x 10 -2 

-4.546 x 10 -4 

4.352 x 10 -3 

0.7600 

0.0200 

1.086 x 10 _1 

1.538 x 10~ 2 

1.688 x 10 -4 

3.578 x 10 -3 

0.7667 

0.0200 

1.020 x 10 _1 

1.325 x 10~ 2 

7.326 x 10~ 4 

2.891 x 10 -3 

0.7733 

0.0200 

9.832 x 10 -2 

1.144 x 10~ 2 

6.046 x 10“ 4 

2.439 x 10 -3 

0.7800 

0.0200 

9.553 x 10“ 2 

1.067 x 10~ 2 

1.040 x 10 -3 

2.121 x 10 -3 

0.7867 

0.0200 

8.950 x 10 -2 

1.029 x 10~ 2 

1.213 x 10 -3 

1.696 x 10~ 3 

0.7933 

0.0200 

7.957 x 10 -2 

1.021 x 10 -2 

8.567 x 10~ 4 

1.053 x 10 -3 

0.8000 

0.0200 

6.454 x 10~ 2 

9.214 x 10~ 3 

9.219 x 10 -4 

6.270 x 10 -4 

0.8067 

0.0200 

4.393 x 10~ 2 

7.273 x 10~ 3 

2.970 x 10~ 4 

1.267 x 10 -4 

0.8133 

0.0200 

2.262 x 10~ 2 

4.107 x 10~ 3 

-6.197 x 10~ 6 

-8.397 x 10~ 5 

0.8200 

0.0200 

9.559 x 10~ 3 

1.644 x 10~ 3 

2.959 x 10~ 4 

-1.318 x 10 -4 

0.8267 

0.0200 

4.014 x 10 -3 

3.186 x 10~ 4 

1.048 x 10 -3 

-1.046 x 10~ 4 

0.8333 

0.0200 

2.961 x 10 -3 

2.399 x 10~ 4 

1.175 x 10~ 3 

-1.007 x 10“ 4 

0.8400 

0.0200 

2.518 x 10~ 3 

4.604 x 10~ 4 

8.757 x 10 -4 

-1.236 x 10 -4 

0.8467 

0.0200 

2.198 x 10 -3 

7.754 x 10 -4 

5.086 x 10 -4 

-8.756 x 10 -5 

0.8533 

0.0200 

1.742 x 10 -3 

6.454 x 10 -4 

6.645 x 10 -5 

-5.131 x 10 -5 

0.8600 

0.0200 

1.848 x 10 -3 

4.763 x 10 -4 

-1.388 x 10~ 4 

-4.178 x 10~ 5 

0.8667 

0.0200 

2.518 x 10 -3 

7.702 x 10 -4 

-2.966 x 10~ 4 

-6.238 x 10~ 5 

0.8733 

0.0200 

3.171 x 10~ 3 

9.173 x 10 -4 

-4.653 x 10 -4 

-5.719 x 10 -5 

0.8800 

0.0200 

3.759 x 10 -3 

8.013 x 10~ 4 

-6.651 x 10“ 4 

-8.080 x 10 -5 

0.8867 

0.0200 

4.558 x 10~ 3 

9.963 x 10~ 4 

-8.822 x 10 -4 

-6.556 x 10 5 

0.8933 

0-0200 

4.753 x 10~ 3 

9.374 x 10~ 4 

-6.036 x 10 -4 

-6.234 x 10" 5 

0.9000 

0.0200 

5.401 x 10~ 3 

9.982 x 10 -4 

-8.785 x 10~ 4 

-4.653 x 10~ 5 

0.9067 

0.0200 

5.933 x 10~ 3 

9.615 x 10~ 4 

-7.541 x 10 -4 

-5.779 x 10 -5 

0.9133 

0.0200 

6.183 x 10 -3 

1.199 x 10 -3 

-1.168 x 10~ 3 

-2.252 x 10 -5 

0.9200 

0.0200 

6.527 x 10 -3 

1.256 x 10 -3 

-9.694 x 10~ 4 

-2.866 x 10 -5 

0.9267 

0.0200 

6.681 x 10 -3 

1.296 x 10 -3 

-9.996 x 10~ 4 

-2.755 x 10~ 5 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo V ™ 

T zx/ Poo 

r zy/Poo V QQ 

q” M» vj, 

0.9333 

0.0200 

7.012 x 10 -3 

1.461 x 10 -3 

-9.311 x 10“ 4 

-1.169 x 10 3 

0.9400 

0.0200 

7.216 x 10~ 3 

1.458 x 10 -3 

-8.513 x 10 -4 

-1.617 x 10 -3 

0.9467 

0.0200 

7.173 x 10~ 3 

1.355 x 10 -3 

-7.212 x 10 -4 

2.760 x 10 -5 

0.9533 

0.0200 

7.256 x 10~ 3 

1.566 x 10~ 3 

-7.567 x 10~ 4 

4.040 x 10 -5 

0.9600 

0.0200 

7.278 x 10~ 3 

1.496 x 10~ 3 

-7.346 x 10~ 4 

1.605 x 10~ 6 

0.9667 

0.0200 

7.302 x 10 -3 

1.504 x 10~ 3 

-7.115 x 10 -4 

2.379 x 10“° 

0.9733 

0.0200 

7.549 x 10~ 3 

1.504 x 10 -3 

-6.377 x 10 -4 

2.755 x 10~ 5 

0.9800 

0.0200 

7.490 x 10 -3 

1.504 x 10 -3 

-5.025 x 10 -4 

5.822 x 10' 5 

0.9867 

0.0200 

7.358 x 10~ 3 

1.508 x 10 -3 

-5.381 x 10 -4 

5.314 x 10~ 5 

0.9933 

0.0200 

7.346 x 10~ 3 

1.501 x 10~ 3 

-5.375 x 10~ 4 

4.647 x 10~ 5 

1.0000 

0.0200 

7.501 x 10 -3 

1.440 x 10~ 3 

-3.936 x 10~ 4 

2.811 x 10~ 5 

0.4667 

0.0267 

3.473 x 10 -2 

9.728 x 10~ 3 

1.254 x 10 -4 

4.698 x 10~ 3 

0.4733 

0.0267 

3.716 x 10~ 2 

8.840 x 10 -3 

5.428 x 10 5 

4.630 x 10 -3 

0.4800 

0.0267 

3.842 x 10 -2 

8.327 x 10 -3 

3.192 x 10 -5 

4.582 x 10~ 3 

0.4867 

0.0267 

4.181 x 10 -2 

6.821 x 10 -3 

-1.719 x 10 -5 

4.335 x 10 -3 

0.4933 

0.0267 

4.336 x 10 -2 

6.141 x 10 -3 

-1.044 x 10 -5 

4.232 x 10 -3 

0.5000 

0.0267 

4.664 x 10~ 2 

4.499 x 10~ 3 

8.840 x 10~ 5 

4.052 x 10“ 3 

0.5067 

0.0267 

4.828 x 10~ 2 

3.891 x 10~ 3 

1.756 x 10~ 4 

4.022 x 10~ 3 

0.5133 

0.0267 

5.319 x 10 -2 

2.700 x 10 -3 

2.899 x 10 -4 

4.092 x 10 -3 

0.5200 

0.0267 

5.530 x 10" 2 

2.267 x 10~ 3 

3.760 x 10 -4 

4.109 x 10 -3 

0.5267 

0.0267 

5.975 x 10~ 2 

1.374 x 10 -3 

3.185 x 10 -4 

3.896 x 10 -3 

0.5333 

0.0267 

6.147 x 10~ 2 

1.021 x 10~ 3 

3.633 x 10 -4 

3.780 x 10~ 3 

0.5400 

0.0267 

6.508 x 10~ 2 

-6.168 x 10 -6 

5.379 x 10 -4 

3.438 x 10“ 3 

0.5467 

0.0267 

6.645 x 10~ 2 

-4.234 x 10 -4 

6.458 x 10 -4 

3.297 x 10 _J 

0.5533 

0.0267 

7.010 x 10~ 2 

-1.210 x 10~ 3 

5.770 x 10 -4 

3.160 x 10~ 3 

0.5600 

0.0267 

7.151 x 10 -2 

-1.514 x 10 -3 

6.092 x 10~ 4 

3.099 x 10 -3 

0.5667 

0.0267 

7.492 x 10 -2 

-1.878 x 10~ 3 

5.083 x 10 -4 

2.946 x 10~ 3 

0.5733 

0.0267 

7.645 x 10 -2 

-2.040 x 10~ 3 

5.370 x 10 -4 

2.859 x 10 -3 

0.5800 

0.0267 

7.841 x 10 -2 

-2.264 x 10 -3 

5.807 x 10" 4 

2.744 x 10~ 3 

0.5867 

0.0267 

8.033 x 10 -2 

-2.500 x 10 -3 

7.203 x 10 -4 

2.631 x 10~ 3 

0.5933 

0.0267 

8.160 x 10 -2 

-2.722 x 10 -3 

6.713 x 10 -4 

2.589 x 10 -3 

0.6000 

0.0267 

8.301 x 10 -2 

-2.997 x 10~ 3 

6.538 x 10 -4 

2.551 x 10~ 3 

0.6067 

0.0267 

8.481 x 10 -2 

-3.377 x 10~ 3 

7.102 x 10 -4 

2.532 x 10~ 3 

0.6133 

0.0267 

8.520 x 10~ 2 

-3.476 x 10 -3 

7.112 x 10 -4 

2.538 x 10 -3 

0.6200 

0.0267 

8.656 x 10~ 2 

-4.142 x 10 -3 

8.084 x 10“ 4 

2.705 x 10 -3 

0.6267 

0.0267 

8.689 x 10~ 2 

-4.435 x 10 -3 

8.513 x 10 -4 

2.782 x 10~ 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/ PooV^ 

T zx/ Poo V oo 

T zy/ Poo ^09 


0.6333 

0.0267 

8.791 x 10 “ 2 

- 5.363 x 10 “ 3 

1.001 x 10“ 3 

3.021 x 10“ 3 

0.6400 

0.0267 

8.936 x 10 “ 2 

- 6.773 x 10 “ 3 

1.308 x 10~ 3 

3.471 x 10 “ 3 

0.6467 

0.0267 

9.022 x 10 “ 2 

- 7.443 x 10 “ 3 

1.405 x 10 “ 3 

3.710 x 10 “ 3 

0.6533 

0.0267 

9.225 x 10 “ 2 

- 8.751 x 10 “ 3 

1.750 x 10 “ 3 

4.239 x 10 “ 3 

0.6600 

0.0267 

9.652 x 10 “ 2 

- 1.139 x 10 “ 2 

2.155 x 10 ” 3 

4.952 x 10 “ 3 

0.6667 

0.0267 

1.018 x 10 _1 

- 1.322 x 10“ 2 

2.361 x 10 “ 3 

5.581 x 10 “ 3 

0.6733 

0.0267 

1.088 x 10 “ ] 

- 1.484 x 10 “ 2 

2.572 x 10 -3 

6.379 x 10 “ 3 

0.6800 

0.0267 

1.175 x 10 " 1 

- 1.610 x 10“ 2 

3.248 x 10 “ 3 

7.293 x 10 “ 3 

0.6867 

0.0267 

1.299 x 10 -1 

- 1.683 x 10 “ 2 

4.007 x 10 “ 3 

8.305 x 10 “ 3 

0.6933 

0.0267 

1.436 x 10 “ 1 

- 1.619 x 10 “ 2 

4.095 x 10 “ 3 

9.304 x 10 “ 3 

0.7000 

0.0267 

1.592 x 10 " 1 

- 1.415 x 10 “ 2 

4.386 x 10 ” 3 

1.044 x 10 “ 2 

0.7067 

0.0267 

1.728 x 10 ” 1 

- 9.902 x 10 “ 3 

4.198 x 10 “ 3 

1.107 x 10 “ 2 

0.7133 

0.0267 

1.806 x 10“ 1 

- 4.085 x 10 “ 3 

3.548 x 10 “ 3 

1.128 x 10~ 2 

0.7200 

0.0267 

1.839 x 10 _1 

3.116 x 10 “ 3 

2.859 x 10 “ 3 

1.087 x 10 “ 2 

0.7267 

0.0267 

1.788 x 10 _1 

9.891 x 10 “ 3 

2.037 x 10 “ 3 

9.900 x 10 “ 3 

0.7333 

0.0267 

1.644 x 10 “ T 

1.618 x 10“ 2 

7.528 x 10 “ 4 

8.539 x 10 “ 3 

0.7400 

0.0267 

1.473 x 10 _1 

1.921 x 10“ 2 

- 2.359 x 10 “ 4 

7.059 x 10 “ 3 

0.7467 

0.0267 

1.351 x 10 “* 

1.959 x 10 “ 2 

- 4.303 x 10 “ 4 

5.859 x 10 “ 3 

0.7533 

0.0267 

1.180 x 10 -1 

1.804 x 10“ 2 

- 3.764 x 10 “ 5 

4.554 x 10 “ 3 

0.7600 

0.0267 

1.090 x 10 _1 

1.603 x 10 “ 2 

1.903 x 10 “ 4 

3.798 x 10 “ 3 

0.7667 

0.0267 

1.019 x 10 “* 

1.431 x 10 “ 2 

2.975 x 10 “ 4 

3.031 x 10 “ 3 

0.7733 

0.0267 

9.858 x 10 “ 2 

1.241 x 10 “ 2 

9.672 x 10 “ 4 

2.599 x 10 “ 3 

0.7800 

0.0267 

9.404 x 10 “ 2 

1.085 x 10 “ 2 

1.603 x 10 “ 3 

2.100 x 10“ 3 

0.7867 

0.0267 

8.763 x 10 “ 2 

1.018 x 10“ 2 

1.793 x 10 “ 3 

1.583 x 10 “ 3 

0.7933 

0.0267 

7.978 x 10 “ 2 

1.079 x 10 “ 2 

1.653 x 10 “ 3 

1.321 x 10“ 3 

0.8000 

0.0267 

6.760 x 10 “ 2 

1.068 x 10“ 2 

1.034 x 10 “ 3 

8.154 x 10 “ 4 

0.8067 

0.0267 

5.259 x 10 “ 2 

8.987 x 10 “ 3 

6.334 x 10 “ 5 

4.224 x 10 “ 4 

0.8133 

0.0267 

3.420 x 10 “ 2 

6.193 x 10 “ 3 

- 5.352 x 10 “ 4 

- 3.499 x 10 “ 5 

0.8200 

0.0267 

1.971 x 10 “ 2 

3.419 x 10 “ 3 

9.085 x 10 “ 5 

- 1.552 x 10 “ 4 

0.8267 

0.0267 

1.030 x 10 “ 2 

1.987 x 10 “ 3 

7.045 x 10 “ 5 

- 9.432 x 10 “ 5 

0.8333 

0.0267 

6.233 x 10 “ 3 

1.212 x 10“ 3 

3.326 x 10 “ 5 

- 9.884 x 10 “ 5 

0.8400 

0.0267 

4.224 x 10 “ 3 

1.111 x 10“ 3 

- 1.206 x 10“ 4 

- 7.741 x 10 “ 5 

0.8467 

0.0267 

3.490 x 10 “ 3 

9.364 x 10 “ 4 

- 1.612 x 10“ 4 

— 5 i 869 x 10 “ 5 

0.8533 

0.0267 

3.468 x 10 “ 3 

1.024 x 10 “ 3 

- 4.329 x 10 “ 4 

- 5.279 x 10 “ 5 

0.8600 

0.0267 

3.309 x 10 “ 3 

7.941 x 10 “ 4 

- 5.503 x 10 “ 4 

- 6.771 x 10 “ 5 

0.8667 

0.0267 

4.236 x 10 “ 3 

1.161 x 10“ 3 

- 6.433 x 10 “ 4 

- 6.640 x 10 “ 5 




Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 


357 


x/L 

y/L 

P/ftxVl 

T Ip V 2 

r zyMx> V m 

q”/^oo v ^ .. 

0.5733 

0.0333 

7.647 x 10“ 2 

-2.042 x 10~ 3 

5.437 x 10“ 4 

2.857 x 10 -3 

0.5800 

0.0333 

7.798 x 10 -2 

-2.205 x 10 -3 

7.086 x 10“ 4 

2.755 x 10 -3 

0.5867 

0.0333 

8.048 x 10“ 2 

-2.513 x 10~ 3 

7.845 x 10“ 4 

2.616 x 10 -3 

0.5933 

0.0333 

8.079 x 10 -2 

-2.578 x 10~ 3 

7.997 x 10 -4 

2.606 x 10“ 3 

0.6000 

0.0333 

8.324 x 10~ 2 

-3.107 x 10~ 3 

8.862 x 10 -4 

2.538 x 10“ 3 

0.6067 

0.0333 

8.346 x 10“ 2 

-3.152 x 10~ 3 

8.856 x 10“ 4 

2.538 x 10 -3 

0.6133 

0.0333 

8.537 x 10 -2 

-3.570 x 10~ 3 

9.568 x 10 -4 

2.544 x 10~ 3 

0.6200 

0.0333 

8.584 x 10“ 2 

-3.827 x 10 -3 

9.661 x 10“ 4 

2.616 x 10 -3 

0.6267 

0.0333 

8.679 x 10 -2 

-4.452 x 10 -3 

1.097 x 10“ 3 

2.789 x 10“ 3 

0.6333 

0.0333 

8.778 x 10~ 2 

-5.421 x 10~ 3 

1.227 x 10~ 3 

3.053 x 10 -3 

0.6400 

0.0333 

8.853 x 10“ 2 

-6.209 x 10“ 3 

1.442 x 10“ 3 

3.293 x 10 -3 

0.6467 

0.0333 

9.004 x 10~ 2 

-7.642 x 10 -3 

1.853 x 10 -3 

3.787 x 10 -3 

0.6533 

0.0333 

9.249 x 10~ 2 

-8.998 x 10~ 3 

1.968 x 10“ 3 

4.299 x 10“ 3 

0.6600 

0.0333 

9.578 x 10~ 2 

-1.096 x 10~ 2 

2.340 x 10 -3 

4.857 x 10 -3 

0.6667 

0.0333 

1.002 x 10“ T 

-1.288 x 10 -2 

3.008 x 10 -3 

5.475 x 10 -3 

0.6733 

0.0333 

1.070 x 10“ 1 

-1.460 x 10~ 2 

3.597 x 10 -3 

6.253 x 10 -3 

0.6800 

0.0333 

1.173 x 10" 1 

-1.601 x 10“ 2 

4.331 x 10“ 3 

7.272 x 10~ 3 

0.6867 

0.0333 

1.303 x 10“ ] 

-1.670 x 10“ 2 

4.803 x 10 -3 

8.387 x 10 -3 

0.6933 

0.0333 

1.440 x 10 _1 

-1.599 x 10“ 2 

5.058 x 10 -3 

9.416 x 10 -3 

0.7000 

0.0333 

1.585 x 10“ ! 

-1.397 x 10~ 2 

5.444 x 10“ 3 

1.041 x 10 -2 

0.7067 

0.0333 

1.717 x 10' 1 

-9.893 x 10" 3 

5.252 x 10 -3 

1.111 x 10 -2 

0.7133 

0.0333 

1.809 x 10 -1 

-3.310 x 10 -3 

4.267 x 10 -3 

1.137 x 10 -2 

0.7200 

0.0333 

1.841 x 10 _1 

3.930 x 10“ 3 

3.457 x 10 -3 

1.095 x 10 -2 

0.7267 

0.0333 

1.793 x 10 _1 

1.019 x 10 -2 

1.784 x 10~ 3 

1.008 x 10 -2 

0.7333 

0.0333 

1.688 x 10 -1 

1.461 x 10~ 2 

1.305 x 10 -3 

8.927 x 10~ 3 

0.7400 

0.0333 

1.543 x 10 -1 

1.830 x 10“ 2 

6.618 x 10“ 4 

7.495 x 10“ 3 

0.7467 

0.0333 

1.379 x 10" 1 

1.954 x 10 -2 

-2.631 x 10 -5 

6.119 x 10 -3 

0.7533 

0.0333 

1.220 x 10 -1 

1.862 x 10~ 2 

-3.812 x 10 -4 

4.840 x 10 -3 

0.7600 

0.0333 

1.102 x 10 -1 

1.714 x 10 -2 

7.746 x 10“ 5 

3.841 x 10“ 3 

0.7667 

0.0333 

1.016 x 10 -1 

1.450 x 10~ 2 

2.412 x 10~ 4 

3.073 x 10~ 3 

0.7733 

0.0333 

9.673 x 10 -2 

1.293 x 10 -2 

9-336 x 10 -4 

2.606 x 10 -3 

0.7800 

0.0333 

9.329 x 10~ 2 

1.186 x 10 -2 

1.564 x 10 -3 

2.280 x 10“ 3 

0.7867 

0.0333 

8.908 x 10“ 2 

1.098 x 10 -2 

1.728 x 10 -3 

1.784 x 10 -3 

0.7933 

0.0333 

8.005 x 10 -2 

1.128 x 10 -2 

1.059 x 10“ 3 

1.357 x 10“ 3 

0.8000 

0.0333 

7.083 x 10“ 2 

1.070 x 10 -2 

8.417 x 10“ 4 

9.974 x 10 -4 

0.8067 

0.0333 

5.913 x 10~ 2 

1.005 x 10 -2 

4.285 x 10 -4 

6.062 x 10 -4 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 

0.0333 


ElPooXL 

4.502 x 10“ 
3.110 x 10“ 
1.989 x 10“ 
1.294 x 10“ 
9.900 x 10“ 
8.266 x 10“ 
7.435 x 10“ 
6.728 x 10“ 
6.954 x 10“ 
6.878 x 10“ 
7.286 x 10" 
7.575 x 10“ 
8.012 x 10“ 
7.649 x 10“ 
7.626 x 10" 
7.880 x 10“ 
8.331 x 10“ 
8.345 x 10“ 
8.020 x 10“ 
7.889 x 10“ 
7.976 x 10" 
7.835 x 10“ 


0.0333 7.659 x 10“ 

0.0333 7.740 x 10“ 

0.0333 7.822 x 10“ 

0.0333 7.693 x 10“ 

0.0333 7.521 x 10“ 

0.0333 7.359 x 10“ 

0.0333 7.422 x 10“ 

0.0400 3.542 x 10“ 

0.0400 3.598 x 10' 

0.0400 3.949 x 10“ 


0.4867 0.0400 4.046 x 10' 


0.4800 


0.4933 

0.5000 


0.0400 

0.0400 

0.0400 


4.395 x 10“ 
4.485 x 10“ 
4.937 x 10“ 


T zx/ Poo 
7.992 x 10' 
5.963 x 10“ 
3.921 x 10“ 
3.049 x 10“ 
2.501 x 10“ 
2.130 x 10“ 
1.825 x 10“ 
1.805 x 10“ 
1.794 x 10“ 
1.608 x 10“ 
1.678 x 10“ 
1.833 x 10“ 
1.818 x 10“ 
2.044 x 10” 
1.916 x 10“ 
2.054 x 10“ 
2.190 x 10“ 
1.938 x 10“ 
1.916 x 10“ 
1.783 x 10“ 
1.893 x 10” 
1.920 x 10“ 
1.867 x 10“ 
1.932 x 10“ 
2.003 x 10' 
1.877 x 10“ 
1.839 x 10' 
1.788 x 10“ 
1.987 x 10“ 
9.584 x 10“ 
9.378 x 10“ 
7.855 x 10“ 
7.427 x 10' 
5.538 x 10“ 
5.017 x 10“ 
3.442 x 10“ 


r zy/ Pqo V qq 

-5.681 x 10 b 
-3.527 x 10 -4 
-6.028 x 10~ 4 
-5.806 x 10“ 4 
-5.879 x 10 -4 
-6.005 x 10“ 4 
-8.601 x 10““ 4 
-1.011 x 10 -3 
-9.430 x 10 -4 
-1.271 x 10“ 3 
-1.406 x 10 -3 
-1.486 x 10~ 3 
-1.648 x 10“ 3 
-1.511 x 10 -3 
-1.346 x 10“ 3 
-1.705 x 10“ 3 
-1.455 x 10““ 3 
-1.539 x 10 -3 
-1.352 x 10““ 3 
-1.252 x 10“ 3 
-1.292 x 10““ 3 
-1.388 x 10 -3 
-1.180 x 10 -3 
-1.152 x 10~ 3 
-1.107 x 10 -3 
-1.034 x 10~ 3 
-9.342 x 10 -4 
-7.913 x 10 -4 
-8.357 x 10 -4 
1.859 x 10” -4 
2.192 x 10 -4 
8.419 x 10 -5 
6.796 x 10~ 5 
6.718 x 10 -5 
8.798 x 10~ 5 
3.127 x 10 -4 


q”/P00 V n< 

2.084 x 10 
3.402 x 10“ 
-1.123 x 10 
-7.990 x 10 
-6.771 x 10 
-1.108 x 10 
-7.816 x 10 
-7.729 x 10 
-1.136 x 10 
-9.756 x 10 
-7.947 x 10 
-5.526 x 10 
-2.994 x 10 

2.480 x 10“ 
-4.242 x 10 
-9.192 x 10 

1.528 x 10“ 
-4.346 x 10 

2.962 x 10' 
1.743 x 10“ 
3.175 x 10“ 
6.460 x 10“ 
3.290 x 10“ 
3.980 x 10“ 
4.223 x 10' 
6.668 x 10“ 
7.122 x 10' 
5.477 x 10“ 
6.182 x 10“ 
4.713 x 10“ 
4.722 x 10“ 
4.567 x 10' 

4.528 x 10“ 
4.168 x 10“ 

4.085 x 10“ 
4.027 x 10“ 


[T 


Table A. 4: Surface variables on upper plate, fine grid (con 


PMx>V* 
5.059 x 10' 
5.640 x 10" 
5.787 x 10' 
6.208 x 10" 
6.313 x 10' 
6.719 x 10' 
6.822 x 10' 
7.219 x 10' 
7.320 x 10" 
7.673 x 10' 
7.803 x 10" 
7.981 x 10' 
8.138 x 10" 


0.6000 0.0400 8.250 x 10" 


0.5133 

0.5200 

0.5267 

0.5333 

0.5400 

0.5467 

0.5533 

0.5600 

0.5667 

0.5733 

0.5800 

0.5867 

0.5933 


0.6067 

0.6133 

0.6200 

0.6267 

0.6333 

0.6400 

0.6467 

0.6533 

0.6600 

0.6667 

0.6733 

0.6800 

0.6867 

0.6933 

0.7000 

0.7067 


0.7200 

0.7267 

0.7333 

0.7400 


y 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 


0.0400 8.379 x 10" 

0.0400 8.514 x 10" 

0.0400 8.590 x 10' 


0.0400 

0.0400 8.758 x 10 

0.0400 8.817 x 10" 


8.677 x 10' 
8.758 x 10' 


8.991 x 10' 
9.210 x 10' 
9.443 x 10" 
9.911 x 10' 
1.064 x 10" 
1.150 x 10' 
1.253 x 10' 
1.392 x 10' 
1.550 x 10' 
1.689 x 10" 


0.7133 0.0400 1.790 x 10" 


0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 

0.0400 


0.0400 

0.0400 

0.0400 

0.0400 

0.0400 


1.847 x 10' 
1.819 x 10" 
1.714 x 10" 
1.593 x 10' 
1.398 x 10" 


T zx/ PoqV 
3.023 x 10“ 3 
1.964 x 10“ 3 
1.679 x 10“ 3 
6.663 x 10” 4 
3.809 x 10” 4 
-6.806 x 10” 4 
-9.519 x 10” 4 
— 1.611 x 10” 3 
-1.773 x 10” 3 
-2.041 x 10” 3 
-2.133 x 10” 3 
-2.431 x 10“ 3 
-2.727 x 10” 3 
-2.953 x 10” 3 
-3.224 x 10” 3 
-3.521 x 10” 3 
-3.787 x 10” 3 
-4.428 x 10” 3 
-5.266 x 10” 3 
-6.011 x 10” 3 
-7.656 x 10 -3 
-8.995 x 10” 3 
-1.037 x 10” 2 
-1.257 x 10” 2 
-1.445 x 10” 2 
-1.558 x 10” 2 
-1.648 x 10“ 2 
-1.661 x 10” 2 
-1.470 x 10” 2 
-1.088 x 10 -2 
-5.651 x 10“ 3 
5.301 x 10” 4 
8.254 x 10"" 3 
1.488 x 10” 2 
1.786 x 10” 2 
1.957 x 10” 2 


T zy/ PqqV c 
3.860 x 10" 
5.535 x 10' 
6.187 x 10" 
6.531 x 10" 
7.045 x 10" 
7.791 x 10" 
8.139 x 10" 
7.614 x 10“ 
7.740 x 10" 
8.594 x 10' 
9.777 x 10" 
9.417 x 10” 
1.057 x 10" 
9.935 x 10” 
1.021 x 10" 
1.013 x 10“ 
1.175 x 10" 
1.147 x 10” 
1.453 x 10” 
1.556 x 10” 
1.979 x 10” 
2.321 x 10” 
2.738 x 10” 
3.317 x 10” 
4.025 x 10” 
4.864 x 10” 
5.541 x 10” 
6.295 x 10“ 
6.662 x 10” 
6.462 x 10“ 
6.154 x 10” 
4.946 x 10” 
3.547 x 10” 
2.104 x 10” 
6.895 x 10” 
3.597 x 10“ 


q”/PooV^ 
4.016 x 10' 
4.032 x 10' 
4.014 x 10" 
3.653 x 10' 
3.551 x 10' 
3.250 x 10' 
3.180 x 10' 


2.710 x 10" 
2.637 x 10‘ 
2.559 x 10' 
2.543 x 10' 
2.523 x 10' 
2.545 x 10' 
2.629 x 10' 


3.229 x 10' 
3.787 x 10' 
4.267 x 10" 
4.696 x 10' 
5.364 x 10' 
6.186 x 10' 
6.977 x 10' 


1.016 x 10' 
1.099 x 10' 
1.150 x 10' 
1.127 x 10' 
1.056 x 10' 
9.335 x 10' 
8.155 x 10' 
6.408 x 10" 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo V L 

T zx/ Poo^nq 

T zy/Pcx3 V oQ 

q”/PoO V ^n 

0.7533 

0.0400 

1.242 x'lO* 1 ' 

1.912 x 10 -2 

-1.918 x 10 3 

5.074 x 10~ 3 

0.7600 

0.0400 

1.100 x 10 -1 

1.751 x 10 -2 

8.944 x 10"" 5 

3.960 x 10 3 

0.7667 

0.0400 

1.035 x 10 -1 

1.641 x 10 -2 

5.999 x 10~ 5 

3.402 x 10 3 

0.7733 

0.0400 

9.602 x 10 -2 

1.309 x 10 -2 

8.886 x 10~ 4 

2.662 x 10 3 

0.7800 

0.0400 

9.084 x 10 -2 

1.201 x 10 -2 

1.666 x 10 -3 

2.321 x 10~ 3 

0.7867 

0.0400 

8.768 x 10~ 2 

1.114 x 10 -2 

1.939 x 10 -3 

1.878 x 10 -3 

0.7933 

0.0400 

8.221 x 10 -2 

1.102 x 10~ 2 

2.026 x 10 -3 

1.618 x 10 -3 

0.8000 

0.0400 

7.402 x 10~ 2 

1.112 x 10 -2 

1.308 x 10~ 3 

1.327 x 10 6 

0.8067 

0.0400 

6.405 x 10 -2 

1.082 x 10 -2 

7.704 x 10~ 4 

8.305 x 10 4 

0.8133 

0.0400 

5.266 x 10~ 2 

9.855 x 10~ 3 

-8.402 x 10“ 5 

5.055 x 10 4 

0.8200 

0.0400 

4.084 x 10~ 2 

8.150 x 10~ 3 

-7.332 x 10“ 4 

2.242 x 10" 4 

0.8267 

0.0400 

3.143 x 10 -2 

6.917 x 10~ 3 

-1.073 x 10 -3 

7.401 x 10~ 5 

0.8333 

0.0400 

2.419 x 10 -2 

5.330 x 10~ 3 

-9.593 x 10 -4 

-2.485 x 10“° 

0.8400 

0.0400 

1.851 x 10~ 2 

4.447 x 10~ 3 

-1.231 x 10“ 3 

-2.585 x 10 -5 

0.8467 

0.0400 

1.559 x 10 -2 

3.697 x 10~ 3 

-1.627 x 10“" 3 

-6.693 x 10“ 5 

0.8533 

0.0400 

1.339 x 10~ 2 

3.300 x 10"“ 3 

-1.520 x 10 -3 

-6.821 x 10 -3 

0.8600 

0.0400 

1.187 x 10 -2 

3.025 x 10“" 3 

-1.749 x 10~ 3 

-3.869 x 10 -5 

0.8667 

0.0400 

1.077 x 10~ 2 

2.619 x 10"“ 3 

-1.757 x 10"“ 3 

-5.803 x 10~ 5 

0.8733 

0.0400 

1.018 x 10“ 2 

2.415 x 10~ 3 

-1.796 x 10~ 3 

-8.058 x 10“ 5 

0.8800 

0.0400 

1.036 x 10~ 2 

2.641 x 10~ 3 

-1.823 x 10“ 3 

-3.027 x 10 -5 

r 

0.8867 

0.0400 

9.729 x 10 -3 

2.469 x 10~ 3 

-1.898 x 10““ 3 

-3.411 x 10 -3 

0.8933 

0.0400 

9.517 x 10 -3 

2.312 x 10 -3 

-2.019 x 10 -3 

-2.851 x 10“° 

0.9000 

0.0400 

8.653 x 10 -3 

2.552 x 10~ 3 

-1.806 x 10“" 3 

2.834 x 10 -5 

0.9067 

0.0400 

8.551 x 10~ 3 

2.559 x 10"“ 3 

-1.774 x 10 -3 

1.246 x 10 -5 

r 

0.9133 

0.0400 

8.861 x 10~ 3 

2.414 x 10 -3 

-1.951 x 10 -3 

4.143 x 10 -3 

r 

0.9200 

0.0400 

8.783 x 10~ 3 

2.435 x 10~ 3 

-1.945 x 10 -3 

6.529 x 10““ 3 

r 

0.9267 

0.0400 

8.531 x 10~ 3 

2.183 x 10~ 3 

-1.828 x 10~ 3 

3.620 x 10““ 3 

0.9333 

0.0400 

8.869 x 10 -3 

2.391 x 10“" 3 

-1.836 x 10 -3 

5.595 x 10 -5 

0.9400 

0.0400 

8.603 x 10~ 3 

2.296 x 10 -3 

-1.729 x 10“" 3 

5.774 x 10 -5 

0.9467 

0.0400 

8.089 x 10 -3 

2.171 x 10 -3 

-1.606 x 10~ 3 

5.796 x 10"“ 5 

0.9533 

0.0400 

8.066 x 10 -3 

2.133 x 10 -3 

-1.490 x 10 -3 

6.912 x 10"“ 5 

0.9600 

0.0400 

8.186 x 10~ 3 

2.186 x 10 -3 

-1.207 x 10 -3 

7.786 x 10"“ 5 

0.9667 

0.0400 

7.899 x 10 -3 

2.159 x 10 -3 

-1.153 x 10"“ 3 

8.906 x 10~ 5 

0.9733 

0.0400 

7.872 x 10 -3 

2.180 x 10 -3 

-1.153 x 10 -3 

8.363 x 10 -5 

cr ! 

0.9800 

0.0400 

7.750 x 10~ 3 

2.086 x 10 -3 

-1.159 x 10~ 3 

7.895 x 10~° 

1 0.9867 

0.0400 

7.378 x 10~ 3 

1.911 x 10 -3 

-9.269 x 10 -4 

8.957 x 10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 


r zx/Pco V fv) 

r zy/Poo V ^o 

q’VPncV 3 

M ' ^00 OO 

0.9933 

0.0400 

7.091 x 10~ 3 

1.970 x 10~ 3 

-8.135 x 10 -4 

7.483 x 10 -5 

1.0000 

0.0400 

7.251 x 10 -3 

2.026 x 10 -3 

-8.680 x 10 -4 

8.478 x 10~ 5 

0.4667 

0.0467 

3.527 x 10 -2 

9.597 x 10~ 3 

2.103 x 10~ 4 

4.675 x 10~ 3 

0.4733 

0.0467 

3.604 x 10 -2 

9.346 x 10 -3 

2.182 x 10 -4 

4.711 x 10 -3 

0.4800 

0.0467 

3.919 x 10 -2 

7.995 x 10 -3 

1.048 x 10 -4 

4.572 x 10 -3 

0.4867 

0.0467 

4.050 x 10 -2 

7.401 x 10~ 3 

6.801 x 10 -5 

4.520 x 10~ 3 

0.4933 

0.0467 

4.364 x 10 -2 

5.696 x 10 -3 

6.146 x 10 -5 

4.200 x 10 -3 

0.5000 

0.0467 

4.491 x 10 -2 

4.996 x 10" 3 

9.088 x 10 -5 

4.088 x 10~ 3 

0.5067 

0.0467 

4.891 x 10 -2 

3.550 x 10~ 3 

2.879 x 10 -4 

4.028 x 10~ 3 

0.5133 

0.0467 

5.065 x 10 -2 

3.001 x 10~ 3 

3.861 x 10 -4 

4.014 x 10~ 3 

0.5200 

0.0467 

5.578 x 10~ 2 

2.008 x 10~ 3 

5.470 x 10 -4 

4.016 x 10~ 3 

0.5267 

0.0467 

5.787 x 10 -2 

1.649 x 10~ 3 

6.358 x 10~ 4 

4.003 x 10 -3 

0.5333 

0.0467 

6.160 x 10 -2 

7.084 x 10~ 4 

7.299 x 10 -4 

3.685 x 10 -3 

0.5400 

0.0467 

6.317 x 10 -2 

3.568 x 10~ 4 

7.217 x 10 -4 

3.547 x 10 -3 

0.5467 

0.0467 

6.681 x 10~ 2 

-6.004 x 10~ 4 

8.061 x 10 -4 

3.274 x 10~ 3 

0.5533 

0.0467 

6.828 x 10~ 2 

-9.598 x 10~ 4 

8.239 x 10 -4 

3.176 x 10 -3 

0.5600 

0.0467 

7.183 x 10 -2 

-1.554 x 10 -3 

8.168 x 10 -4 

3.052 x 10~ 3 

0.5667 

0.0467 

7.326 x 10~ 2 

-1.770 x 10~ 3 

8.016 x 10 -4 

3.015 x 10 -3 

0.5733 

0.0467 

7.640 x 10~ 2 

-1.995 x 10~ 3 

9.787 x 10“ 4 

2.816 x 10 -3 

0.5800 

0.0467 

7.803 x 10~ 2 

-2.133 x 10~ 3 

9.967 x 10“ 4 

2.710 x 10 -3 

0.5867 

0.0467 

7.961 x 10~ 2 

-2.382 x 10 -3 

1.131 x 10~ 3 

2.638 x 10 -3 

0.5933 

0.0467 

8.141 x 10~ 2 

-2.734 x HT 3 

1.094 x 10~ 3 

2.553 x 10~ 3 

0.6000 

0.0467 

8.199 x 10 -2 

-2.831 x 10~ 3 

1.123 x 10~ 3 

2.543 x 10 -3 

0.6067 

0.0467 

8.390 x 10~ 2 

-3.252 x 10 -3 

1.088 x 10 -3 

2.505 x 10 -3 

0.6133 

0.0467 

8.435 x 10 -2 

-3.329 x 10~ 3 

1.171 x 10 -3 

2.526 x 10 -3 

0.6200 

0.0467 

8.603 x 10~ 2 

-3.687 x 10 -3 

1.377 x 10~ 3 

2.627 x 10 -3 

0.6267 

0.0467 

8.669 x 10~ 2 

-4.254 x 10 -3 

1.533 x 10~ 3 

2.808 x 10 -3 

0.6333 

0.0467 

8.725 x 10~ 2 

-4.661 x 10 -3 

1.601 x 10 -3 

2.954 x 10 -3 

0.6400 

0.0467 

8.843 x 10 -2 

-6.485 x 10~ 3 

1.870 x 10 -3 

3.362 x 10 -3 

0.6467 

0.0467 

8.922 x 10 -2 

-7.139 x 10 -3 

2.126 x 10 -3 

3.596 x 10 -3 

0.6533 

0.0467 

9.104 x 10 -2 

-8.530 x 10 -3 

2.481 x 10 -3 

4.087 x 10 -3 

0.6600 

0.0467 

9.442 x 10~ 2 

-1.062 x 10 -2 

3.198 x 10~ 3 

4.734 x 10 -3 

0.6667 

0.0467 

9.882 x 10 -2 

-1.231 x 10 -2 

3.942 x 10~ 3 

5.336 x 10 -3 

0.6733 

0.0467 

1.039 x 10 _1 

-1.381 x 10 -2 

4.436 x 10 -3 

5.946 x 10 -3 

0.6800 

0.0467 

1.141 x 10 -1 

-1.532 x 10~ 2 

5.211 x 10 -3 

6.898 x 10 -3 

0.6867 

0.0467 

1.271 x 10 _1 

-1.630 x 10~ 2 

6.407 x 10 -3 

7.999 x 10~ 3 




Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 

0.0467 


P/Poo 
1.398 x 10" 
1.526 x 10" 
1.658 x 10” 
1.777 x 10" 
1.828 x 10' 
1.834 x 10" 
1.763 x 10" 
1.605 x 10" 
1.456 x 10" 
1.251 x 10" 
1.134 x 10" 
1.023 x 10" 
9.561 x 10" 
8.949 x 10" 
8.545 x 10" 
8.080 x 10" 
7.478 x 10" 
6.598 x 10" 
5.695 x 10" 
4.721 x 10" 
3.942 x 10" 
3.145 x 10" 
2.519 x 10" 
2.202 x 10" 
1.884 x 10" 
1.664 x 10" 
1.494 x 10" 
1.385 x 10" 
1.271 x 10" 
1.179 x 10" 
1.154 x 10" 
1.066 x 10" 
9.782 x 10' 
1.009 x 10" 
9.741 x 10" 
9.626 x 10" 


T zx/ Poo V oo 

T zy / Poo^nq 

oo V oo 

-1.611 x 10 -2 

7.121 x lO^ 3 

9.111 x 10 

-1.446 x 10~ 2 

7.414 x 10~ 3 

1.014 x 10" 2 

-1.114 x 10~ 2 

7.636 x 10" 3 

1.097 x 10 -2 

-6.281 x HT 3 

7.704 x 10” 3 

1.141 x 10 -2 

-6.926 x 10~ 5 

6.706 x 10 -3 

1.140 x 10' 2 

6.096 x 10~ 3 

5.374 x 10" 3 

1.089 x 10 -2 

1.296 x 10"" 2 

3.579 x 10~ 3 

9.703 x 10~ 3 

1.803 x 10 -2 

1.464 x 10" 3 

8.183 x 10 -3 

1.983 x 10 -2 

3.952 x 10“ 4 

6.899 x 10 -3 

2.021 x 10 -2 

3.290 x 10" 4 

5.233 x 10 -3 

1.872 x 10~ 2 

9.235 x 10 -5 

4.367 x 10~ 3 

1.659 x 10 -2 

2.530 x 10" 4 

3.433 x 10 -3 

1.461 x 10~ 2 

4.222 x 10" 4 

2.799 x 10 -3 

1.225 x 10 -2 

1.405 x 10 -3 

2.250 x 10 -3 

1.209 x 10~ 2 

1.995 x 10" 3 

2.100 x 10~ 3 

1.165 x 10" 2 

2.059 x 10" 3 

1.800 x 10" 3 

1.121 x 10 -2 

1.853 x 10~ 3 

1.398 x lO -3 

1.172 x 10" 2 

9.997 x 10~ 4 

1.116 x 10~ 3 

1.055 x 10~ 2 

4.559 x 10" 4 

8.369 x 10 -4 

9.592 x 10" 3 

-2.117 x 10 -4 

4.176 x 10 -4 

8.729 x 10" 3 

-1.134 x 10 -3 

3.157 x 10 -4 

6.946 x 10 -3 

-1.379 x 10 -3 

2.375 x 10" 4 

5.988 x 10~ 3 

-1.633 x 10 -3 

6.646 x 10" 5 

5.391 x 10 -3 

-1.509 x 10 -3 

3.278 x 10 -5 

4.670 x 10~ 3 

-2.025 x 10~ 3 

-7.121 x 10 _( 

4.290 x 10"" 3 

-2.179 x 10 -3 

4.353 x 10" 5 

3.799 x 10 -3 

-2.075 x 10 -3 

1.322 x 10 -5 

3.532 x 10 -3 

-2.204 x 10 -3 

3.035 x 10" 5 

3.182 x 10"" 3 

-2.258 x 10 -3 

8.638 x 10 -6 


3.133 x 10" 
3.103 x 10" 
3.020 x 10" 
2.924 x 10" 
2.983 x 10" 
2.745 x 10" 
2.805 x 10' 


-2.177 x 10" 
-2.308 x 10" 
-2.218 x 10" 
-1.946 x 10" 
-1.906 x 10" 
-2.193 x 10" 
-2.015 x 10" 


-4.238 x 10 
2.604 x 10" 5 
5.222 x 10" 5 
4.746 x 10“ 5 
5.281 x 10” 5 
4.862 x 10" 5 
7.942 x 10" 5 


Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 


r zx/ Poo^'oq 

r zy! Poo V ^o 

q’VPooYi ^ 

0.9333 

0.0467 

9.467 x 10 -3 

2.780 x 10 -3 

-2.015 x 10 -3 

1.162 x 

To 1 ^ 

0.9400 

0.0467 

9.204 x 10 -3 

2.719 x 10 -3 

-1.906 x 10~ 3 

1.019 x 

10 -4 

0.9467 

0.0467 

8.744 x 10~ 3 

2.510 x 10 -3 

-1.694 x 10 -3 

1.066 x 

10 -4 

0.9533 

0.0467 

8.665 x 10 -3 

2.488 x 10~ 3 

-1.736 x 10 -3 

1.431 x 

10“ 4 

0.9600 

0.0467 

8.468 x 10~ 3 

2.359 x 10~ 3 

-1.617 x 10~ 3 

1.122 x 

10 -4 

0.9667 

0.0467 

8.199 x 10~ 3 

2.308 x 10 -3 

-1.455 x 10 -3 

9.363 x 

10 -5 

0.9733 

0.0467 

8.077 x 10~ 3 

2.328 x 10~ 3 

-1.332 x 10~ 3 

1.225 x 

10~ 4 

0.9800 

0.0467 

7.793 x 10~ 3 

2.257 x 10 -3 

-1.253 x 10“ 3 

1.309 x 

10~ 4 

0.9867 

0.0467 

7.573 x 10~ 3 

2.222 x 10 -3 

-1.121 x 10 -3 

1.060 x 

10 -4 

0.9933 

0.0467 

7.447 x 10~ 3 

2.184 x 10 -3 

-1.051 x 10~ 3 

9.833 x 

10 -5 

1.0000 

0.0467 

7.375 x 10~ 3 

2.145 x 10~ 3 

-1.011 x 10 -3 

9.737 x 

10~ 5 

0.4667 

0.0533 

3.438 x 10 -2 

9.708 x 10~ 3 

2.869 x 10~ 4 

4.531 x 

10 -3 

0.4733 

0.0533 

3.712 x 10 -2 

8.895 x 10 -3 

1.614 x 10 -4 

4.608 x 

10~ 3 

0.4800 

0.0533 

3.760 x 10~ 2 

8.743 x 10~ 3 

1.451 x 10 -4 

4.609 x 

10 -3 

0.4867 

0.0533 

4.165 x 10~ 2 

6.836 x 10~ 3 

1.085 x 10~ 5 

4.377 x 

10 -3 

0.4933 

0.0533 

4.232 x 10~ 2 

6.498 x 10~ 3 

-2.136 x 10 -5 

4.326 x 

10 -3 

0.5000 

0.0533 

4.615 x 10 -2 

4.462 x 10~ 3 

1.234 x 10 -4 

4.068 x 

10~ 3 

0.5067 

0.0533 

4.677 x 10~ 2 

4.099 x 10 -3 

1.366 x 10 -4 

4.018 x 

10 -3 

0.5133 

0.0533 

5.232 x 10~ 2 

2.549 x 10 -3 

3.781 x 10 -4 

4.013 x 

10~ 3 

0.5200 

0.0533 

5.323 x 10 2 

2.280 x 10~ 3 

4.046 x 10 -4 

4.010 x 

10 -3 

0.5267 

0.0533 

5.889 x 10 -2 

1.197 x 10~ 3 

8.208 x 10~ 4 

3.889 x 

10 -3 

0.5333 

0,0533 

5.981 x 10 -2 

1.007 x 10~ 3 

8.921 x 10 -4 

3.867 x 

10 -3 

0.5400 

0.0533 

6.444 x 10~ 2 

-4.465 x 10 -5 

8.194 x 10~ 4 

3.435 x 

10 -3 

0.5467 

0.0533 

6.522 x 10 -2 

-2.274 x 10 -4 

8.118 x 10~ 4 

3.364 x 

10 -3 

0.5533 

0.0533 

6.969 x 10 -2 

-1.212 x 10~ 3 

8.828 x 10 -4 

3.090 x 

10 -3 

0.5600 

0.0533 

7.046 x 10“ 2 

-1.378 x 10~ 3 

8.908 x 10~ 4 

3.041 x 

10 -3 

0.5667 

0.0533 

7.453 x 10 -2 

-1.799 x 10~ 3 

1.053 x 10 -3 

2.920 x 

10~ 3 

0.5733 

0.0533 

7.531 x 10 -2 

-1.875 x 10 -3 

1.090 x 10~ 3 

2.893 x 

10 -3 

0.5800 

0.0533 

7.836 x 10 -2 

-2.186 x 10 -3 

1.243 x 10~ 3 

2.706 x 

10 -3 

0.5867 

0.0533 

7.954 x 10~ 2 

-2.300 x 10 -3 

1.343 x 10~ 3 

2.634 x 

10 -3 

0.5933 

0.0533 

8.087 x 10~ 2 

-2.555 x 10~ 3 

1.286 x 10 -3 

2.587 x 

10 -3 

0.6000 

0.0533 

8.259 x 10 -2 

-2.808 x 10 -3 

1.368 x 10~ 3 

2.525 x 

10 -3 

0.6067 

0.0533 

8.321 x 10 -2 

-2.968 x 10 -3 

1.338 x 10~ 3 

2.515 x 

10~ 3 

0.6133 

0.0533 

8.459 x 10 -2 

-3.206 x 10~ 3 

1.519 x 10 -3 

2.483 x 

10~ 3 

0.6200 

0.0533 

8.541 x 10~ 2 

-3.557 x 10~ 3 

1.591 x 10 -3 

2.583 x 

10~ 3 

0.6267 

0.0533 

8.633 x 10“ 2 

-4.022 x 10~ 3 

1.899 x 10 -3 

2.710 x 

10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

0.6333 

0.0533 

0.6400 

0.0533 

0.6467 

0.0533 

0.6533 

0.0533 

0.6600 

Q.0533 

0.6667 

0.0533 

0.6733 

0.0533 

0.6800 

0.0533 

0.6867 

0.0533 

0.6933 

0.0533 

0.7000 

0.0533 

0.7067 

0.0533 

0.7133 

0.0533 

0.7200 

0.0533 

0.7267 

0.0533 

0.7333 

0.0533 

0.7400 

0.0533 

0.7467 

0.0533 

0.7533 

0.0533 

0.7600 

0.0533 

0.7667 

0.0533 

0.7733 

0.0533 

0.7800 

0.0533 

0.7867 

0.0533 

0.7933 

0.0533 

0.8000 

0.0533 

0.8067 

0.0533 

0.8133 

0.0533 

0.8200 

0.0533 

0.8267 

0.0533 

0.8333 

0.0533 

0.8400 

0.0533 

0.8467 

0.0533 

0.8533 

0.0533 

0.8600 

0.0533 

0.8667 

0.0533 




8.717 

X 

10 -2 

8.739 

X 

10~ 2 

8.906 

X 

10~ 2 

9.139 

X 

10 -2 

9.241 

X 

10~ 2 

9.669 

X 

10 -2 

1.032 

X 

10 -1 

1.099 

X 

10 -1 

1.195 

X 

10" 1 

1.339 

X 

10 _1 

1.496 

X 

10 -1 

1.637 

X 

10 _1 

1.754 

X 

10 -1 

1.828 

X 

10" 1 

1.830 

X 

10 -1 

1.763 

X 

10 _1 

1.651 

X 

10” 1 

1.460 

X 

10 _1 

1.309 

X 

10 -1 

1.137 

X 

10~ ! 

1.041 

X 

10 -1 

9.646 

X 

10 -2 

8.976 

X 

10 -2 

8.451 

X 

10 -2 

7.936 

X 

10 -2 

7.443 

X 

10~ 2 

6.762 

X 

10 -2 

5.944 

X 

10~ 2 

5.086 

X 

10~ 2 

4.340 

X 

10 -2 

3.775 

X 

10 -2 

3.058 

X 

10 -2 

2.758 

X 

10 -2 

2.339 

X 

10~ 2 

2.066 

X 

10~ 2 

1.862 

X 

10~ 2 


T zx/ Poo^ no 
-5.297 x 10 3 
-5.671 x 10 -3 
-7.180 x 10~ 3 
-8.766 x 10 -3 
-9.384 x 10 -3 
-1.129 x 10 -2 
-1.355 x 10 -2 
-1.465 x 10 -2 
-1.573 x 10~ 2 
-1.617 x 10~ 2 
-1.515 x 10 -2 
-1.146 x 10~ 2 
-6.467 x 10~ 3 
4.336 x 10 -4 
7.189 x 10“ 3 
1.245 x 10 -2 
1.690 x 10~ 2 
1.997 x 10~ 2 
2.037 x 10 -2 
1.911 x 10~ 2 
1.772 x 10~ 2 
1.565 x 10 -2 
1.369 x 10~ 2 
1.257 x 10~ 2 
1.211 x 10~ 2 
1.182 x 10 -2 
1.169 x 10~ 2 
1.128 x 10 -2 
1.014 x 10 -2 

9.527 x 10~ 3 

8.528 x 10~ 3 
7.674 x 10~ 3 
6.749 x 10~ 3 
5.819 x 10 -3 
5.386 x 10 -3 
4.886 x 10“ 3 


r zy / PoqV .0 
2.032 x 10“ 3 
2.136 x 10 -3 
2.668 x 10 -3 
3.230 x 10 -3 
3.481 x 10 -3 
4.131 x 10~ 3 
4.843 x 10 -3 
5.826 x 10 -3 
6.705 x 10~ 3 
7.650 x 10~ 3 
8.246 x 10~ 3 
8.710 x 10~ 3 
8.638 x 10 -3 
7.588 x 10 -3 
5.982 x 10“ 3 
4.628 x 10~ 3 
2.945 x 10 -3 
3.480 x 10~ 4 
-9.653 x 10 -5 
-3.437 x 10 -4 
8.852 x 10 -5 
-6.900 x 10~ 5 
9.087 x 10 -4 
1.665 x 10 -3 
1.881 x 10~ 3 
1.824 x 10 -3 
1.248 x 10~ 3 
5.252 x 10 -4 
-1.984 x 10 -4 
-1.060 x 10~ 3 
-1.601 x 10 -3 
-1.862 x 10~ 3 
-2.198 x 10~ 3 
-2.240 x 10~ 3 
-2.246 x 10~ 3 
-2.309 x 10~ 3 


q n /p 

oo 

V 3 

00 

3.068 

X 

10~ 3 

3.168 

X 

10 -3 

3.648 

X 

10~ 3 

4.171 

X 

10~ 3 

4.378 

X 

10~ 3 

5.044 

X 

10~ 3 

5.922 

X 

10~ 3 

6.575 

X 

10~ 3 

7.367 

X 

10 -3 

8.509 

X 

10~ 3 

9.965 

X 

10 -3 

1.085 

X 

10 -2 

1.124 

X 

10~ 2 

1.130 

X 

10 -2 

1.086 

X 

10~ 2 

9.897 

X 

10~ 3 

8.821 

X 

10 -3 

7.019 

X 

10~ 3 

5.850 

X 

10~ 3 

4.460 

X 

10 -3 

3.815 

X 

10~ 3 

3.154 

X 

10 -3 

2.467 

X 

10~ 3 

2.031 

X 

10 -3 

2.005 

X 

10 -3 

1.674 

X 

10 -3 

1.305 

X 

10 -3 

9.765 

X 

10 -4 

7.212 

X 

10 -4 

6.742 

X 

10 -4 

3.017 

X 

10~ 4 

2.895 

X 

10 -4 

1.858 

X 

10~ 4 

8.081 

X 

10~ 5 

1.251 

X 

10 -4 

7.854 

X 

10~ 5 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/ L 

P/Poo 

T zx/ 

r zy/Poo V ^o 

q”/PooV^ 

0.8733 

0.0533 

1.738 x 10~ 2 

4.625 x 10 -3 

-2.548 x 10~ 3 

8.448 x 10~ 5 

0.8800 

0.0533 

1.513 x 10 -2 

3.983 x 10 -3 

-2.552 x 10 -3 

8.121 x 10 -5 

0.8867 

0.0533 

1.418 x 10 -2 

3.964 x 10 -3 

-2.363 x 10~ 3 

1.119 x 10 -4 

0.8933 

0.0533 

1.328 x 10 -2 

3.958 x 10 -3 

-2.300 x 10~ 3 

8.207 x 10 -5 

0.9000 

0.0533 

1.233 x 10 -2 

3.722 x 10~ 3 

-2.457 x 10~ 3 

1.379 x 10 -4 

0.9067 

0.0533 

1.154 x 10~ 2 

3.650 x 10~ 3 

-2.228 x 10 -3 

1.242 x 10~ 4 

0.9133 

0.0533 

1.114 x 10 -2 

3.321 x 10~ 3 

-1.899 x 10 -3 

7.496 x 10~ 5 

0.9200 

0.0533 

1.078 x 10 -2 

3.336 x 10~ 3 

-2.278 x 10 -3 

1.087 x 10 -4 

0.9267 

0.0533 

1.055 x 10 -2 

3.259 x 10 -3 

-2.236 x 10~ 3 

1.443 x 10 -4 

0.9333 

0.0533 

9.972 x 10 -3 

3.068 x 10 -3 

-1.931 x 10~ 3 

1.528 x 10 -4 

0.9400 

0.0533 

9.777 x 10 -3 

2.966 x 10 -3 

-1.980 x 10~ 3 

1.431 x 10~ 4 

0.9467 

0.0533 

9.508 x 10 -3 

2.852 x 10~ 3 

-1.902 x 10~ 3 

1.568 x 10“ 4 

0.9533 

0.0533 

9.177 x 10~ 3 

2.755 x 10 -3 

-1.874 x 10~ 3 

1.759 x 10 -4 

0.9600 

0.0533 

8.912 x 10~ 3 

2.678 x 10~ 3 

-1.750 x 10~ 3 

1.340 x 10 -4 

0.9667 

0.0533 

8.813 x 10~ 3 

2.641 x 10 -3 

-1.728 x 10 -3 

1.167 x 10 -4 

0.9733 

0.0533 

8.388 x 10~ 3 

2.478 x 10~ 3 

-1.535 x 10 -3 

1.309 x 10 -4 

0.9800 

0.0533 

8.172 x 10 -3 

2.456 x 10 -3 

-1.424 x 10~ 3 

1.233 x 10~ 4 

0.9867 

0.0533 

7.981 x 10~ 3 

2.488 x 10 -3 

-1.353 x 10 -3 

1.106 x 10~ 4 

0.9933 

0.0533 

7.734 x 10~ 3 

2.419 x 10 -3 

-1.257 x 10 -3 

1.137 x 10 -4 

1.0000 

0.0533 

7.536 x 10~ 3 

2.295 x 10 -3 

-1.194 x 10~ 3 

1.128 x 10 -4 

0.4667 

0.0600 

3.461 x 10~ 2 

9.611 x 10 -3 

2.294 x 10 -4 

4.548 x 10~ 3 

0.4733 

0.0600 

3.611 x 10 -2 

9.160 x 10~ 3 

1.295 x 10 -4 

4.599 x 10 -3 

0.4800 

0.0600 

3.804 x 10~ 2 

8.612 x 10 -3 

1.528 x 10“ 4 

4.618 x 10~ 3 

0.4867 

0.0600 

4.042 x 10~ 2 

7.691 x 10~ 3 

1.335 x 10~ 4 

4.556 x 10 -3 

0.4933 

0.0600 

4.275 x 10 -2 

6.522 x 10 -3 

7.014 x 10~ 5 

4.380 x 10~ 3 

0.5000 

0.0600 

4.520 x 10~ 2 

5.488 x 10 -3 

1.861 x 10~ 4 

4.285 x 10 -3 

0.5067 

0.0600 

4.749 x 10“ 2 

4.083 x 10 -3 

2.227 x 10 -4 

4.070 x 10~ 3 

0.5133 

0.0600 

5.072 x 10 -2 

3.095 x 10~ 3 

3.982 x 10 -4 

4.040 x 10~ 3 

0.5200 

0.0600 

5.378 x 10~ 2 

2.179 x 10~ 3 

5.368 x 10 -4 

3.992 x 10" 3 

0.5267 

0.0600 

5.710 x 10 -2 

1.441 x 10~ 3 

8.312 x 10~ 4 

3.916 x 10~ 3 

0.5333 

0.0600 

6.015 x 10 -2 

8.823 x 10 -4 

9.022 x 10~ 4 

3.795 x 10 -3 

0.5400 

0.0600 

6.298 x 10 -2 

2.440 x 10 -4 

9.141 x 10“ 4 

3.551 x 10 -3 

0.5467 

0.0600 

6.568 x 10~ 2 

-3.493 x 10~ 4 

8.914 x 10 -4 

3.334 x 10 -3 

0.5533 

0.0600 

6.842 x 10 -2 

-9.595 x 10 -4 

9.919 x 10~ 4 

3.150 x 10 -3 

0.5600 

0.0600 

7.079 x 10 -2 

-1.377 x 10~ 3 

1.018 x 10 -3 

3.038 x 10 -3 

0.5667 

0.0600 

7.316 x 10“ 2 

-1.644 x 10~ 3 

1.206 x 10 -3 

2.958 x 10 -3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

0.0600 

0.0600 


P/Poo V rv 

7.545 x 10“ 
7.746 x 10“ 


0.0600 7.942 x 10" 

0.0600 8.081 x 10“ 

0.0600 8.243 x 10“ 

0.0600 8.311 x 10“ 

0.0600 8.444 x 10“ 

0.0600 8.518 x 10“ 

0.0600 8.619 x 10“ 

0.0600 8.674 x 10“ 

0.0600 8.745 x 10“ 

0.0600 8.830 x 10“ 

0.0600 8.996 x 10“ 

0.0600 9.267 x 10“ 

0.0600 9.506 x 10“ 

0.0600 1.005 x 10“ 

0.0600 1.107 x 10“ 

0.0600 1.224 x 10“ 

0.0600 1.320 x 10“ 

0.0600 1.442 x 10“ 

0.0600 1.585 x 10“ 

0.0600 1.737 x 10“ 

0.0600 1.821 x 10“ 

0.0600 1.822 x 10“ 

0.0600 1.778 x 10“ 

0.0600 1.661 x 10“ 

0.0600 1.550 x 10“ 

0.0600 1.365 x 10“ 

0.0600 1.189 x 10' 


1.076 x 10“ 
9.607 x 10“ 
8.985 x 10“ 
8.155 x 10“ 
7.836 x 10“ 
7.293 x 10“ 


0.8067 0.0600 6.703 x 10“ 


0.0600 

0.0600 

0.0600 

0.0600 

0.0600 

0.0600 


T zx/ Poo^nn 
-1.886 x 10 5 
—2.086 x 10~ 3 
-2.299 x 10 -3 
-2.517 x 10 -3 
-2.777 x 10 -3 
-2.880 x 10 -3 
-3.166 x 10 -3 
-3.470 x 10“ 3 
-4.001 x 10 -3 
-4.783 x 10 -3 
-5.711 x 10 -3 
-6.568 x 10 -3 
-7.925 x 10 -3 
-9.424 x 10““ 3 
-1.062 x 10““ 2 
-1.266 x 10““ 2 
-1.429 x 10 -2 
-1.542 x 10 -2 
-1.569 x 10 -2 
-1.520 x 10 -2 
-1.206 x 10““ 2 
-7.319 x 10 -3 
-1.154 x 10““ 3 
5.101 x 10~ 3 
1.069 x 10 -2 
1.672 x 10 -2 
1.905 x 10 -2 
2.060 x 10~ 2 
2.022 x 10~ 2 
1.895 x 10““ 2 
1.631 x 10““ 2 
1.505 x 10~ 2 
1.278 x 10 -2 
1.267 x 10 -2 
1.219 x 10~ 2 
1.190 x 10“ 2 


T zy/Poo V QQ 

1.177 x 10 -3 
1.336 x 10 -3 
1.351 x 10 -3 
1.401 x 10 -3 

1.386 x 10 -3 
1.444 x 10 -3 
1.534 x 10 -3 
1.689 x 10“ 3 
1.899 x 10" 3 
2.131 x 10 -3 
2.382 x 10““ 3 
2.784 x 10 -3 

3.386 x 10 -3 
4.005 x 10 -3 
4.566 x 10 -3 
5.830 x 10““ 3 
6.995 x 10~ 3 
7.691 x 10““ 3 
8.493 x 10 -3 
9.619 x 10~ 3 
1.042 x 10 -2 
9.969 x 10 -3 
8.884 x 10““ 3 
7.546 x 10 -3 
6.148 x 10 -3 
3.631 x 10 -3 
1.741 x 10 -3 
5.965 x 10 -4 
-5.806 x 10 -4 
-9.685 x 10““ 4 
-5.812 x 10 -4 
2.988 x 10' 4 
1.158 x 10 -3 
1.552 x 10 -3 
1.688 x 10~ 3 
9.374 x 10 -4 


q”/Poo v n 
2.876 x 10“ 
2.768 x 10“ 


2.533 x 10“ 
2.504 x 10“ 
2.483 x 10“ 
2.544 x 10“ 
2.700 x 10“ 


3.497 x 10“ 
3.967 x 10“ 
4.491 x 10“ 
4.928 x 10“ 
5.692 x 10“ 


8.587 x 10" 
9.573 x 10" 
1.054 x 10“ 
1.148 x 10“ 
1.142 x 10“ 
1.096 x 10“ 
1.022 x 10“ 
8.894 x 10' 
7.861 x 10' 
6.356 x 10“ 
4.890 x 10“ 
4.178 x 10“ 
3.231 x 10“ 


2.046 x 10“ 
1.696 x 10' 
1.463 x 10' 
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Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo 

r zx/ Poo^oq 

r zy/ Poo^'nn 

q” /p„ V 3 
_ 1 0 Q 

0.8133 

0.0600 

6.054 x 10 2 

1.168 x 10~ 2 

3.733 x 10 _1 

1.248 x 10 _,i 

0.8200 

0.0600 

5.389 x 10 -2 

1.105 x 10~ 2 

-2.995 x 10 -4 

1.025 x 10 ^ 

0.8267 

0.0600 

4.771 x 10~ 2 

1.058 x 10~ 2 

-3.696 x 10 -4 

7.710 x 10 4 

0.8333 

0.0600 

4.095 x 10 -2 

9.312 x 10 -3 

-9.245 x 10“ 4 

6.867 x 10 4 

0.8400 

0.0600 

3.611 x 10 -2 

8.662 x 10~ 3 

-1.731 x 10 -3 

5.475 x 10 4 

0.8467 

0.0600 

3.175 x 10~ 2 

7.909 x 10 -3 

-2.126 x 10“ 3 

3.776 x 10~ 4 

0.8533 

0.0600 

2.714 x 10 -2 

7.030 x 10~ 3 

-2.401 x 10~ 3 

2.841 x 10 4 

0.8600 

0.0600 

2.447 x 10" 2 

6.416 x 10~ 3 

-2.551 x 10 -3 

2.446 x 10~ 4 

0.8667 

0.0600 

2.116 x 10~ 2 

5.720 x 10~ 3 

-2.855 x 10~ 3 

2.162 x 10 -4 

0.8733 

0.0600 

1.982 x 10 -2 

5.630 x 10~ 3 

-2.476 x 10~ 3 

2.229 x 10 -4 

0.8800 

0.0600 

1.742 x 10 -2 

4.950 x 10~ 3 

-2.584 x 10 -3 

2.141 x 10 -4 

0.8867 

0.0600 

1.625 x 10~ 2 

4.688 x 10 -3 

-2.835 x 10~ 3 

2.449 x 10~ 4 

0.8933 

0.0600 

1.510 x 10 -2 

4.252 x 10 -3 

-2.862 x 10 -3 

1.807 x 10~ 4 

0.9000 

0.0600 

1.410 x 10 -2 

4.430 x 10 -3 

-2.692 x 10 -3 

1.850 x 10~ 4 

0.9067 

0.0600 

1.253 x 10 -2 

3.991 x 10~ 3 

-2.563 x 10 -3 

1.725 x 10 -4 

0.9133 

0.0600 

1.222 x 10 -2 

3.794 x HT 3 

-2.251 x 10 -3 

6.377 x 10 -5 

0.9200 

0.0600 

1.206 x 10 -2 

3.849 x 10~ 3 

-2.385 x 10~ 3 

1.380 x 10~ 4 

0.9267 

0.0600 

1.148 x 10 -2 

3.769 x 10~ 3 

-2.242 x 10~ 3 

1.636 x 10 -4 

0.9333 

0.0600 

1.081 x 10 -2 

3.628 x 10~ 3 

-2.134 x 10 -3 

1.729 x 10~ 4 

0.9400 

0.0600 

1.046 x 10~ 2 

3.362 x 10~ 3 

-2.112 x 10“ 3 

1.602 x 10 -4 

0.9467 

0.0600 

1.010 x 10~ 2 

3.186 x 10 -3 

-2.059 x 10~ 3 

1.497 x 10 -4 

0.9533 

0.0600 

9.842 x 10 -3 

3.138 x 10 -3 

-2.138 x 10 -3 

2.220 x 10~ 4 

0.9600 

0.0600 

9.663 x 10“ 3 

2.983 x 10~ 3 

-2.037 x 10 -3 

1.996 x 10 -4 

0.9667 

0.0600 

9.157 x 10“ 3 

2.840 x 10 -3 

-1.886 x 10 -3 

1.660 x 10~ 4 

0.9733 

0.0600 

8.763 x 10~ 3 

2.675 x 10~ 3 

-1.731 x 10 -3 

1.494 x 10 -4 

0.9800 

0.0600 

8.526 x 10“ 3 

2.627 x 10 -3 

-1.624 x 10~ 3 

1.305 x 10 -4 

0.9867 

0.0600 

8.279 x 10 -3 

2.641 x 10~ 3 

-1.562 x 10~ 3 

1.372 x 10~ 4 

0.9933 

0.0600 

7.922 x 10 -3 

2.491 x 10 -3 

-1.460 x 10 -3 

1.276 x 10 -4 

J 

1.0000 

0.0600 

7.456 x 10 -3 

2.433 x 10~ 3 

-1.292 x 10~ 3 

1.268 x 10~ 4 

0.4667. 

0.0667 

3.490 x 10 -2 

9.472 x 10 -3 

9.784 x 10 -5 

4.583 x 10 _,i 

ry 

0.4733 

0.0667 

3.516 x 10~ 2 

9.414 x 10~ 3 

7.823 x 10 -5 

4.599 x 10 -J 

n 

0.4800 

0.0667 

3.888 x 10~ 2 

8.507 x 10 -3 

1.954 x 10 -4 

4.693 x 10~ 6 

0.4867 

0.0667 

3.945 x 10 -2 

8.386 x 10 -3 

2.271 x 10 -4 

4.705 x 10~ J 

0.4933 

0.0667 

4.374 x 10 -2 

6.594 x 10 -3 

2.236 x 10 -4 

4.498 x 10 _,} 

0.5000 

0.0667 

4.443 x 10 -2 

6.327 x 10 -3 

2.325 x 10~ 4 

4.465 x 10 -J 

0.5067 

0.0667 

4.878 x 10~ 2 

3.887 x 10 -3 

3.772 x 10 -4 

4.117 x 10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con 


x/L 

y/L 

P/Poo 

0.5133 

0.0667 

4.950 x 10 -2 

0.5200 

0.0667 

5.492 x 10~ 2 

0.5267 

0.0667 

5.580 x 10“ 2 

0.5333 

0.0667 

6.104 x 10 -2 

0.5400 

0.0667 

6.189 x 10 -2 

0.5467 

0.0667 

6.673 x 10~ 2 

0.5533 

0.0667 

6.756 x 10~ 2 

0.5600 

0.0667 

7.150 x 10~ 2 

0.5667 

0.0667 

7.221 x 10 -2 

0.5733 

0.0667 

7.591 x 10~ 2 

0.5800 

0.0667 

7.691 x 10~ 2 

0.5867 

0.0667 

7.867 x 10~ 2 

0.5933 

0.0667 

8.083 x 10 -2 

0.6000 

0.0667 

8.112 x 10~ 2 

0.6067 

0.0667 

8.329 x 10~ 2 

0.6133 

0.0667 

8.344 x 10~ 2 

0.6200 

0.0667 

8.525 x 10 -2 

0.6267 

0.0667 

8.548 x 10~ 2 

0.6333 

0.0667 

8.652 x 10 -2 

0.6400 

0.0667 

8.724 x 10~ 2 

0.6467 

0.0667 

8.766 x 10~ 2 

0.6533 

0.0667 

8.974 x 10~ 2 

0.6600 

0.0667 

9.150 x 10 -2 

0.6667 

0.0667 

9.483 x 10 -2 

0.6733 

0.0667 

1.001 x 10 _1 

0.6800 

0.0667 

1.046 x 10 -1 

0.6867 

0.0667 

1.148 x 10 -1 

0.6933 

0.0667 

1.285 x 10 -1 

0.7000 

0.0667 

1.395 x 10 -1 

0.7067 

0.0667 

1.500 x 10 -1 

0.7133 

0.0667 

1.645 x 10 -1 

0.7200 

0.0667 

1.769 x 10 _1 

0.7267 

0.0667 

1.810 x 10 _1 

0.7333 

0.0667 

1.794 x 10 _1 

0.7400 

0.0667 

1.713 x 10"" 1 

0.7467 

0.0667 

1.549 x 10 -1 


T zx/ PqC*c> 0 , 
3.485 x 10^ 
1.867 x 10~ 3 
1.595 x 10 -3 
6.290 x 10~ 4 
4.668 x 10~ 4 
-6.326 x 10 -4 
-8.212 x 10 -4 
-1.437 x 10“ 3 
-1.541 x 10 -3 
-1.930 x 10~ 3 
-2.021 x 10~ 3 
-2.263 x 10“ 3 
-2.510 x 10~ 3 
-2.552 x 10~ 3 
-2.826 x 10~ 3 
-2.864 x 10~ 3 
-3.453 x 10~ 3 
-3.636 x 10 -3 
-4.516 x 10” 3 
-5.489 x 10~ 3 
6.079 x 10~ 3 
-7.826 x 10 -3 
-8.779 x 10~ 3 
-1.036 x 10 -2 
-1.224 x 10 -2 
-1.316 x 10 -2 
-1.470 x 10~ 2 
-1.578 x 10 -2 
-1.512 x 10 -2 
-1.318 x 10~ 2 
-9.525 x 10~ 3 
-4.522 x 10 -3 
2.331 x 10~ 3 
7.778 x 10~ 3 
1.425 x 10~ 2 
1.920 x 10 -2 


T z y/Poo V OQ 
3.944 x 10~ 4 
8.112 x 10“ 4 
8.767 x 10 -4 
9.694 x 10 -4 
9.783 x 10 -4 
1.042 x 10 -3 
1.058 x 10"~ 3 
1.290 x 10~ 3 
1.331 x 10 -3 
1.380 x 10 -3 
1.386 x 10~ 3 
1.435 x 10~ 3 
1.452 x 10 -3 
1.464 x 10~ 3 
1.519 x 10 -3 
1.534 x 10 -3 
1.761 x 10 -3 
1.846 x 10 -3 
2.183 x 10 -3 
2.611 x 10~ 3 
2.814 x 10 -3 
3.460 x 10 -3 
4.046 x 10 -3 
4.872 x 10 -3 
6.045 x 10 -3 
7.001 x 10 -3 
7.748 x 10 -3 
9.000 x 10~ 3 
1.038 x 10 -2 
1.146 x 10 -2 
1.122 x 10“ 2 
1.053 x 10 -2 
9.330 x 10 -3 
7.920 x 10 -3 
5.663 x 10 -3 
2.405 x 10 -3 


gyPooVn 

4.065 x 10' 
3.965 x 10' 
3.956 x 10' 
3.680 x 10' 
3.638 x 10' 
3.242 x 10' 


2.807 x 10" 
2.713 x 10' 


2.472 x 10" 

2.473 x 10" 
2.503 x 10" 
2.569 x 10' 
2.852 x 10' 
3.181 x 10" 
3.366 x 10" 
3.951 x 10" 
4.304 x 10" 
4.877 x 10" 
5.600 x 10" 

6.089 x 10" 
7.049 x 10“ 
8.425 x 10“ 
9.316 x 10“ 
1.005 x 10“ 

1.090 x 10“ 
1.154 x 10“ 
1.129 x 10“ 


7.952 x 10' 





Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


0.7533 

0.7600 

0.7667 

0.7733 

0.7800 

0.7867 

0.7933 

0.8000 

0.8067 

0.8133 

0.8200 

0.8267 

0.8333 

0.8400 

0.8467 

0.8533 

0.8600 

0.8667 

0.8733 

0.8800 

0.8867 

0.8933 

0.9000 

0.9067 

0.9133 

0.9200 

0.9267 

0.9333 

0.9400 

0.9467 

0.9533 

0.9600 

0.9667 

0.9733 

0.9800 

0.9867 


/L 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 

0.0667 


P/POO V nn 

1.407 x 10 
1.279 x 10" 
1.084 x 10' 
9.918 x 10" 
8.957 x 10" 
8.216 x 10" 
7.718 x 10" 

7.192 x 10" 
6.599 x 10" 
6.093 x 10" 
5.521 x 10" 
4.945 x 10" 
4.440 x 10" 
3.925 x 10" 
3.342 x 10" 
3.055 x 10" 
2.805 x 10" 
2.409 x 10" 
2.240 x 10" 
2.033 x 10" 
1.823 x 10" 
1.677 x 10" 
1.634 x 10" 
1.524 x 10" 
1.405 x 10" 
1.288 x 10" 
1.254 x 10" 

1.193 x 10" 
1.104 x 10" 
1.066 x 10" 
1.014 x 10" 
1.021 x 10" 
9.633 x 10' 
9.219 x 10" 
8.841 x 10" 
8.439 x 10" 


T 7x/PoQ V r, 
2.054 x 10" 
2.069 x 10" 
1.906 x 10" 
1.807 x 10" 
1.573 x 10" 
1.376 x 10" 
1.353 x 10" 
1.315 x 10" 
1.253 x 10" 
1.188 x 10" 
1.185 x 10" 
1.140 x 10" 
1.127 x 10" 
1.038 x 10" 
9.293 x 10" 
8.544 x 10" 
8.071 x 10" 
6.896 x 10" 
6.735 x 10" 
6.151 x 10" 

6.147 x 10' 

5.627 x 10" 
5.756 x 10" 
5.199 x 10" 
5.207 x 10" 
4.498 x 10' 
4.314 x 10" 
4.191 x 10" 
3.726 x 10' 

3.627 x 10' 

3.148 x 10' 
3.356 x 10" 
3.081 x 10" 
2.856 x 10" 
2.915 x 10" 
2.848 x 10' 


•S' 
8 
< 
8 u 

q”/Poo v oo 

8.742 x 10" 4 

6.657 x 10 ‘ 

1.105 x 10" 4 

5.663 x 10"* 

-5.401 x 10" 4 

4.268 x 10"* 

-5.719 x 10" 4 

3.594 x 10"' 

-5.316 x 10" 4 

3.003 x 10"' 

3.143 x 10" 4 

2.430 x 10"' 

6.164 x 10" 4 

2.123 x 10-; 

1.209 x 10" 3 

1.841 x 10"' 

5.809 x 10" 4 

1.532 x 10"' 

4.830 x 10" 4 

1.404 x 10" ; 

4.346 x 10" 4 

1.170 x 10" : 

-5.587 x 10" 5 

9.834 x 10"’ 

-7.146 x 10" 4 

8.518 x 10"' 

-1.399 x 10" 3 

7.102 x 10"' 

-1.507 x 10" 3 

5.240 x 10"' 

-2.361 x 10" 3 

4.973 x 10"' 

-2.699 x 10" 3 

3.283 x 10"' 

-2.510 x 10" 3 

2.639 x 10"' 

-2.681 x 10" 3 

3.402 x 10" 

-3.044 x 10" 3 

1.746 x 10" 

-2.892 x 10" 3 

3.249 x 10" 


-2.766 x 10" 13 
-2.690 x 10" 3 
-2.613 x 10" 3 
-2.706 x 10"" 3 
-2.467 x 10" 3 
-2.381 x 10" 3 
-2.373 x 10" 3 
-2.282 x 10" 3 
-2.210 x 10" 3 
-2.085 x 10" 3 
-2.071 x 10" 3 
-1.984 x 10" 3 
-1.816 x 10" 3 
-1.825 x 10" 3 
-1.739 x 10" 3 


2.859 x 10" 
3.047 x 10" 
2.350 x 10" 
2.426 x 10" 
2.223 x 10" 
2.004 x 10" 
2.345 x 10" 
1.318 x 10" 
1.470 x 10" 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 

, y^u. M i. • ♦£-«*>. i 't. H ». 


x/L 

y/ L 

P/Poo V J, 

T zx/ Poo^cx} 

T zy/Poo^'no 

q”/PnoV 3 

0.9933 

0.0667 

8.037 x 10 -3 

2.602 x 10 -J " 

-1.540 x 10 -3 

1.389 x 10 -4 

1.0000 

0.0667 

8.027 x 10” 3 

2.873 x 10~ 3 

-1.656 x 10 -3 

1.762 x 10 -4 

0.4667 

0.0733 

3.399 x 10 -2 

9.528 x 10 -3 

-2.164 x 10 -5 

4.523 x 10~ 3 

0.4733 

0.0733 

3.623 x 10~ 2 

9.110 x 10 -3 

2.500 x 10~ 5 

4.682 x 10 -3 

0.4800 

0.0733 

3.755 x 10 -2 

8.793 x 10~ 3 

1.954 x 10 -5 

4.756 x 10 -3 

0.4867 

0.0733 

4.045 x 10 -2 

8.066 x 10~ 3 

1.716 x 10 -4 

4.768 x 10 -3 

0.4933 

0.0733 

4.197 x 10 -2 

7.600 x 10 -3 

2.015 x 10~ 4 

4.770 x 10 -3 

0.5000 

0.0733 

4.526 x 10~ 2 

6.061 x 10~ 3 

3.728 x 10~ 4 

4.439 x 10 -3 

0.5067 

0.0733 

4.684 x 10 -2 

5.346 x 10~ 3 

4.835 x 10“ 4 

4.312 x 10 -3 

0.5133 

0.0733 

5.048 x 10~ 2 

3.298 x 10 -3 

6.224 x 10 -4 

4.003 x 10~ 3 

0.5200 

0.0733 

5.228 x 10 -2 

2.560 x 10~ 3 

7.802 x 10~ 4 

3.888 x 10~ 3 

0.5267 

0.0733 

5.676 x 10 -2 

1.471 x 10~ 3 

9.928 x 10 -4 

|.839 x 10 -3 

0.5333 

0.0733 

5.876 x 10~ 2 

1.050 x 10 -3 

1.099 x 10~ 3 

3.755 x 10 -3 

0.5400 

0.0733 

6.265 x 10 -2 

2.646 x 10 -4 

1.003 x 10~ 3 

3.523 x 10~ 3 

0.5467 

0.0733 

6.438 x 10~ 2 

-1.070 x 10 -4 

1.002 x 10 -3 

3.388 x 10 -3 

0.5533 

0.0733 

6.781 x 10 -2 

-8.643 x 10 -4 

1.216 x 10 -3 

3.166 x 10 -3 

0.5600 

0.0733 

6.918 x 10 -2 

-1.140 x 10 -3 

1.344 x 10 -3 

3.086 x 10~ 3 

0.5667 

0.0733 

7.254 x 10~ 2 

-1.636 x 10~ 3 

1.457 x 10 -3 

2.953 x 10 -3 

0.5733 

0.0733 

7.389 x 10 -2 

-1.848 x 10~ 3 

1.544 x 10“ 3 

2.891 x 10~ 3 

0.5800 

0.0733 

7.676 x 10~ 2 

-2.098 x 10~ 3 

1.503 x 10~ 3 

2.790 x 10 -3 

0.5867 

0.0733 

7.829 x 10~ 2 

-2.334 x 10~ 3 

1.586 x 10~ 3 

2.715 x 10 -3 

0.5933 

0.0733 

7.999 x 10 -2 

-2.462 x 10“ 3 

1.542 x 10~ 3 

2.649 x 10 -3 

0.6000 

0.0733 

8.146 x 10 -2 

-2.659 x 10 -3 

1.682 x 10~ 3 

2.581 x 10~ 3 

0.6067 

0.0733 

8.219 x 10 -2 

-2.752 x 10 -3 

1.701 x 10~ 3 

2.543 x 10~ 3 

0.6133 

0.0733 

8.387 x 10 -2 

-2.975 x 10 -3 

1.751 x 10~ 3 

2.490 x 10 -3 

0.6200 

0.0733 

8.440 x 10~ 2 

-3.128 x 10~ 3 

1.817 x 10~ 3 

2.505 x 10 -3 

0.6267 

0.0733 

8.562 x 10“ 2 

—3.716 x 10~ 3 

2.130 x 10 -3 

2.681 x 10 -3 

0.6333 

0.0733 

8.597 x 10~ 2 

-4.033 x 10 -3 

2.266 x 10~ 3 

2.776 x 10 -3 

0.6400 

0.0733 

8.692 x 10 -2 

-4.862 x 10 -3 

2.752 x 10“ 3 

3.062 x 10 -3 

0.6467 

0.0733 

8.805 x 10 -2 

-6.238 x 10 -3 

3.357 x 10 -3 

3.514 x 10 -3 

0.6533 

0.0733 

8.849 x 10~ 2 

-6.700 x 10~ 3 

3.600 x 10~ 3 

3.673 x 10~ 3 

0.6600 

0.0733 

9.102 x 10~ 2 

-8.558 x 10~ 3 

4.215 x 10 -3 

4.248 x 10” 3 

0.6667 

0.0733 

9.434 x 10 -2 

-1.003 x 10 -2 

5.179 x 10 -3 

4.808 x 10 -3 

0.6733 

0.0733 

9.813 x 10 -2 

-1.131 x 10 -2 

6.406 x 10~ 3 

5.341 x 10 -3 

0.6800 

0.0733 

1.064 x 10 -1 

-1.318 x 10 -2 

7.945 x 10 -3 

6.257 x 10 -3 

0.6867 

0.0733 

1.117 x 10 1 

-1.391 x 10~ 2 

8.644 x 10~ 3 

6.813 x 10 -3 
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Table A. 4: Surface variablevS on upper plate, fine grid (con- 
tinued). 

»■ ^ W ■ * V** t ► ■* - 1 


x/L 

y/ L 

0.6933 

0.0733 

0.7000 

0.0733 

0.7067 

0.0733 

0.7133 

0.0733 

0.7200 

0.0733 

0.7267 

0.0733 

0.7333 

0.0733 

0.7400 

0.0733 

0.7467 

0.0733 

0.7533 

0.0733 

0.7600 

0.0733 

0.7667 

0.0733 

0.7733 

0.0733 

0.7800 

0.0733 

0.7867 

0.0733 

0.7933 

0.0733 

0.8000 

0.0733 

0.8067 

0.0733 

0.8133 

0.0733 

0.8200 

0.0733 

0.8267 

0.0733 

0.8333 

0.0733 

0.8400 

0.0733 

0.8467 

0.0733 

0.8533 

0.0733 

0.8600 

0.0733 

0.8667 

0.0733 

0.8733 

0.0733 

0.8800 

0.0733 

0.8867 

0.0733 

0.8933 

0.0733 

0.9000 

0.0733 

0.9067 

0.0733 

0.9133 

0.0733 

0.9200 

0.0733 

0.9267 

0.0733 


1.207 x 10 1 
1/362 x 10 _1 
1.486 x 10 -1 
1.597 x 10 _1 
1.722 x 10 -1 
1.797 x 10 _1 
1.770 x 10 -1 
1.713 x 10" 1 
1.600 x 10' 1 
1.435 x 10 -1 
1.279 x 10~ 4 
1.157 x 10 - . 1 
1.042 x 10 _1 
9.117 x 10~ 2 
8.329 x 10~ 2 
7.637 x 10 -2 
7.120 x 10~ 2 
6.563 x 10 -2 
6.181 x 10 -2 
5.647 x 10~ 2 
5.036 x 10 -2 
4.632 x 10~ 2 
4.067 x 10~ 2 
3.665 x 10~ 2 
3.255 x 10 -2 
3.046 x 10 -2 
2.767 x 10 -2 
2.455 x 10 -2 
2.286 x 10 -2 
2.073 x 10 -2 
1.844 x 10~ 2 
1.718 x 10 -2 
1.645 x 10~ 2 
1.613 x 10~ 2 
1.486 x 10~ 2 
1.428 x 10 -2 


r zx/ P ocVq o ^ 

-1.481 x 1CT 2 
-1.465 x 10 -2 
-1.265 x 10 -2 
-1.015 x 10~ 2 
-4.904 x 10~ 3 
2.405 x 10" 3 
8.079 x 10 -3 
1.340 x 10 -2 
1.800 x 10 -2 
1.993 x 10 -2 
2.049 x 10 -2 
2.037 x 10~ 2 
1.890 x 10 -2 
1.694 x 10 -2 
1.556 x 10~ 2 
1.463 x 10 -2 
1.347 x 10~ 2 
1.274 x 10 -2 
1.229 x 10~ 2 
1.139 x 10~ 2 
1.182 x 10~ 2 
1.228 x 10~ 2 
1.089 x 10 -2 
1.033 x 10 -2 
8.709 x 10 -3 
8.880 x 10~ 3 
8.567 x 10 -3 
7.715 x 10“ 3 
7.700 x 10 -3 
7.099 x 10~ 3 
6.515 x 10 -3 
6.198 x 10 - " 3 
5.727 x 10~ 3 
5.811 x 10 -3 
5.251 x 10~ 3 
5.232 x 10 -3 


' r zy/Poo V oq 
9.575 x 10~ 3 
1.130 x 10 -2 
1.215 x 10 -2 
1.238 x 10~ 2 
1.217 x 10~ 2 
1.025 x 10 -2 
8.635 x 10~ 3 
6.685 x 10~ 3 
4.289 x 10 -3 
2.149 x 10~ 3 
6.491 x 10 -4 
-9.764 x 10 -5 
-4.049 x 10~ 4 
-8.877 x 10 -4 
-1.147 x 10 -4 
-4.709 x 10 -4 
4.530 x 10 -4 
5.465 x 10~ 4 
5.886 x 10 -4 
-2.009 x 10 -4 
-4.162 x 10“ 4 
-3.260 x 10~ 4 
-1.116 x 10 -3 
-1.548 x 10 -3 
-1.969 x 10~ 3 
-2.307 x 10 -3 
-2.370 x 10 -3 
-2.241 x 10 -3 
-2.573 x 10 -3 
-2.756 x 10 -3 
-3.065 x 10 -3 
-2.642 x 10 -3 
-3.000 x 10 -3 
-3.141 x 10 -3 
-2.778 x 10 -3 
-2.679 x 10~ 3 


q’7Poo v 

7.730 x 1C 

9.136 x 10 -3 
9.942 x 10~ 3 

1.057 x 10~ 2 
1.121 x 10 -2 
1.123 x 10 -2 
1.062 x 10 -2 
9.793 x 10 -3 
8.532 x 10 -3 
7.036 x 10 -3 
5.775 x 10' 3 
4.890 x 10 -3 
4.002 x 10~ 3 
3.081 x 10~ 3 
2.605 x 10 -3 
2.285 x 10~ 3 

2.137 x 10~ 3 
1.814 x 10~ 3 
1.661 x 10~ 3 
1.367 x 10~ 3 
1.144 x 10~ 3 
1.045 x 10 -3 

9.058 x 10 -4 
9.381 x 10~ 4 
6.856 x 10 -4 
6.524 x 10~ 4 
6.311 x 10 -4 
4.291 x 10 -4 
4.313 x 10 -4 
4.307 x 10 -4 
4.075 x 10 -4 
4.543 x 10~ 4 
3.613 x 10~ 4 
3.473 x 10~ 4 
3.469 x 10~ 4 
3.264 x 10~ 4 


. 08*1 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 


y/L 


T 

OO ’ QQ 


p/p^V 


1.336 x 10 


=2 


T zx/ PocV 


4.997 x 10 


oq : 


-3 


r zy/Poo V r)n 


-2.669 x 10 




q”/poo v ; 


3“ 

oo T QQ, 


3.051 x 10 


-4 


0.9333 

0.0733 

0.9400 

0.0733 

0.9467 

0.0733 

0.9533 

0.0733 

0.9600 

0.0733 

0.9667 

0.0733 

0.9733 

0.0733 

0.9800 

0.0733 

0.9867 

0.0733 

0.9933 

0.0733 

1.0000 

0.073 J. 

0.4667 

0.0800 

0.4733 

0.0800 

0.4800 

0.0800 

0.4867 

0.0800 

0.4933 

0.0800 

0.5000 

0.0800 

0.5067 

0.0800 

0.5133 

0.0800 

0.5200 

0.0800 

0.5267 

0.0800 

0.5333 

0.0800 

0.5400 

0.0800 

0.5467 

0.0800 

0.5533 

0.0800 

0.5600 

0.0800 

0.5667 

0.0800 

0.5733 

0.0800 

0.5800 

0.0800 

0.5867 

0.0800 

0.5933 

0.0800 

0.6000 

0.0800 

0.6067 

0.0800 

0.6133 

0.0800 

0.6200 

0.0800 

0.6267 

0.0800 


1.208 x 10~ 2 
1.169 x 10 -2 
1.127 x 10~ 2 
1.100 x 10~ 2 
1.034 x 10~ 2 
9.568 x 10 -3 
9.157 x 10“ 3 
8.724 x 10~ 3 
8.430 x 10 -3 
8.038 x 10~ 3 
3.379 x 10 -2 
3.661 x 10~ 2 
3.733 x 10~ 2 
4.080 x 10 -2 
4.168 x 10~ 2 
4.559 x 10~ 2 
4.651 x 10 -2 
5.083 x 10 -2 
5.184 x 10~ 2 
5.711 x 10 -2 
5.840 x 10~ 2 
6.289 x 10~ 2 
6.403 x 10~ 2 
6.781 x 10 -2 
6.880 x 10~ 2 
7.257 x 10 -2 
7.361 x 10 -2 
7.649 x 10 -2 
7.824 x 10 -2 
7.902 x 10 -2 
8.149 x 10~ 2 
8.171 x 10 -2 
8.375 x 10~ 2 
8.418 x 10 -2 
8.535 x 10~ 2 


4.221 x 10~ 3 
4.146 x 10~ 3 
3.806 x 10 -3 
3.584 x 10~ 3 
3.339 x 10~ 3 
3.240 x 10~ 3 
3.175 x 10~ 3 
3.038 x 10~ 3 
3.044 x 10~ 3 
2.931 x 10~ 3 
9.541 x 10~ 3 
9.030 x 10~ 3 
8.847 x 10~ 3 
7.991 x 10~ 3 
7.779 x 10~ 3 

6.022 x 10~ 3 
5.592 x 10~ 3 
3.212 x 10 -3 
2.655 x 10~ 3 
1.416 x 10 -3 
1.118 x 10~ 3 

2.022 x 10 -4 
-2.909 x 10 -5 
-8.717 x 10 -4 
-1.095 x 10~ 3 
-1.671 x 10~ 3 
-1.839 x 10~ 3 
-2.134 x 10 -3 
-2.341 x 10~ 3 
-2.405 x 10 -3 
-2.682 x 10 -3 
-2.710 x 10 -3 
-2.964 x 10~ 3 
-3.060 x 10~ 3 
-3.637 x 10~ 3 


-2.635 x 10~ 3 
-2.489 x 10 -3 
-2.342 x 10~ 3 
-2.255 x 10" 3 
-2.016 x 10 -3 
-1.941 x 10~ 3 
-1.923 x 10 -3 
-1.841 x 10 -3 
-1.782 x 10~ 3 
-1.625 x 10~ 3 
-5.111 x 10 -5 
-3.364 x 10~ 7 
-1.095 x 10~ 5 
1.575 x 10~ 4 
1.916 x 10~ 4 
4.488 x 10~ 4 
5.006 x 10~~ 4 
7.159 x 10~ 4 
7.815 x 10 -4 
1.056 x 10 -3 
1.129 x 10 -3 
1.018 x 10 -3 
9.885 x 10 -4 
1.307 x 10~ 3 
1.361 x 10 -3 
1.549 x 10~ 3 
1.573 x 10~ 3 
1.646 x 10~ 3 
1.601 x 10 -3 
1.715 x 10 -3 
1.774 x 10 -3 
1.781 x 10 -3 
1.849 x 10 -3 
1.874 x 10 -3 
2.202 x 10 -3 


2.451 x 10~ 4 
2.111 x 10~ 4 
2.239 x 10~ 4 
2.303 x 10 -4 
2.212 x 10 -4 
1.947 x 10 -4 
1.907 x 10~ 4 
1.765 x 10 -4 
1.726 x 10 -4 
1.788 x 10 -4 
4.508 x 10~ 3 
4.731 x 10 -3 
4.773 x 10 -3 
4.823 x 10~ 3 
4.825 x 10 -3 
4.447 x 10 -3 
4.345 x 10 -3 
3.966 x 10 -3 
3.873 x 10~ 3 
3.795 x 10 -3 
3.769 x 10~ 3 
3.480 x 10 -3 
3.407 x 10~ 3 
3.158 x 10 -3 
3.096 x 10 -3 
2.937 x 10 -3 
2.897 x 10 -3 
2.784 x 10~ 3 
2.715 x 10~ 3 
2.675 x 10~ 3 
2.576 x 10 -3 
2.567 x 10~ 3 
2.495 x 10 -3 
2.507 x 10 -3 
2.675 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo 

r zx/ Poo^no 

T zy/ Poo^'nq 

TwT 

0.6333 

0.0800 

8.571 x 10 -2 

-4.018 x 10 -3 

2.480 x 10 _,i 

2.792 x 10 

0.6400 

0.0800 

8.654 x 10 -2 

-4.735 x 10~ 3 

2.830 x 10 -3 

3.031 x 10 -3 

0.6467 

0.0800 

8.696 x 10 -2 

-5.416 x 10 -3 

3.307 x 10 -3 

3.287 x 10“ 3 

0.6533 

0.0800 

8.867 x 10 -2 

-7.126 x 10 -3 

4.099 x 10 -3 

3.821 x 10 -3 

0.6600 

0.0800 

8.930 x 10~ 2 

-7.604 x 10~ 3 

4.358 x 10 -3 

3.983 x 10 -3 

0.6667 

0.0800 

9.239 x 10~ 2 

-9.156 x 10~ 3 

5.081 x 10 -3 

4.560 x 10 -3 

0.6733 

0.0800 

9.687 x 10 -2 

-1.082 x 10 -2 

6.470 x 10 -3 

5.207 x 10 -3 

0.6800 

0.0800 

1.007 x 10 -1 

-1.219 x 10 -2 

7.785 x 10 -3 

5.861 x 10 -3 

0.6867 

0.0800 

1.111 x 10 -1 

-1.355 x 10 -2 

9.487 x 10~ 3 

6.862 x 10 -3 

0.6933 

0.0800 

1.200 x 10 -1 

-1.410 x 10 -2 

1.024 x 10 -2 

7.649 x 10~ 3 

0.7000 

0.0800 

1.306 x 10 -1 

-1.402 x 10 -2 

1.153 x 10~ 2 

8.508 x 10 -3 

0.7067 

0.0800 

1.455 x 10“ 1 

-1.267 x 10 -2 

1.293 x 10 -2 

9.557 x 10 -3 

0.7133 

0.0800 

1.559 x 10 _1 

-1.010 x 10 -2 

1.314 x 10~ 2 

; 1.034 x 10~ 2 

0.7200 

0.0800 

1.673 x 10 -1 

-6.379 x 10 -3 

1.310 x 10 -2 

1.099 x 10~ 2 

0.7267 

0.0800 

1.754 x 10 -1 

-1.503 x HT 3 

1.263 x 10 -2 

1.134 x 10 -2 

0.7333 

0.0800 

1.783 x 10 -1 

4.596 x 10 3 

1.068 x 10 -2 

1.122 x 10 -2 

0.7400 

0.0800 

1.765 x 10 -1 

1.012 x 10~ 2 

8.647 x 10 -3 

1.051 x 10 -2 

0.7467 

0.0800 

1.680 x 10 -1 

1.563 x 10~ 2 

5.930 x 10~ 3 

9.416 x 10~ 3 

0.7533 

0.0800 

1.542 x 10 -1 

1.927 x 10~ 2 

3.849 x 10 -3 

8.148 x 10 -3 

0.7600 

0.0800 

1.388 x 10 -1 

2.080 x 10~ 2 

2.071 x 10 -3 

6.770 x 10 -3 

0.7667 

0.0800 

1.208 x 10 -1 

2.084 x 10 -2 

2.228 x 10 -4 

5.273 x 10 -3 

0.7733 

0.0800 

1.042 x 10 _1 

1.923 x 10 -2 

-1.057 x 10 -3 

4.093 x 10 -3 

0.7800 

0.0800 

9.395 x 10~ 2 

1.767 x 10~ 2 

-1.141 x 10 -3 

3.459 x 10 -3 

0.7867 

0.0800 

8.533 x 10~ 2 

1.647 x 10' 2 

-9.331 x 10 -4 

2.898 x 10 -3 

0.7933 

0.0800 

7.684 x 10 -2 

1.510 x 10 -2 

-7.858 x 10 -4 

2.412 x 10 -3 

0.8000 

0.0800 

7.233 x 10 -2 

1.402 x 10~ 2 

-3.632 x 10~ 4 

2.174 x 10 -3 

0.8067 

0.0800 

6.655 x 10 -2 

1.331 x 10 -2 

-4.832 x 10 -5 

1.902 x 10 -3 

0.8133 

0.0800 

6.215 x 10 -2 

1.279 x 10~ 2 

1.226 x 10 -4 

1.766 x 10 -3 

0.8200 

0.0800 

5.690 x 10~ 2 

1.184 x 10 -2 

5.219 x 10 -5 

1.445 x 10 -3 

0.8267 

0.0800 

5.233 x 10 -2 

1.216 x 10~ 2 

1.069 x 10 -5 

1.347 x 10 -3 

0.8333 

0.0800 

4.725 x 10 -2 

1.250 x 10~ 2 

-5.533 x 10~ 4 

1.366 x 10 -3 

0.8400 

0.0800 

4.250 x 10 -2 

1.135 x 10 -2 

-1.038 x 10 -3 

1.055 x 10 -3 

0.8467 

0.0800 

3.903 x 10 -2 

1.113 x 10~ 2 

-1.437 x 10 -3 

1.032 x 10~ 3 

0.8533 

0.0800 

3.548 x 10 -2 

1.063 x 10 -2 

-1.443 x 10 -3 

9.259 x 10 -4 

0.8600 

0.0800 

3.171 x 10~ 2 

9.532 x 10 -3 

-2.280 x 10 -3 

8.166 x 10 -4 

0.8667 

0.0800 

2.906 x 10 -2 

9.354 x 10~ 3 

-2.187 x 10 -3 

7.644 x 10 -4 


Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/PooV^ 

T zx/Pcx> V oq 

T zy/f , oo V 00 

■5’VPooVX, 

0.8733 

0.0800 

2.623 x 10 -2 

8.175 x 10 -3 

-2.121 x 10~ 3 

5.174 x 10~ 4 

0.8800 

0.0800 

2.408 x 10 -2 

8.111 x 10~ 3 

-2.588 x 10 -3 

5.751 x 10 -4 

0.8867 

0.0800 

2.199 x 10 -2 

7.606 x 10 -3 

-2.780 x 10 -3 

5.912 x 10 -4 

0.8933 

0.0800 

2.045 x 10~ 2 

7.661 x 10 -3 

-3.203 x 10~ 3 

5.560 x 10~ 4 

0.9000 

0.0800 

1.885 x 10~ 2 

6.777 x 10 -3 

-2.943 x 10~ 3 

5.484 x 10 -4 

0.9067 

0.0800 

1.772 x 10~ 2 

6.365 x 10 -3 

-2.999 x 10“ 3 

4.368 x 10 -4 

0.9133 

0.0800 

1.746 x 10~ 2 

6.033 x 10~ 3 

-3.029 x 10 -3 

3.425 x 10~ 4 

0.9200 

0.0800 

1.699 x 10~ 2 

5.835 x 10~ 3 

-3.318 x 10~ 3 

3.920 x 10 -4 

0.9267 

0.0800 

1.540 x 10 -2 

5.411 x 10~" 3 

-2.903 x 10 -3 

4.320 x 10~ 4 

0.9333 

0.0800 

1.434 x 10 -2 

5.194 x 10~ 3 

-2.768 x 10 -3 

3.888 x 10~ 4 

0.9400 

0.0800 

1.328 x 10~ 2 

4.595 x 10~ 3 

-2.674 x 10 -3 

3.059 x 10 -4 

0.9467 

0.0800 

1.241 x 10“ 2 

4.251 x 10~ 3 

-2.493 x 10 -3 

2.743 x 10~ 4 

0.9533 

0.0800 

1.215 x 10 -2 

3.987 x 10 -3 

-2.440 x 10 -3 

2.677 x 10 -4 

0.9600 

0.0800 

1.175 x 10~ 2 

3.798 x 10 -3 

-2.385 x 10 -3 

2.465 x 10 -4 

0.9667 

0.0800 

1.083 x 10~ 2 

3.752 x 10 -3 

-2.180 x 10~ 3 

2.085 x 10 -4 

0.9733 

0.0800 

1.046 x 10~ 2 

3.680 x 10~ 3 

-2.131 x 10~ 3 

2.142 x 10 -4 

0.9800 

0.0800 

9.782 x 10 -3 

3.475 x 10~ 3 

-2.037 x 10 -3 

2.086 x 10~ 4 

0.9867 

0.0800 

9.213 x 10 -3 

3.368 x 10~ 3 

-1.954 x 10 -3 

1.983 x 10 -4 

0.9933 

0.0800 

8.526 x 10' 3 

3.135 x 10 -3 

-1.836 x 10~ 3 

1.756 x 10~ 4 

1.0000 

0.0800 

7.965 x 10 -3 

3.015 x 10 -3 

-1.491 x 10~ 3 

1.808 x 10 -4 

0.4667 

0.0867 

3.462 x 10~ 2 

9.719 x 10~ 3 

8.262 x 10~ 5 

4.659 x 10 -3 

0.4733 

0.0867 

3.515 x 10~ 2 

9.645 x 10~ 3 

1.152 x 10 -4 

4.722 x 10 -3 

0.4800 

0.0867 

3.817 x 10~ 2 

8.608 x 10~ 3 

6.214 x 10~ 5 

4.856 x 10 -3 

0.4867 

0.0867 

3.887 x 10 -2 

8.371 x 10~ 3 

6.027 x 10 -5 

4.895 x 10 -3 

0.4933 

0.0867 

4.296 x 10 -2 

7.317 x 10 -3 

3.716 x 10 -4 

4.778 x 10 -3 

0.5000 

0.0867 

4.392 x 10~ 2 

7.044 x 10 -3 

4.477 x 10~ 4 

4.752 x 10 -3 

0.5067 

0.0867 

4.801 x 10 -2 

4.824 x 10 -3 

5.427 x 10 -4 

4.235 x 10 -3 

0.5133 

0.0867 

4.902 x 10~ 2 

4.308 x 10 -3 

5.590 x 10~ 4 

4.129 x 10~ 3 

0.5200 

0.0867 

5.337 x 10 -2 

2.355 x 10 -3 

8.501 x 10 -4 

3.876 x 10 -3 

0.5267 

0.0867 

5.442 x 10" 2 

1.938 x 10~ 3 

9.041 x 10~ 4 

3.829 x 10 -3 

0.5333 

0.0867 

5.943 x 10 -2 

8.962 x 10~ 4 

1.077 x 10~ 3 

3.669 x 10 -3 

0.5400 

0.0867 

6.054 x 10~ 2 

6.552 x 10 -4 

1.102 x 10~ 3 

3.623 x 10 -3 

0.5467 

0.0867 

6.465 x 10~ 2 

-1.588 x 10“ 4 

1.272 x 10~~ 3 

3.350 x 10~ 3 

0.5533 

0.0867 

6.553 x 10 -2 

-3.396 x 10" 4 

1.337 x 10 -3 

3.286 x 10 -3 

0.5600 

0.0867 

6.954 x 10 -2 

-1.172 x 10~ 3 

1.571 x 10~ 3 

3.044 x 10 -3 

0.5667 

0.0867 

7.044 x 10 -2 

-1.347 x 10 -3 

1.647 x 10~ 3 

2.988 x 10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo 

r z x/ PoX, 

r zy/ Poo^'nq 

"fwT 

0.5733 

0.0867 

7.405 x 10 1 

-1.836 x 10 -3 

1.788 x 10~ A 

2.872 x 10 

0.5800 

0.0867 

7.516 x 10“ 2 

-1.974 x 10 -3 

1.884 x 10 -3 

2.833 x 10“ 3 

0.5867 

0.0867 

7.704 x 10 -2 

-2.180 x 10 -3 

1.833 x 10 -3 

2.753 x 10“ 3 

0.5933 

0.0867 

7.894 x 10 -2 

-2.361 x 10 -3 

2.019 x 10“ 3 

2.648 x 10 -3 

0.6000 

0.0867 

7.929 x 10~ 2 

-2.401 x 10 -3 

2.021 x 10 -3 

2.632 x 10 -3 

0.6067 

0.0867 

8.178 x 10 -2 

-2.706 x 10~ 3 

2.107 x 10 -3 

2.505 x 10“ 3 

0.6133 

0.0867 

8.203 x 10 -2 

-2.741 x 10 -3 

2.158 x 10“ 3 

2.489 x 10“ 3 

0.6200 

0.0867 

8.411 x 10“ 2 

-3.227 x 10 -3 

2.310 x 10“ 3 

2.602 x 10“ 3 

0.6267 

0.0867 

8.432 x 10“ 2 

-3.286 x 10 -3 

2.345 x 10 -3 

2.617 x 10“ 3 

0.6333 

0.0867 

8.553 x 10“ 2 

-4.137 x 10 -3 

2.757 x 10“ 3 

2.838 x 10“ 3 

0.6400 

0.0867 

8.574 x 10“ 2 

-4.312 x 10 -3 

2.911 x 10 -3 

2.912 x 10“ 3 

0.6467 

0.0867 

8.682 x 10~ 2 

-5.315 x 10 -3 

3.350 x 10 -3 

3.262 x 10“ 3 

0.6533 

0.0867 

8.763 x 10“ 2 

-6.144 x 10~ 3 

4.063 x 10“ 3 

3.528 x 10 -3 

0.6600 

0.0867 

8.946 x 10“ 2 

-7.700 x 10 -3 

4.957 x 10“ 3 

4.087 x 10“ 3 

0.6667 

0.0867 

9.090 x 10“ 2 

-8.362 x 10 -3 

5.348 x 10“ 3 

4.334 x 10“ 3 

0.6733 

0.0867 

9.417 x 10“ 2 

-9.839 x 10~ 3 

6.148 x 10“ 3 

4.871 x 10“ 3 

0.6800 

0.0867 

9.920 x 10“ 2 

-1.131 x 10” 2 

7.626 x 10“ 3 

5.604 x 10“ 3 

0.6867 

0.0867 

1.044 x 10“ 1 

-1.209 x 10“ 2 

8.929 x 10 -3 

6.228 x 10“ 3 

0.6933 

0.0867 

1.162 x 10“' 

-1.356 x 10 -2 

1.034 x 10“ 2 

7.249 x 10~ 3 

0.7000 

0.0867 

1.253 x 10~ 1 

-1.369 x 10 -2 

1.153 x 10“ 2 

8.038 x 10 -3 

0.7067 

0.0867 

1.400 x 10 _1 

-1.272 x 10“ 2 

1.289 x 10 -2 

9.247 x 10 -3 

0.7133 

0.0867 

1.498 x 10 1 

-1.069 x 10“ 2 

1.343 x 10 -2 

9.963 x 10“ 3 

0.7200 

0.0867 

1.634 x 10“ 4 

-6.438 x 10 -3 

1.363 x 10“ 2 

1.078 x 10 -2 

0.7267 

0.0867 

1.721 x 10 -1 

-1.367 x 10 -3 

1.319 x 10“ 2 

1.111 x 10 -2 

0.7333 

0.0867 

1.766 x 10 -1 

4.161 x 10 -3 

1.153 x 10 -2 

1.107 x 10 -2 

0.7400 

0.0867 

1.744 x 10 _1 

1.087 x 10 -2 

9.139 x 10 -3 

1.038 x 10~ 2 

0.7467 

0.0867 

1.657 x 10 _1 

1.531 x 10" 2 

7.055 x 10 -3 

9.450 x 10 -3 

0.7533 

0.0867 

1.530 x 10 _1 

1.859 x 10~ 2 

4.528 x 10~ 3 

8.154 x 10 -3 

0.7600 

0.0867 

1.381 x 10 -1 

2.063 x 10 -2 

2.311 x 10 -3 

6.872 x 10 -3 

0.7667 

0.0867 

1.246 x 10 _1 

2.096 x 10~ 2 

2.915 x 10 -4 

5.638 x 10 -3 

0.7733 

0.0867 

1.116 x 10 _1 

2.037 x 10 -2 

-8.663 x 10“ 4 

4.730 x 10 -3 

0.7800 

0.0867 

1.011 x 10 _1 

1.912 x 10“ 2 

-1.077 x 10 -3 

4.010 x 10“ 3 

0.7867 

0.0867 

8.834 x 10 -2 

1.704 x 10 -2 

-1.213 x 10“ 3 

3.093 x 10 -3 

0.7933 

0.0867 

7.954 x 10" 2 

1.623 x 10“ 2 

-1.861 x 10“ 3 

2.740 x 10 -3 

0.8000 

0.0867 

7.382 x 10“ 2 

1.490 x 10 -2 

-1.590 x 10 -3 

2.433 x 10“ 3 

0.8067 

0.0867 

6.655 x 10“ 2 

1.360 x 10“ 2 

-9.567 x 10“ 4 

2.017 x 10“ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


0.8133 

0.8200 

0.8267 

0.8333 

0.8400 

0.8467 

0.8533 

0.8600 

0.8667 

0.8733 

0.8800 

0.8867 

0.8933 

0.9000 

0.9067 

0.9133 

0.9200 

0.9267 

0.9333 

0.9400 

0.9467 

0.9533 

0.9600 

0.9667 

0.9733 

0.9800 

0.9867 

0.9933 

1.0000 

0.4667 

0.4733 

0.4800 

0.4867 


0.0867 


Pfo» V «J 

6.365 x 10^ 


0.0867 5.792 x 10' 

0.0867 5.208 x 10' 

0.0867 4.846 x 10' 

0.0867 4.515 x 10' 

0.0867 4.005 x 10' 

0.0867 3.651 x 10' 

0.0867 3.241 x 10' 

0.0867 2.834 x 10' 

0.0867 2.802 x 10" 

0.0867 2.541 x 10' 

0.0867 2.277 x 10' 

0.0867. 2.181 x 10' 
0.0867 2.122 x 10' 

0.0867 1.927 x 10' 

0.0867 1.825 x 10' 

0.0867 1.707 x 10' 

0.0867 1.590 x 10’ 

0.0867 1.556 x 10' 

0.0867 1.437 x 10' 

0.0867 1.274 x 10' 

0.0867 1.274 x 10' 

0.0867 1.275 x 10' 

0.0867 1.176 x 10' 

0.0867 1.088 x 10' 

0.0867 1.042 x 10' 

0.0867 9.601 x 10' 

0.0867 9.260 x 10' 

0.0867 9.263 x 10' 

0.0933 3.430 x 10" 

0.0933 3.524 x 10" 

0.0933 3.763 x 10" 

0.0933 3.902 x 10' 


1.176 x 10' 
1.088 x 10' 
1.042 x 10' 
9.601 x 10' 
9.260 x 10' 
9.263 x 10' 
3.430 x 10' 
3.524 x 10' 
3.763 x 10' 
3.902 x 10' 


0.4933 0.0933 4.233 x 10' 


0.5000 


0.0933 

0.0933 


4.404 x 10' 
4.735 x 10' 


r zx/ 

1.393 x 10 2 
1.257 x 10 -2 
1.243 x 10 -2 
1.225 x 10 -2 
1.183 x 10 -2 
1.130 x 10~ 2 
1.061 x 10 -2 
1.009 x 10 -2 
9.284 x 10~ 3 
9.489 x 10" 3 
8.855 x 10 -3 
8.029 x 10~ 3 
7.849 x 10~ 3 
8.002 x 10~ 3 
6.915 x 10~ 3 
6.385 x 10 -3 
6.148 x 10~ 3 
5.693 x 10 -3 
5.456 x 10 -3 
4.984 x 10 -3 
4.440 x 10 -3 
4.334 x 10~ 3 
4.350 x 10~ 3 
4.125 x 10 -3 
3.831 x 10~ 3 
3.733 x 10~ 3 
3.580 x 10~ 3 
3.521 x 10~ 3 
3.553 x 10 -3 
9.875 x 10 -3 
9.621 x 10 -3 
8.830 x 10 -3 
8,367 x 10 -3 
7.534 x 10~ 3 
6.942 x 10~ 3 
5.141 x 10~ 3 


T zy/Poo^no 
-1.046 x 10 3 
-9.734 x 10 -4 
-7.411 x 10 -4 
-7.131 x 10 -4 
-1.008 x 10 -3 
-1.441 x 10 -3 
-1.678 x 10 -3 
-2.308 x 10 -3 
-1.991 x 10 -3 
-2.406 x 10 -3 
-2.403 x 10~ 3 
-2.881 x 10~ 3 
-3.492 x 10~ 3 
-3.245 x 10 -3 
-3.147 x 10 -3 
-3.138 x 10 -3 
-3.322 x 10~ 3 
-2.716 x 10~ 3 
-2.736 x 10 -3 
-2.805 x 10 -3 
-2.538 x 10 -3 
-2.523 x 10 -3 
-2.612 x 10~ 3 
-2.517 x 10~ 3 
-2.254 x 10~ 3 
-2.141 x 10~ 3 
-2.023 x 10~ 3 
-1.938 x 10 -3 
-1.948 x 10 -3 
9.170 x 10 -5 
1.204 x 10~ 4 
1.104 x 10 -4 
1.063 x 10~ 4 
3.965 x 10 -4 
4.787 x 10~ 4 
6.197 x 10" 4 


q’VPooV: 
1.854 x 10' 
1.643 x 10' 
1.470 x 10' 
1.393 x 10' 
1.272 x 10' 
1.065 x 10' 
1.004 x 10' 
8.263 x 10' 
7.739 x 10' 
8.864 x 10' 
7.483 x 10' 
7.226 x 10" 

7.082 x 10' 
6.552 x 10' 
5.657 x 10' 

3.987 x 10" 
4.091 x 10' 
4.138 x 10' 
3.673 x 10' 
3.515 x 10' 
3.464 x 10' 
3.326 x 10" 

3.083 x 10' 
2.670 x 10" 
2.406 x 10" 
2.318 x 10' 
2.134 x 10' 

1.988 x 10' 
1.941 x 10' 
4.629 x 10" 
4.721 x 10' 
4.830 x 10" 
4.885 x 10" 
4.795 x 10" 
4.713 x 10" 
4.279 x 10" 




377 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo 

T zx/ Poc^'oq 

0.5133 

0.0933 

4.914 x 10 T 

4.246 x 10 -3 

0.5200 

0.0933 

5.265 x 10“ 2 

2.664 x 10 -3 

0.5267 

0.0933 

5.458 x 10 -2 

1.952 x 10 -3 

0.5333 

0.0933 

5.858 x 10~ 2 

1.138 x 10" 3 

0.5400 

0.0933 

6.061 x 10“ 2 

6.702 x 10 -4 

0.5467 

0.0933 

6.386 x 10 -2 

5.475 x 10 -5 

0.5533 

0.0933 

6.559 x 10 -2 

-3.476 x 10 -4 

0.5600 

0.0933 

6.871 x 10 -2 

-1.003 x 10 -3 

0.5667 

0.0933 

7.047 x 10“ 2 

-1.348 x 10~ 3 

0.5733 

0.0933 

7.326 x 10 -2 

-1.747 x 10 -3 

0.5800 

0.0933 

7.512 x 10~ 2 

-1.967 x 10 -3 

0.5867 

0.0933 

7.651 x 10 -2 

-2.098 x 10 -3 

0.5933 

0.0933 

7.877 x 10~ 2 

-2.338 x 10 -3 

0.6000 

0.0933 

7.926 x 10 -2 

-2.381 x 10 -3 

0.6067 

0.0933 

8.101 x 10 -2 

-2.579 x 10~ 3 

0.6133 

0.0933 

8.205 x 10 -2 

-2.755 x 10 -3 

0.6200 

0.0933 

8.276 x 10 -2 

-2.931 x 10 -3 

0.6267 

0.0933 

8.430 x 10 -2 

-3.404 x 10 -3 

0.6333 

0.0933 

8.459 x 10 -2 

-3.539 x 10 -3 

0.6400 

0.0933 

8.569 x 10 -2 

-4.207 x 10 -3 

0.6467 

0.0933 

8.594 x 10 -2 

-4.485 x 10 -3 

0.6533 

0.0933 

8.734 x 10 -2 

-5.903 x 10 -3 

0.6600 

0.0933 

8.797 x 10 -2 

-6.826 x 10 -3 

0.6667 

0.0933 

9.090 x 10 -2 

-8.171 x 10 -3 

0.6733 

0.0933 

9.318 x 10~ 2 

-9.122 x 10 -3 

0.6800 

0.0933 

9.773 x 10 -2 

-1.068 x 10 -2 

0.6867 

0.0933 

1.018 x 10 -1 

-1.143 x 10 -2 

0.6933 

0.0933 

1.087 x 10 _1 

-1.250 x 10 -2 

0.7000 

0.0933 

1.205 x 10 _1 

-1.330 x 10 -2 

0.7067 

0.0933 

1.283 x 10 _1 

-1.297 x 10 -2 

0.7133 

,0.0933 

1.404 x 10 _1 

-1.181 x 10 -2 

0.7200 

0.0933 

1.532 x 10 -1 

-8.282 x 10~ 3 

0.7267 

0.0933 

1.649 x 10 _1 

-4.097 x 10 -3 

0.7333 

0.0933 

1.726 x 10 -1 

1.467 x 10 -3 

0.7400 

0.0933 

1.728 x 10 -1 

7.361 x 10“ 3 

0.7467 

0.0933 

1.687 x 10 _1 

1.255 x 10 -2 


T zy/Poo V QQ 

6.089 x 10 4 
8.809 x 10 -4 

9.279 x 10 -4 
1.091 x 10 -3 
1.137 x 10 -3 
1.339 x 10 -3 
1.379 x 10 -3 
1.618 x 10 -3 
1.672 x 10~ 3 
1.838 x 10 -3 
1.900 x 10 -3 
2.052 x 10 -3 
2.048 x 10 -3 

2.083 x 10 -3 
2.201 x 10~ 3 
2.262 x 10~ 3 
2.515 x 10 -3 
2.696 x 10 -3 
2.850 x 10 -3 
3.370 x 10 -3 
3.499 x 10 -3 

4.083 x 10~ 3 
4.836 x 10 -3 
5.815 x 10 -3 
6.423 x 10' 3 
7.634 x 10 -3 
8.722 x 10 -3 
9.996 x 10 -3 
1.161 x 10 — 2 

1.279 x 10 -2 
1.404 x 10 -2 
1.543 x 10 -2 
1.470 x 10~ 2 
1.382 x 10 -2 
1.182 x 10 -2 
9.102 x 10 -3 


q’VPooV 
4.113 x 10 
3.885 x 10 -3 
3.823 x 10 -3 
3.697 x 10 -3 
3.619 x 10 -3 
3.416 x 10~ 3 
3.283 x 10" 3 

3.084 x 10 -3 
2.989 x 10" 3 
2.896 x 10" 3 
2.834 x 10~ 3 
2.770 x 10~ 3 
2.653 x 10 -3 
2.618 x 10 -3 
2.521 x 10~ 3 
2.511 x 10 -3 
2.570 x 10 -3 
2.683 x 10 -3 
2.729 x 10~ 3 
2.975 x 10~ 3 
3.052 x 10 -3 
3.451 x 10~ 3 
3.733 x 10" 3 
4.351 x 10~ 3 
4.737 x 10~ 3 
5.429 x 10 -3 
5.951 x 10 -3 
6.709 x 10 -3 
7.677 x 10 -3 
8.368 x 10 -3 
9.294 x 10 -3 
1.018 x 10 -2 
1.086 x 10 -2 
1.111 x 10 -2 
1.071 x 10 -2 
9.854 x 10" 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/ L 

P/Poo^'L 

r zx/ Poo^ 

r zy/ ^ 00^09 

^/PooV" 

0.7533 

0.0933 

1.584 x 10 _I 

1.641 x 10 -2 

6.379 x 10 ~* 

8.614 x 10 ~ 3 

0.7600 

0.0933 

1.473 x 10 “ 1 

1.944 x 10 ~ 2 

3.788 x 10 ~ 3 

7.605 x 10 ~ 3 

0.7667 

0.0933 

1.341 x 10 _1 

2.078 x 10 ~ 2 

1.686 x 10~ 3 

6.475 x 10 ~ 3 

0.7733 

0.0933 

1.183 x 10 _1 

2.062 x 10 -2 

-9.138 x 10 ~ 5 

5.167 x 10 -3 

0.7800 

0.0933 

1.033 x 10 _1 

1.963 x 10 -2 

-1.339 x 10 ~ 3 

4.127 x 10 -3 

0.7867 

0.0933 

9.185 x 10 ~ 2 

1.790 x 10 ~ 2 

-1.648 x 10 ~ 3 

3.373 x 10 -3 

0.7933 

0.0933 

8.318 x 10 “ 2 

1.691 x 10 ~ 2 

-1.846 x 10 -3 

2.954 x 10 -3 

0.8000 

0.0933 

7.502 x 10 ~ 2 

1.564 x 10 ~ 2 

-2.015 x 10 -3 

2.432 x 10 ~ 3 

0.8067 

0.0933 

6.939 x 10 ~ 2 

1.455 x 10 ~ 2 

-1.911 x 10 -3 

2.181 x 10~ 3 

0.8133 

0.0933 

6.333 x 10 -2 

1.373 x 10 ~ 2 

-1.770 x 10 -3 

1.994 x 10 -3 

0.8200 

0.0933 

5.890 x 10 ~ 2 

1.298 x 10 -2 

-1.650 x 10 -3 

1.746 x 10 -3 

0.8267 

0.0933 

5.186 x 10 -2 

1.274 x 10 -2 

-1.524 x 10 ~ 3 

1.586 x 10 -3 

0.8333 

0.0933 

5.027 x 10 ~ 2 

1.313 x 10 -2 

-1.561 x 10 -3 

1.605 x 10 -3 

0.8400 

0.0933 

4.550 x 10 -2 

1.210 x 10~ 2 

-1.470 x 10 ~ 3 

1.292 x 10 -3 

0.8467 

0.0933 

4.168 x 10 -2 

1.115 x 10 -2 

-1.630 x 10 -3 

1.107 x 10 -3 

0.8533 

0.0933 

3.917 x 10 -2 

1.069 x 10 -2 

-2.099 x 10 ~ 3 

1.055 x 10 -3 

0.8600 

0.0933 

3.525 x 10 ~ 2 

1.025 x 10 -2 

-2.435 x 10 -3 

9.772 x 10 -4 

0.8667 

0.0933 

3.091 x 10 -2 

9.865 x 10 -3 

-2.354 x 10 -3 

9.127 x 10 ~ 4 

0.8733 

0.0933 

2.996 x 10 -2 

1.000 x 10~ 2 

-2.576 x 10 ~ 3 

9.352 x 10 ~ 4 

0.8800 

0.0933 

2.639 x 10 ~ 2 

9.159 x 10 ~ 3 

-2.709 x 10 ~ 3 

7.922 x 10 -4 

0.8867 

0.0933 

2.473 x 10 ~ 2 

9.181 x 10 ~~ 3 

-2.801 x 10 -3 

8.439 x 10 ~ 4 

0.8933 

0.0933 

2.400 x 10 -2 

8.727 x 10 -3 

-3.150 x 10 ~ 3 

7.840 x 10 ~ 4 

0.9000 

0.0933 

2.207 x 10 -2 

8.011 x 10~ 3 

-2.984 x 10 -3 

7.192 x 10~ 4 

0.9067 

0.0933 

1.971 x 10 -2 

6.879 x 10 ~ 3 

-3.347 x 10 -3 

6.899 x 10 -4 

0.9133 

0.0933 

1.836 x 10 -2 

6.452 x 10 -3 

-2.805 x 10 ~ 3 

4.566 x 10 -4 

0.9200 

0.0933 

1.786 x 10 ~ 2 

6.527 x 10 -3 

-2.646 x 10 -3 

4.652 x 10 -4 

0.9267 

0.0933 

1.699 x 10 -2 

6.335 x 10 ~ 3 

-2.758 x 10 " 3 

4.625 x 10 -4 

0.9333 

0.0933 

1.625 x 10 ~ 2 

5.907 x 10 -3 

-2.914 x 10 -3 

4.208 x 10 ~ 4 

0.9400 

0.0933 

1.542 x 10 -2 

5.384 x 10 ~ 3 

- 2.666 x 10 -3 

4.005 x 10 ~ 4 

0.9467 

0.0933 

1.426 x 10 -2 

5.078 x 10 ~ 3 

-2.777 x 10 -3 

4.107 x 10 ~ 4 

0.9533 

0.0933 

1.350 x 10 ~ 2 

4.775 x 10 -3 

-2.707 x 10 ~ 3 

3.579 x 10 -4 

0.9600 

0.0933 

1.311 x 10 ~ 2 

4.575 x 10 -3 

-2.733 x 10 -3 

3.094 x 10 -4 

0.9667 

0.0933 

1.264 x 10 -2 

4.371 x 10 '" 3 

-2.750 x 10 ~ 3 

2.824 x 10 -4 

0.9733 

0.0933 

1.148 x 10 ~ 2 

3.912 x 10 3 

-2.413 x 10 -3 

2.908 x 10 ~ 4 

0.9800 

0.0933 

1.079 x 10 -2 

3.835 x 10 -3 

-2.191 x 10 -3 

2.452 x 10~ 4 

0.9867 

0.0933 

1.030 x 10 -2 

3.919 x 10" 3 

-2.152 x 10 -3 

2.363 x 10 ~ 4 


JJBH 
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Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 

o 4 ‘ 4 r f 


x/L 

y/L 

P/PooV^ 

r zx/ PooV^ 

r zy/ PooVoo 

q”/p ro V 3 

0.9933 

0.0933 

9.926 X 10~ 3 

3.878 x 10~ 3 

-2.079 x 10 -3 

2.263 x 10 -4 

1.0000 

0.0933 

9.512 x 10 -3 

3.810 x 10 -3 

-1.978 x 10~ 3 

2.107 x 10~ 4 

0.4667 

0.1000 

3.340 x 10 -2 

1.021 x 10“ 2 

7.533 x 10~ 5 

4.532 x 10~ 3 

0.4733 

0.1000 

3.587 x 10 -2 

9.456 x 10~ 3 

1.636 x 10 -4 

4.729 x 10~ 3 

0.4800 

0.1000 

3.623 x 10 -2 

9.351 x 10~ 3 

1.746 x 10~ 4 

4.758 x 10 -3 

0.4867 

0.1000 

4.017 x 10~ 2 

8.307 x 10~ 3 

3.789 x 10~ 4 

4.861 x 10~ 3 

0.4933 

0.1000 

4.079 x 10~ 2 

8.159 x 10 -3 

4.160 x 10~ 4 

4.878 x 10~ 3 

0.5000 

0.1000 

4.503 x 10 -2 

6.245 x 10 -3 

7.286 x 10 -4 

4.451 x 10 -3 

0.5067 

0.1000 

4.569 x 10~ 2 

5.937 x 10~ 3 

7.906 x 10~ 4 

4.376 x 10“ 3 

0.5133 

0.1000 

5.012 x 10 -2 

3.635 x 10 -3 

9.209 x 10 -4 

3.941 x 10“ 3 

0.5200 

0.1000 

5.083 x 10~ 2 

3.270 x 10 -3 

9.565 x 10~ 4 

3.869 x 10~ 3 

0.5267 

0.1000 

5.590 x 10 -2 

1.868 x 10 -3 

1.086 x 10 -3 

3.790 x 10 -3 

0.5333 

0.1000 

5.672 x 10~ 2 

1.653 x 10~ 3 

1.109 x 10~ 3 

3.776 x 10~ 3 

0.5400 

0.1000 

6.149 x 10 -2 

6.793 x 10 -4 

1.386 x 10 -3 

3.609 x 10 -3 

0.5467 

0.1000 

6.225 x 10~ 2 

5.367 x 10 -4 

1.436 x 10 -3 

3.586 x 10 -3 

0.5533 

0.1000 

6.626 x 10 -2 

-4.987 x 10 -4 

1.638 x 10~ 3 

3.218 x 10 -3 

0.5600 

0.1000 

6.691 x 10~ 2 

-6.560 x 10~ 4 

1.678 x 10~ 3 

3.165 x 10~ 3 

0.5667 

0.1000 

7.111 x 10~ 2 

-1.485 x 10~ 3 

1.824 x 10~ 3 

2.970 x 10~ 3 

0.5733 

0.1000 

7.183 x 10 -2 

-1.625 x 10 -3 

1.850 x 10~ 3 

2.939 x 10 -3 

0.5800 

0.1000 

7.514 x 10 -2 

-1.953 x 10 -3 

2.073 x 10 -3 

2.825 x 10 -3 

0.5867 

0.1000 

7.645 x 10“ 2 

-2.084 x 10~ 3 

2.181 x 10~ 3 

2.780 x 10~ 3 

0.5933 

0.1000 

7.746 x 10 -2 

-2.168 x 10 -3 

2.171 x 10 -3 

2.713 x 10 -3 

0.6000 

0.1000 

7.992 x 10 2 

-2.378 x 10 -3 

2.252 x 10 -3 

2.527 x 10~ 3 

0.6067 

0.1000 

8.004 x 10“ 2 

-2.387 x 10 -3 

2.261 x 10 -3 

2.516 x 10~ 3 

0.6133 

0.1000 

8.194 x 10 -2 

-2.747 x 10 -3 

2.500 x 10~ 3 

2.551 x 10~ 3 

0.6200 

0.1000 

8.237 x 10“ 2 

-2.835 x 10~ 3 

2.578 x 10 -3 

2.559 x 10 -3 

0.6267 

0.1000 

8.368 x 10~ 2 

—3.197 x 10~ 3 

2.738 x 10 -3 

2.649 x 10~ 3 

0.6333 

0.1000 

8.450 x 10 -2 

-3.499 x 10~ 3 

2.911 x 10 -3 

2.728 x 10 -3 

0.6400 

0.1000 

8.485 x 10 -2 

-3.688 x 10~ 3 

3.168 x 10~ 3 

2.797 x 10 -3 

0.6467 

0.1000 

8.583 x 10~ 2 

-4.624 x 10“ 3 

3.830 x 10 -3 

3.080 x 10 -3 

0.6533 

.0.1000 

8.611 x 10~ 2 

-4.965 x 10 -3 

3.997 x 10~ 3 

3.183 x 10 -3 

0.6600 

0.1000 

8.761 x 10~ 2 

-6.661 x 10 -3 

4.841 x 10 -3 

3.668 x 10 -3 

0.6667 

0.1000 

8.878 x 10 -2 

—7.312 x 10~ 3 

5.605 x 10 -3 

4.001 x 10 -3 

0.6733 

0.1000 

9.266 x 10~ 2 

-8.892 x 10 -3 

6.775 x 10 -3 

4.783 x 10 -3 

0.6800 

0.1000 

9.508 x 10~ 2 

-9.662 x 10 -3 

7.520 x 10 -3 

5.138 x 10 -3 

0.6867 

0.1000 

1.015 x 10 -1 

-1.121 x 10~ 2 

9.165 x 10 -3 

5.964 x 10 -3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 

* >* .* '* 

X /L y/ L P/Poo^ nn ^zx/PqoXqo T zy / Poo^nq ^ VPqo^ 

0.6933 0.1000 1.049 x lCT 1 -1.175 x 10“ 2 9.916 x 10“ 3 6.341 x 10 

0.7000 0.1000 1.138 x 10 _1 -1.243 x 10~ 2 1.160 x 10~ 2 7.150 x 10 -3 

0.7067 0.1000 1.256 x 10 _1 -1.199 x 10 -2 1.362 x 10 -2 8.172 x 10 -3 

0.7133 0.1000 1.389 x 10 _1 -1.075 x 10 -2 1.473 x 10 -2 9.245 x 10 -3 

0.7200 0.1000 1.507 x 10 -1 -8.193 x 10 -3 1.560 x 10 -2 1.002 x 10 -2 

0.7267 0.1000 1.608 x 10 1 -4.634 x 10 -3 1.529 x 10 -2 1.059 x 10 -2 

0.7333 0.1000 1.675 x 10 _1 -3.359 x 10 -4 1.457 x 10~ 2 1.087 x 10 -2 

0.7400 0.1000 1.697 x 10 _1 4.126 x 10" 3 1.323 x 10 -2 1.085 x 10“ 2 

0.7467 0.1000 1.699 x 10 -1 9.336 x 10 -3 1.089 x 10 -2 1.025 x 10 -2 

0.7533 0.1000 1.652 x 10 -1 1.401 x 10~ 2 8.491 x 10 -3 9.179 x 10 -3 

0.7600 0.1000 1.534 x lO^ 1 1.783 x 10~ 2 5.289 x 10 -3 8.095 x 10~ 3 

0.7667 0.1000 1.401 x 10 _1 2.010 x 10~ 2 2.644 x 10 -3 6.922 x 10~ 3 

0.7733 0.1000 1.247 xlO -1 2.059 x 10" 2 4.949 x 10 -4 5.703 x 10 -3 

0.7800 0.1000 1.111 x 10 _1 2.005 x 10 -2 -1.218 x 10 -3 4.763 x 10 -3 

0.7867 0.1000 9.961 x 10 -2 1.875 x 10~ 2 -2.060 x 10“ 3 3.952 x 10~ 3 

0.7933 0.1000 9.028 x 10~ 2 1.800 x 10~ 2 -2.254 x 10 -3 3.373 x 10~ 3 

0.8000 0.1000 7.936 x 10 -2 1.604 x 10~ 2 -2.542 x 10~ 3 2.694 x 10 -3 

0.8067 0.1000 7.232 x 10 -2 1.463 x 10 -2 -2.227 x 10 -3 2.339 x 10 -3 

0.8133 0.1000 6.636 x 10 -2 1.409 x 10~ 2 -2.188 x 10 -3 2.124 x 10 -3 

0.8200 0.1000 5.992 x 10“ 2 1.337 x 10 -2 -2.140 x 10 -3 1.814 x 10~ 3 

0.8267 0.1000 5.516 x 10~ 2 1.323 x 10~ 2 -2.220 x 10 -3 1.738 x 10 -3 

0.8333 0.1000 5.119 x 10~ 2 1.311 x 10~ 2 -2.152 x 10 -3 1.607 x 10 -3 

0.8400 0.1000 4.712 x 10~ 2 1.236 x 10~ 2 -1.873 x 10~ 3 1.504 x 10~ 3 

0.8467 0.1000 4.239 x 10~ 2 1.140 x 10~ 2 -2.581 x 10 -3 1.301 x 10" 3 

0.8533 0.1000 3.953 x 10~ 2 1.054 x 10~ 2 -2.981 x 10~ 3 1.167 x 10 -3 

0.8600 0.1000 3.701 x 10 -2 1.006 x 10 -2 -2.922 x 10 -3 1.084 x 10 -3 

0.8667 0.1000 3.466 x 10~ 2 9.384 x 10~ 3 -2.644 x 10~ 3 9.096 x 10~ 4 

0.8733 0.1000 3.138 x 10~ 2 9.356 x 10~ 3 -2.654 x 10~ 3 9.366 x 10 -4 

0.8800 0.1000 2.742 x 10 -2 9.186 x 10~ 3 -2.829 x 10 -3 7.739 x 10 -4 

0.8867 0.1000 2.566 x 10 -2 9.284 x 10 -3 -3.193 x 10~ 3 8.908 x 10 -4 

0.8933 0.1000 2.523 x 10 -2 8.719 x 10~ 3 -2.927 x 10 -3 8.016 x 10 -4 

0.9000 0.1000 2.338 x 10 -2 8.142 x 10~ 3 -3.051 x 10~ 3 7.738 x 10 -4 

0.9067 0.1000 2.143 x 10 -2 7.646 x 10 -3 -3.037 x 10~ 3 6.950 x 10“ 4 

0.9133 0.1000 2.035 x 10 -2 7.229 x 10 -3 -3.294 x 10 -3 6.127 x 10 -4 

0.9200 0.1000 1.889 x 10 -2 6.960 x 10“ 3 -2.900 x 10 -3 5.393 x 10 -4 

0.9267 0.1000 1.735 x 10~ 2 6.348 x 10~ 3 -2.925 x 10 -3 5.223 x 10 -4 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

o.iooo 

o.iooo 

o.iooo 

0.1000 

0.1000 

0.1000 

0.1000 

0.1000 

0.1000 

0.1000 

0.1000 

0.1067 


P/PooVt 
1.691 x 10" 
1.637 x 10" 
1.502 x 10" 
1.452 x 10" 
1.342 x 10" 
1.294 x 10" 
1.250 x 10' 
1.158 x 10' 
1.036 x 10' 
1.017 x 10' 
9.703 x 10' 
3.389 x 10' 


0.1067 3.516 x 10" 


0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 


3.680 x 10" 
3.872 x 10" 
4.137 x 10" 
4.366 x 10" 
4.613 x 10" 
4.832 x 10" 
5.136 x 10' 
5.394 x 10“ 

5.714 x 10“ 
5.958 x 10“ 
6.238 x 10“ 
6.434 x 10" 

6.715 x 10" 
6.920 x 10“ 
7.194 x 10" 
7.364 x 10" 
7.628 x 10" 
7.752 x 10" 
7.911 x 10" 
8.021 x 10" 
8.078 x 10" 
8.241 x 10" 
8.300 x 10' 


r zx/ Poo^oq 
6.079 x 10"' 
5.854 x 10" 
5.354 x 10" 
5.030 x 10" 
4.817 x 10" 
4.593 x 10" 
4.445 x 10" 
4.125 x 10" 
4.009 x 10" 
4.001 x 10" 
4.020 x 10" 
1.008 x 10" 
9.661 x 10" 
9.206 x 10" 
8.693 x 10" 
7.885 x 10" 
6.938 x 10" 
5.565 x 10" 
4.319 x 10" 
3.175 x 10" 
2.428 x 10" 
1.638 x 10" 
1.146 x 10" 
4.290 x 10" 
-1.212 x 10' 
-7.665 x 10' 
-1.239 x 10' 
-1.612 x 10' 
-1.797 x 10' 
-2.034 x 10' 
-2.076 x 10' 
-2.271 x 10' 
-2.413 x 10' 
-2.500 x 10" 
-2.794 x 10' 
-2.883 x 10" 


T zy/ PooVqo 

-2.975 x 10" 3 
-2.807 x 10" 3 
-2.760 x 10“ 3 
-2.721 x 10 -3 
-2.740 x 10" 3 
-2.567 x 10" 3 
-2.465 x 10“ 3 
-2.374 x 10 -3 
-2.179 x 10" 3 
-2.143 x 10 -3 
-1.998 x 10" 3 
1.463 x 10" 4 
2.231 x 10" 4 
3.025 x 10" 4 
4.830 x 10" 4 
5.372 x 10" 4 
7.140 x 10" 4 
8.470 x 10" 4 
9.765 x 10" 4 
1.048 x 10" 3 
1.178 x 10" 3 
1.260 x 10“ 3 
1.463 x 10“ 3 
1.556 x 10" 3 
1.729 x 10" 3 
1.793 x 10~ 3 
1.940 x 10~ 3 
1.961 x 10~ 3 
2.115 x 10~ 3 
2.192 x 10~ 3 
2.252 x 10" 3 
2.284 x 10" 3 
2.357 x 10" 3 
2.461 x 10“ 3 
2.612 x 10" 3 
2.656 x 10" 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


0.6333 

0.6400 

0.6467 

0.6533 

0.6600 

0.6667 

0.6733 

0.6800 

0.6867 

0.6933 

0.7000 

0.7067 

0.7133 

0.7200 

0.7267 

0.7333 

0.7400 

0.7467 

0.7533 

0.7600 

0.7667 

0.7733 

0.7800 

0.7867 

0.7933 

0.8000 

0.8067 

0.8133 

0.8200 

0.8267 

0.8333 

0.8400 

0.8467 

0.8533 

0.8600 

0.8667 


y/ L 

P/^ooV^ 

0.1067 

8.399 x 10~ 2 

0.1067 

8.467 x 10 -2 

0.1067 

8.487 x 10~ 2 

0.1067 

8.592 x 10 -2 

0.1067 

8.616 x 10 -2 

0.1067 

8.846 x 10 -2 

0.1067 

9.038 x 10 -2 

0.1067 

9.382 x 10 -2 

0.1067 

9.673 x 10 -2 

0.1067 

1.030 x 10” 1 

0.1067 

1.129 x 10 -1 

0.1067 

1.205 x 10” 1 

0.1067 

1.280 x 10 _1 

0.1067 

1.399 x 10 _1 

0.1067 

1.536 x 10 _1 

0.1067 

1.636 x 10 _1 

0.1067 

1.674 x 10“ 1 

0.1067 

1.700 x 10” 1 

0.1067 

1.654 x 10” 1 

0.1067 

1.557 x 10” 1 

0.1067 

1.451 x 10” 1 

0.1067 

1.331 x 10” 1 

0.1067 

1.211 x 10” 1 

0.1067 

1.083 x 10” 1 

0.1067 

9.609 x 10~ 2 

0.1067 

8.660 x 10 -2 

0.1067 

7.606 x 10 -2 

0.1067 

6.754 x 10” 2 

0.1067 

6.284 x 10” 2 

0.1067 

5.757 x 10” 2 

0.1067 

5.376 x 10” 2 

0.1067 

4.814 x 10” 2 

0.1067 

4.377 x 10 -2 

0T067 

4.138 x 10 -2 

0.1067 

3.835 x 10” 2 

0.1067 

3.504 x 10 -2 


T Zx/ PqqV cyp ' 

—3.281 x 10^ 
-3.569 x 10” 3 
-4.146 x 10” 3 
-5.282 x 10” 3 
-5.517 x 10” 3 
-7.082 x 10” 3 
-7.841 x 10 -3 
-9.189 x 10” 3 
-1.008 x 10 -2 
-1.118 x 10~ 2 
-1.171 x 10~ 2 
-1.147 x 10~ 2 
-1.082 x 10~ 2 
-9.669 x 10” 3 
-5.624 x 10” 3 
-7.873 x 10” 4 
3.721 x 10” 3 
8.508 x 10” 3 
1.332 x 10” 2 
1.705 x 10” 2 
1.956 x 10 -2 
2.065 x 10” 2 
2.068 x 10” 2 
1.997 x 10” 2 
1.877 x 10“ 2 
1.760 x 10 -2 
1.594 x 10 -2 
1.484 x 10 -2 
1.413 x 10 -2 
1.332 x 10” 2 
1.327 x 10~ 2 
1.255 x 10” 2 
1.212 x 10 -2 
1.149 x 10~ 2 
1.061 x 10~ 2 
9.658 x 10” 3 


T zy/ Poo V ncj 
2.976 x 10 3 
3.135 x 10~ 3 
3.600 x 10 -3 
4.187 x 10 -3 
4.353 x 10” 3 
5.609 x 10” 3 
6.925 x 10 -3 
7.784 x 10” 3 
8.507 x 10 -3 
1.014 x 10 -2 
1.223 x 10” 2 

1.327 x 10” 2 
1.423 x 10 -2 
1.542 x 10 -2 
1.595 x 10~ 2 
1.481 x 10 -2 

1.328 x 10 -2 
1.184 x 10” 2 
8.818 x 10” 3 
6.228 x 10 -3 
3.700 x 10 -3 
1.859 x 10~ 3 

-1.064 x 10 -4 
-1.809 x 10 -3 
-2.565 x 10 -3 
-2.900 x 10 -3 
-2.909 x 10 -3 
-2.990 x 10 -3 
-3.114 x 10 -3 
-2.530 x 10 -3 
-2.598 x 10 -3 
-2.593 x 10 -3 
-2.852 x 10 -3 
-3.100 x 10 -3 
-2.965 x 10“ 3 
-2.899 x 10~ 3 


tfVPooV; 


2.692 

X 

10”' 3 

2.762 

X 

10” 3 

2.960 

X 

10” 3 

3.329 

X 

10 -3 

3.412 

X 

10 -3 

3.951 

X 

10” 3 

4.415 

X 

10 -3 

5.004 

X 

10~ 3 

5.431 

X 

10” 3 

6.150 

X 

10 -3 

7.086 

X 

10“ 3 

7.762 

X 

10 -3 

8.424 

X 

10 -3 

9.267 

X 

10 -3 

1.011 

X 

10 -2 

1.064 

X 

10” 2 

1.063 

X 

10” 2 

1.031 

X 

10” 2 

9.407 

X 

10“ 3 

8.440 

X 

10” 3 

7.460 

X 

10 -3 

6.577 

X 

10 -3 

5.504 

X 

10 -3 

4.541 

X 

10 -3 

3.780 

X 

10 -3 

3.162 

X 

10 -3 

2.548 

X 

10 -3 

2.285 

X 

10 -3 

2.047 

X 

10“ 3 

1.859 

X 

10 -3 

1.801 

X 

10 -3 

1.563 

X 

10 -3 

1.444 

X 

10” 3 

1.304 

X 

10” 3 

1.211 

X 

10” 3 

9.975 

X 

10 -4 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

0.1067 


P/loo V -x 
3.333 x 10' 


0.1067 2.866 x 10" 


2.626 x 10' 
2.598 x 10' 
2.465 x 10' 
2.266 x 10' 
2.183 x 10' 
2.063 x 10' 
1.938 x 10' 
1.809 x 10' 
1.730 x 10' 
1.616 x 10' 
1.555 x 10' 
1.467 x 10" 
1.363 x 10" 


0.1067 1.262 x 10" 


0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 

0.1067 


0.5333 

0.5400 

0.5467 

0.5533 

0.5600 


0.1067 

0.1067 

0.1067 

0.1067 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 

0.1133 


1.212 x 10" 
1.123 x 10' 
1.071 x 10" 
1.043 x 10' 
3.446 x 10' 
3.475 x 10' 
3.742 x 10" 
3.789 x 10" 
4.223 x 10' 
4.300 x 10' 
4.668 x 10' 
4.734 x 10' 
5.208 x 10' 
5.295 x 10" 
5.777 x 10" 
5.868 x 10' 
6.258 x 10' 
6.334 x 10' 
6.748 x 10' 


0.5667 I 0.1133 I 6.828 x 10" 


r zx/ PoqVq, 
9.382 x 10~* 
8.988 x 10" 
9.035 x 10" 
8.880 x 10" 
8.492 x 10" 
7.655 x 10" 
7.046 x 10" 
7.263 x 10“ 
6.854 x 10“ 
6.340 x 10" 
6.131 x 10“ 
5.612 x 10“ 
5.313 x 10" 
5.072 x 10" 
4.843 x 10" 
4.699 x 10" 
4.553 x 10" 
4.321 x 10" 
4.328 x 10" 
4.286 x 10" 
9.910 x 10" 
9.764 x 10" 
9.061 x 10" 
8.936 x 10" 
7.591 x 10" 
7.349 x 10" 
5.024 x 10" 
4.607 x 10" 
2.966 x 10" 
2.681 x 10" 
1.590 x 10" 
1.394 x 10" 
2.722 x 10" 
6.070 x 10" 
-9.544 x 10' 
-1.161 x 10' 


r zy/Poo V OQ 
-2.856 x 10" 3 
-3.027 x 10" 3 
-3.611 x 10" 3 
-3.333 x 10" 3 
-3.224 x 10" 3 
-3.200 x 10" 3 
-2.979 x 10" 3 
-3.546 x 10" 3 
-3.338 x 10" 3 
-2.986 x 10" 3 
-2.893 x 10" 3 
-2.925 x 10" 3 
-3.030 x 10 -3 
-3.050 x 10 -3 
-2.845 x 10" 3 
-2.425 x 10" 3 
-2.434 x 10" 3 
-2.395 x 10" 3 
-2.367 x 10" 3 
-2.330 x 10" 3 
2.244 x 10" 4 
2.405 x 10" 4 
4.916 x 10" 4 
5.429 x 10" 4 
6.908 x 10" 4 
7.099 x 10" 4 
9.568 x 10" 4 
1.005 x 10" 3 
1.188 x 10" 3 
1.216 x 10" 3 
1.472 x 10" 3 
1.509 x 10~ 3 
1.739 x 10" 3 
1.780 x 10" 3 
1.968 x 10" 3 
2.001 x 10" 3 


q’VPooV; 

1.010 x 10" 
8.447 x 10" 
8.175 x 10" 
7.701 x 10" 
7.282 x 10" 
7.226 x 10" 
5.475 x 10" 
6.132 x 10" 
5.846 x 10" 
5.745 x 10" 

4.826 x 10" 
4.286 x 10" 
4.340 x 10" 
4.466 x 10 
3.459 x 10" 
3.068 x 10" 
2.914 x 10" 
2.732 x 10" 
2.823 x 10" 

2.827 x 10" 
4.611 x 10' 
4.616 x 10" 
4.768 x 10' 
4.792 x 10' 
4.691 x 10" 
4.667 x 10' 
4.093 x 10' 
3.986 x 10' 
3.858 x 10" 
3.836 x 10' 
3.775 x 10' 
3.766 x 10" 
3.378 x 10' 
3.305 x 10" 
3.056 x 10' 



Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

0.5733 

0.1133 

0.5800 

0.1133 

0.5867 

0.1133 

0.5933 

0.1133 

0.6000 

0.1133 

0.6067 

0.1133 

0.6133 

0.1133 

0.6200 

0.1133 

0.6267 

0.1133 

0.6333 

0.1133 

0.6400 

0.1133 

Q.6467 

0.1133 

0.6533 

0.1133 

0.6600 

0.1133 

0.6667 

0.1133 

0.6733 

0.1133 

0.6800 

0.1133 

0.6867 

0.1133 

0.6933 

0.1133 

0.7000 

0.1133 

0.7067 

0.1133 

0.7133 

0.1133 

0.7200 

0.1133 

0.7267 

0.1133 

0.7333 

0.1133 

0.7400 

0.1133 

0.7467 

0.1133 

0.7533 

0.1133 

0.7600 

0.1133 

0.7667 

0.1133 

0.7733 

0.1133 

0.7800 

0.1133 

0.7867 

0.1133 

0.7933 

0.1133 

0.8000 

0.1133 

0.8067 

0.1133 




M. 1 1 

7.218 

X 

10~ 2 

7.305 

X 

10~ 2 

7.601 

X 

10 -2 

7.761 

X 

10 -2 

7.810 

X 

10 -2 

8.029 

X 

10 -2 

8.058 

X 

10~ 2 

8.177 

X 

10~ 2 

8.279 

X 

10~ 2 

8.355 

X 

10 -2 

8.388 

X 

10 -2 

8.444 

X 

10~ 2 

8.499 

X 

10~ 2 

8.612 

X 

10 -2 

8.667 

X 

10~ 2 

8.955 

X 

10“ 2 

9.138 

X 

10~ 2 

9.513 

X 

10~ 2 

1.005 

X 

10 -1 

1.045 

X 

10 -1 

1.135 

X 

10 _1 

1.257 

X 

10 _1 

1.363 

X 

10 _1 

1.482 

X 

10 -1 

1.577 

X 

10 _1 

1.629 

X 

10 -1 

1.662 

X 

10 -1 

1.658 

X 

10 -1 

1.603 

X 

10 -1 

1.507 

X 

10 _1 

1.376 

X 

10 _1 

1.233 

X 

10 _1 

1.099 

X 

10 _1 

1.014 

X 

10 _1 

9.189 

X 

10 -2 

8.287 

X 

10 -2 


T zx/ 

-1.623 x 10~ 3 
-1.747 x 10 -3 
-1.927 x 1CT 3 
-2.059 x 10~ 3 
-2.112 x 10 -3 
-2.408 x 10 -3 
-2.457 x 10“ 3 
-2.573 x 10 -3 
-2.802 x 10 -3 
-2.968 x 10 -3 
-3.300 x 10~ 3 
-3.947 x 10 -3 
-4.399 x 10 -3 
-5.328 x 10" 3 
-5.746 x 10~ 3 
-7.394 x 10~ 3 
-8.127 x 10 -3 
-9.403 x 10~ 3 
-1.032 x 10~ 2 
-1.077 x 10~ 2 
-1.110 x 10 -2 
-1.083 x 10 -2 
-9.501 x 10~ 3 
-6.588 x 10~ 3 
-2.559 x 10~ 3 
1.076 x 10“ 3 
5.252 x 10~ 3 
9.937 x 10~ 3 
1.442 x 10~ 2 
1.778 x 10 -2 
1.987 x 10 -2 
2.055 x 10“ 2 
1.993 x 10“ 2 
1.914 x 10 -2 
1.817 x 10 -2 
1.720 x 10~ 2 


' r zy/Poo V Q q 
2.118 x 10~ 3 
2.131 x 10 -3 
2.252 x 10 -3 
2.265 x 10~ 3 
2.341 x 10~ 3 
2.456 x 10 -3 
2.454 x 10~ 3 
2.724 x 10~ 3 

2.814 x 10~ 3 
3.217 x 10 -3 
3.318 x 10~ 3 
3.514 x 10~ 3 
4.125 x 10~ 3 
4.937 x 10~ 3 
5.439 x 10~ 3 
6.809 x 10 -3 
7.451 x 10~ 3 
8.786 x 10“ 3 
1.001 x 10 -2 
1.108 x 10 -2 
1.306 x 10 -2 
1.471 x 10~ 2 
1.551 x 10 -2 
1.624 x 10~ 2 
1.594 x 10 -2 
1.532 x 10 -2 
1.398 x 10 -2 
1.162 x 10 -2 

8.814 x 10~ 3 
5.692 x 10 -3 
2.863 x 10 -3 
3.576 x 10 -4 
-1.576 x 10 -3 
-2.449 x 10~ 3 
-3.127 x 10 -3 
-3.432 x 10 -3 


q”/PooV; 


2.919 x 10 _o 
2.901 x 10~ 3 
2.763 x 10 -3 
2.691 x 10 -3 
2.668 x 10 -3 
2.575 x 10~ 3 
2.566 x 10~ 3 
2.549 x 10 -3 
2.582 x 10~ 3 
2.670 x 10~ 3 
2.750 x 10 -3 
2.906 x 10 -3 
3.147 x 10 -3 
3.474 x 10 -3 
3.637 x 10 -3 
4.272 x 10 -3 
4.591 x 10 -3 
5.168 x 10 -3 
5.788 x 10 -3 
6.218 x 10 -3 
7.160 x 10 -3 
8.242 x 10~ 3 
8.958 x 10 -3 
9.734 x 10 -3 
1.028 x 10 -2 
1.039 x 10 -2 
1.024 x 10 -2 
9.774 x 10 -3 
9.009 x 10~ 3 
8.006 x 10~ 3 
6.856 x 10~ 3 
5.684 x 10" 3 

4.815 x 10 -3 
4.194 x 10~ 3 
3.487 x 10 -3 


Table A.4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/ L 

0.8133 

0.1133 

0.8200 

0.1133 

0.8267 

0.1133 

0.8333 

0.1133 

0.8400 

0.1133 

0.8467 

0.1133 

0.8533 

0.1133 

0.8600 

0.1133 

0.8667 

0.1133 

0.8733 

0.1133 

0.8800 

0.1133 

0.8867 

0.1133 

0.8933 

0.1133 

0.9000 

0.1133 

0.9067 

0.1133 

0.9133 

0.1133 

0.9200 

0.1133 

0.9267 

0.1133 

0.9333 

0.1133 

0.9400 

0.1133 

0.9467 

0.1133 

0.9533 

0.1133 

0.9600 

0.1133 

0.9667 

0.1133 

0.9733 

0.1133 

0.9800 

0.1133 

0.9867 

0.1133 

0.9933 

0.1133 

1.0000 

0.1133 

0.4667 

0.1200 

0.4733 

0.1200 

0.4800 

0.1200 

0.4867 

0.1200 

0.4933 

0.1200 

0.5000 

0.1200 

0.5067 

0.1200 


P/^oo V l 


7.428 

A J 

X 

10 1 

6.570 

X 

10 -2 

5.929 

X 

10~ 2 

5.497 

X 

10~ 2 

5.074 

X 

10~ 2 

4.568 

X 

10~ 2 

4.232 

X 

10~ 2 

4.057 

X 

10 -2 

3.773 

X 

10~ 2 

3.392 

X 

10~ 2 

3.119 

X 

10~ 2 

2.908 

X 

10~ 2 

2.764 

X 

10~ 2 

2.528 

X 

10 -2 

2.354 

X 

10 -2 

2.252 

X 

10 -2 

2.140 

X 

10~ 2 

2.040 

X 

10~ 2 

1.933 

X 

10~ 2 

1.875 

X 

10~ 2 

1.765 

X 

10~ 2 

1.664 

X 

10~ 2 

1.556 

X 

10~ 2 

1.509 

X 

10 -2 

1.447 

X 

10 -2 

1.287 

X 

10~ 2 

1.187 

X 

10 -2 

1.144 

X 

10~ 2 

1.079 

X 

10~ 2 

3.400 

X 

10 -2 

3.531 

X 

10" 2 

3.600 

X 

10 -2 

3.900 

X 

10 -2 

4.029 

X 

10~ 2 

4.359 

X 

10 -2 

4.480 

X 

10 -2 


r z x/Poo V Qo 

1.628 x 10~ 2 
1.499 x 10 -2 
1.393 x 10 -2 
1.315 x 10 -2 
1.252 x 10 -2 
1.208 x 10~ 2 
1.156 x 10~ 2 
1.094 x 10 -2 
1.039 x 10 -2 
9.572 x 10~ 3 
8.941 x 10 -3 
8.604 x 10 -3 
8.735 x 10 -3 

8.442 x 10~ 3 
8.065 x 10 -3 
7.696 x 10 -3 
7.493 x 10~ 3 
7.092 x 10~ 3 
6.600 x 10~ 3 
6.416 x 10~ 3 
6.024 x 10 -3 
5.682 x 10~ 3 
5.527 x 10~ 3 
5.498 x 10"" 3 
5.548 x 10 -3 
4.931 x 10 -3 

4.695 x 10"" 3 
4.631 x 10 -3 

4.443 x 10~ 3 
1.057 x 10 -2 
9.651 x 10~ 3 
9.362 x 10 -3 

8.696 x 10~ 3 
8.376 x 10 -3 
6.804 x 10 -3 
6.150 x 10~ 3 


r zy/Poo V QQ 
-3.695 x 10 -3 
-3.506 x 10 -3 
-3.171 x 10 -3 
-3.028 x 10' 3 
-3.192 x 10" 3 
-3.121 x lO" 3 
-3.056 x 10 -3 
-3.150 x 10 -3 
-3.287 x 10~ 3 
-3.177 x 10 -3 
-3.684 x 10 -3 
-3.585 x 10~ 3 
-3.268 x 10 -3 
-3.232 x 10“ 3 
-3.571 x 10~ 3 
-3.563 x 10 -3 
-3.567 x 10 -3 
-3.486 x 10~ 3 
-3.188 x 10~ 3 
-3.107 x 10~ 3 
-3.257 x 10~ 3 
-3.486 x 10 -3 
-3.272 x 10~ 3 
-3.166 x 10“ 3 
-2.996 x 10 -3 
-2.801 x 10~ 3 
-2.643 x 10~ 3 
-2.606 x 10 -3 
-2.423 x 10~ 3 
1.097 x 10~ 4 
2.894 x 10 -4 
3.597 x 10 -4 
7.079 x 10 -4 
8.416 x 10 -4 
7.700 x 10~ 4 
7.877 x 10 -4 


q”/Poo V o 
2.601 x 10' 
2.247 x 10" 3 
2.011 x 10~ 3 
1.825 x 10~ 3 
1.548 x 10 -3 
1.455 x 10 -3 
1.408 x 10~ 3 
1.198 x 10“ 3 

1.109 x 10 -3 
1.023 x 10~ 3 
8.996 x 10 -4 
8.267 x 10 -4 
8.603 x 10 -4 
8.103 x 10 -4 
7.631 x 10 -4 
7.251 x 10 -4 
6.615 x 10 -4 
6.054 x 10~ 4 
5.485 x 10 -4 
5.234 x 10 -4 
4.948 x 10~ 4 

5.109 x 10 -4 
4.735 x 10~ 4 
4.394 x 10 -4 
3.941 x 10~ 4 
2.959 x 10 -4 
3.081 x 10 -4 
3.170 x 10 -4 
3.009 x 10 -4 
4.640 x 10~ 3 
4.661 x 10~ 3 
4.688 x 10 -3 
4.806 x 10 -3 
4.827 x 10 -3 
4.516 x 10~ 3 
4.375 x 10 -3 



Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued) . 

« >1 ■ 

x/L y/L -p/PooV^ T zx/ P qqV m T zy/ Poo^ng. j[ If . 00 

0.5133 0.1200 4.808 x 10^ 2 4.263 x 10~ 3 1.108 x 1GT 3 3.983 x 10' 

0.5200 0.1200 4.936 x 10 -2 3.626 x 10 -3 1-227 x 10 -3 3.882 x 10~ 3 

0.5267 0.1200 5.354 x 10 -2 2.547 x 10~ 3 1.456 x 10 -3 3.833 x 10 -3 

0.5333 0.1200 5.500 x 10 -2 2.184 x 10~ 3 1.590 x 10 -3 3.815 x 10 3 

0.5400 0.1200 5.872 x 10 -2 1.239 x 10 -3 1-655 x 10 -3 3.653 x 10~ 3 

0.5467 0.1200 5.989 x 10 -2 8.979 x 10 -4 1.726 x 10 -3 3.562 x 10~ 3 

0.5533 0.1200 6.362 x 10 -2 -1.827 x 10~ 5 1.893 x 10 -3 3.253 x 10 -3 

0.5600 0.1200 6.485 x 10~ 2 -3.179 x 10 -4 1.980 x 10~ 3 3.147 x 10~ 3 

0.5667 0.1200 6.853 x 10~ 2 -1.017 x 10 -3 2.160 x 10 -3 2.996 x 10 -3 

0.5733 0.1200 6.972 x 10~ 2 -1.176 x 10 -3 2.261 x 10 -3 2.948 x 10 -3 

0.5800 0.1200 7.305 x 10 -2 -1.573 x 10~ 3 2.319 x 10 -3 2.867 x 10~ 3 

0.5867 0.1200 7.406 x 10~ 2 -1.635 x 10 -3 2.403 x 10“ 3 2.831 x 10~ 3 

0.5933 0.1200 7.692 x 10~ 2 -1.948 x 10~ 3 2.422 x 10~ 3 2.725 x 10~ 3 

0.6000 0.1200 7.770 x 10~ 2 -2.021 x 10 -3 2.503 x 10~ 3 2.702 x 10~ 3 

0.6067 0.1200 7.947 x 10 -2 -2.193 x 10 -3 -2.561 x 10 -3 2.600 x 10 -3 

0.6133 0.1200 8.005 x 10 -2 -2.252 x 10 -3 2.605 x 10 -3 2.573 x 10 -3 

0.6200 0.1200 8.189 x 10 -2 -2.477 x 10 -3 2.893 x 10 -3 2.511 x 10" 3 

0.6267 0.1200 8.201 x 10 -2 -2.514 x 10“ 3 2.920 x 10~ 3 2.523 x 10” 3 

0.6333 0.1200 8.339 x 10~ 2 -2.940 x 10 -3 3.227 x 10 -3 2.665 x 10~ 3 

0.6400 0.1200 8.350 x 10" 2 -3.259 x 10 -3 3.459 x 10~ 3 2.767 x 10 -3 

0.6467 0.1200 8.352 x 10~ 2 -3.519 x 10 -3 3.675 x 10 -3 2.858 x 10 -3 

0.6533 0.1200 8.480 x 10~ 2 -4.199 x 10 -3 4.233 x 10 -3 3.142 x 10 -3 

0.6600 0.1200 8.518 x 10 -2 -4.528 x 10 -3 4.635 x 10 -3 3.279 x 10 -3 

0.6667 0.1200 8.610 x 10~ 2 -5.237 x 10 -3 5.522 x 10~ 3 3.578 x 10~ 3 

0.6733 0.1200 8.760 x 10~ 2 -6.324 x 10 -3 6.371 x 10~ 3 3.915 x 10~ 3 

0.6800 0.1200 9.005 x 10 -2 -7.736 x 10~ 3 7.617 x 10 -3 4.465 x 10“ 3 

0.6867 0.1200 9.191 x 10~ 2 -8.312 x 10 -3 8.174 x 10 -3 4.734 x 10 -3 

0.6933 0.1200 9.636 x 10~ 2 -9.345 x 10~ 3 9.674 x 10~ 3 5.330 x 10 -3 

0.7000 0.1200 1.036 x 10 -1 -1.029 x 10~ 2 1.145 x 10 -2 6.162 x 10 -3 

0.7067 0.1200 1.117 x 10 _1 -1.068 x 10 -2 1.309 x 10 -2 6.995 x 10 -3 

0.7133 0.1200 1.171 x HF 1 -1.061 x 10 -2 1.406 x 10 -2 7.500 x 10 -3 

0.7200 0.1200 1.280 x 10 -1 -9.700 x 10 -3 1-543 x 10 -2 8.318 x 10 -3 

0.7267 0.1200 1.384 x 10" 1 -7.818 x 10 -3 1.628 x 10 -2 9.009 x 10 -3 

0.7333 0.1200 1.488 x 10 -1 -5.041 x 10 -3 1.675 x 10 -2 9.735 x 10 -3 

0.7400 0.1200 1.578 x 10 _1 -1.105 x 10~ 3 1.665 x 10~ 2 1.020 x 10 

0.7467 0.1200 1.643 x 10 -1 3.672 x 10 -3 1.546 x 10~ 2 1.029 x 10 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

pM»' 

r zx/ Poo^cq 

r Ip V 2 
T zy/^oo v oq _ 


0.7533 

0.1200 

1.648 x 10 -1 

8.547 x 10“ 3 

1.289 x 10 -2 

9.874 x 10“ 3 

0.7600 

0.1200 

1.617 x 10“ 1 

1.325 x 10 -2 

1.032 x 10 -2 

9.222 x 10 -3 

0.7667 

0.1200 

1.545 x 10 _1 

1.682 x 10 -2 

7.206 x 10~ 3 

8.357 x 10~ 3 

0.7733 

0.1200 

1.447 x 10 -1 

1.910 x 10~ 2 

4.322 x 10 -3 

7.444 x 10 -3 

0.7800 

0.1200 

1.326 x 10 _1 

2.022 x 10~ 2 

2.057 x 10~ 3 

6.430 x 10~ 3 

0.7867 

0.1200 

1.207 x 10” 1 

2.040 x 10~ 2 

4.454 x 10 -6 

5.531 x 10“ 3 

0.7933 

0.1200 

1.104 x 10 -1 

1.990 x 10“ 2 

-1.665 x 10 -3 

4.735 x 10 -3 

0.8000 

0.1200 

9.951 x 10~ 2 

1.900 x 10 -2 

-2.796 x 10~ 3 

3.934 x 10 -3 

0.8067 

0.1200 

8.813 x 10“ 2 

1.805 x 10~ 2 

-3.438 x 10 -3 

3.384 x 10 -3 

0.8133 

0.1200 

7.870 x 10 -2 

1.710 x 10 -2 

-3.891 x 10“ 3 

2.941 x 10~ 3 

0.8200 

0.1200 

7.158 x 10“ 2 

1.613 x 10“ 2 

-3.988 x 10 -3 

2.588 x 10 -3 

0.8267 

0.1200 

6.433 x 10 -2 

1.498 x 10 -2 

-4.039 x 10 -3 

2.223 x 10 -3 

0.8333 

0.1200 

5.907 x 10“ 2 

1.390 x 10 -2 

-3.809 x 10~ 3 

1.952 x 10~ 3 

0.8400 

0.1200 

5.396 x 10 -2 

1.314 x 10“ 2 

-4.061 x 10 -3 

1.737 x 10 -3 

0.8467 

0.1200 

4.853 x 10~ 2 

1.261 x 10 -2 

-3.729 x 10 -3 

1.668 x 10 -3 

0.8533 

0.1200 

4.472 x 10“ 2 

1.181 x 10~ 2 

-3.748 x 10“ 3 

1.410 x 10“ 3 

0.8600 

0.1200 

4.175 x 10“ 2 

1.129 x 10 -2 

-3.799 x 10“ 3 

1.206 x 10“ 3 

0.8667 

0.1200 

3.861 x 10 -2 

1.081 x 10“ 2 

-3.670 x 10“ 3 

1.166 x 10“ 3 

0.8733 

0.1200 

3.599 x 10“ 2 

1.009 x 10“ 2 

-3.832 x 10 -3 

1.126 x 10“ 3 

0.8800 

0.1200 

3.395 x 10 -2 

9.507 x 10 -3 

-3.813 x 10 -3 

9.793 x 10 -4 

0.8867 

0.1200 

3.165 x 10“ 2 

8.946 x 10 -3 

-3.547 x 10~ 3 

8.876 x 10“ 4 

0.8933 

0.1200 

2.915 x 10 -2 

8.546 x 10“ 3 

-3.163 x 10 -3 

8.564 x 10 -4 

0.9000 

0.1200 

2.591 x 10 -2 

8.058 x 10~ 3 

-3.184 x 10“ 3 

7.895 x 10~ 4 

0.9067 

0.1200 

2.490 x 10 -2 

8.472 x 10~ 3 

-3.874 x 10 -3 

8.104 x 10 -4 

0.9133 

0.1200 

2.378 x 10~ 2 

8.060 x 10 -3 

-3.502 x 10 -3 

7.808 x 10 -4 

0.9200 

0.1200 

2.206 x 10 -2 

7.868 x 10 -3 

-3.564 x 10~ 3 

7.836 x 10“ 4 

0.9267 

0.1200 

2.057 x 10~ 2 

6.987 x 10 -3 

-3.420 x 10 -3 

6.384 x 10 -4 

0.9333 

0.1200 

2.000 x 10“ 2 

6.904 x 10~ 3 

-3.537 x 10 -3 

5.257 x 10~ 4 

0.9400 

0.1200 

1.965 x 10~ 2 

6.739 x 10 -3 

-3.528 x 10 -3 

5.211 x 10 -4 

0.9467 

0.1200 

1.873 x 10“ 2 

6.405 x 10" 3 

-3.572 x 10 -3 

5.346 x 10 -4 

0.9533 

0.1200 

1.744 x 10 -2 

5.996 x 10 -3 

-3.634 x 10 -3 

5.284 x 10 -4 

0.9600 

0.1200 

1.705 x 10 -2 

6.059 x 10 -3 

-3.674 x 10 -3 

5.221 x 10“ 4 

0.9667 

0.1200 

1.625 x 10 -2 

6.062 x 10 -3 

-3.524 x 10 -3 

4.954 x 10 -4 

0.9733 

0.1200 

1.484 x 10 -2 

5.626 x 10 -3 

-3.182 x 10 -3 

3.944 x 10“ 4 

0.9800 

0.1200 

1.420 x 10 -2 

5.394 x 10 -3 

-3.100 x 10 -3 

3.397 x 10~ 4 

0.9867 

0.1200 

1.250 x 10“ 2 

4.981 x 10“ 3 

-2.797 x 10 -3 

3.502 x 10 -4 



Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


0.1200 

0.1200 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 

0.1267 


P/Por,V^ 

1.217 x 10" 
1.136 x 10" 
3.395 x 10" 
3.529 x 10“ 
3.584 x 10" 
3.907 x 10" 
4.011 x 10" 
4.354 x 10" 
4.460 x 10" 
4.803 x 10" 
4.909 x 10" 
5.339 x 10“ 
5.472 x 10" 
5.837 x 10" 
5.959 x 10" 
6.334 x 10“ 
6.457 x 10" 
6.828 x 10" 
6.948 x 10" 
7.272 x 10“ 
7.388 x 10' 
7.631 x 10“ 
7.765 x 10" 
7.935 x 10“ 
7.982 x 10“ 
8.103 x 10“ 
8.185 x 10“ 
8.212 x 10“ 
8.306 x 10" 
8.337 x 10“ 
8.408 x 10“ 
8.474 x 10“ 
8.556 x 10' 
8.692 x 10“ 
8.793 x 10“ 
9.090 x 10“ 


r zx/ Poo^nq 
4.891 xlO 3 
4.705 x 10" 3 
1.063 x 10" 2 
9.632 x 10“ 3 
9.392 x 10“ 3 
8.682 x 10~ 3 
8.457 x 10 -3 
6.740 x 10“ 3 
6.247 x 10“ 3 
4.230 x 10“ 3 
3.681 x 10“ 3 
2.560 x 10“ 3 
2.244 x 10“ 3 
1.276 x 10“ 3 

9.609 x 10“ 4 
3.840 x 10“ 5 
-2.563 x 10“ 4 
-9.156 x 10“ 4 
-1.127 x 10“ 3 
-1.465 x 10“ 3 
-1.603 x 10" 3 
-1.828 x 10" 3 
-2.009 x 10“ 3 
-2.146 x 10" 3 
-2.196 x 10 -3 
-2.302 x 10" 3 
-2.502 x 10“ 3 
-2.595 x 10" 3 
-3.204 x 10" 3 
-3.446 x 10" 3 
-3.793 x 10" 3 
-4.265 x 10" 3 
-4.836 x 10“ 3 
-6.018 x 10" 3 
-6.627 x 10“ 3 
-7.789 x 10" 3 


T zy / Poo V no _ 

-2.738 x 10" 3 
-2.569 x 10" 3 
9.779 x 10" 5 
3.094 x 10“ 4 
3.502 x 10“ 4 
7.684 x 10“ 4 
8.622 x 10“ 4 
7.903 x 10“ 4 
7.740 x 10 -4 
1.147 x 10 -3 
1.236 x 10" 3 
1.543 x 10" 3 

1.610 x 10" 3 
1.719 x 10" 3 
1.731 x 10 -3 
1.938 x 10" 3 
1.986 x 10" 3 
2.217 x 10 -3 
2.278 x 10" 3 
2.388 x 10" 3 

2.418 x 10“ 3 
2.494 x 10" 3 
2.515 x 10“ 3 
2.594 x 10 -3 

2.610 x 10 -3 
2.894 x 10““ 3 
3.134 x 10 -3 
3.353 x 10~ 3 
3.570 x 10“ 3 
3.669 x 10~ 3 
4.427 x 10" 3 
4.844 x 10~ 3 
5.333 x 10 -3 

6.418 x 10 -3 
6.976 x 10“ 3 
8.331 x 10 -3 


Table A. 4: Surface variables on upper plate, fine grid (con 


T zx / Poo 

r zy/ P(X)V nq 

q/Poo V 

-9.064 x 10 -3 

9.637 x 10 -3 

5.244 x 10~ 3 

-9.664 x 10 -3 

1.136 x 10 -2 

5.907 x 10 -3 

-1.003 x 10~ 2 

1.267 x 10~ 2 

6.524 x 10~ 3 

-9.876 x 10 -3 

1.379 x 10 -2 

6.911 x 10 -3 

-9.434 x 10 -3 

1.529 x 10~ 2 

7.821 x 10 -3 

-8.046 x 10 -3 

1.628 x 10~ 2 

8.671 x 10 -3 

-5.265 x 10 -3 

1.675 x 10 -2 

9.432 x 10 -3 

-1.525 x 10 -3 

1.686 x 10~ 2 

9.844 x 10~ 3 

2.025 x 10 -3 

1.602 x 10“ 2 

9.869 x 10 -3 

5.985 x 10 -3 

1.462 x 10 -2 

9.793 x 10~ 3 

1.003 x 10 -2 

1.250 x 10 -2 

9.443 x 10“ 3 

1.360 x 10~ 2 

9.954 x 10 -3 

8.901 x 10~ 3 

1.708 x 10 -2 

6.870 x 10 -3 

8.161 x 10 -3 

1.951 x 10~ 2 

4.115 x 10 -3 

7.297 x 10 -3 

2.019 x 10~ 2 

1.453 x 10 -3 

6.243 x 10~ 3 

2.049 x 10 -2 

-9.545 x 10~ 4 

5.207 x 10~ 3 

1.956 x 10" 2 

-2.300 x 10~ 3 

4.335 x 10~ 3 

1.900 x 10 -2 

-3.438 x 10 -3 

3.779 x 10~ 3 

1.817 x 10~ 2 

-3.780 x 10 -3 

3.447 x 10 -3 

1.708 x 10~ 2 

-3.934 x 10 -3 

3.006 x 10 -3 

1.615 x 10~ 2 

-4.005 x 10~ 3 

2.562 x 10~ 3 

1.496 x 10 -2 

-4.155 x 10~ 3 

2.167 x 10 -3 

1.381 x 10 -2 

-4.260 x 10 -3 

1.914 x 10 -3 

1.307 x 10 -2 

-4.410 x 10 -3 

1.779 x 10 -3 

1.238 x 10 -2 

-4.263 x 10 -3 

1.587 x 10 -3 

1.177 x 10 -2 

-4.333 x 10 -3 

1.431 x 10 -3 

1.135 x 10 -2 

-4.056 x 10 -3 

1.336 x 10 -3 

1.092 x 10~ 2 

-4.170 x 10 -3 

1.234 x 10 -3 

1.036 x 10“ 2 

-4.356 x 10 -3 

1.092 x 10~ 3 

9.778 x 10 -3 

-4.429 x 10 -3 

1.003 x 10 -3 

9.102 x 10~ 3 

-4.077 x 10~ 3 

9.256 x 10 -4 

8.778 x 10~ 3 

-3.718 x 10 -3 

9.087 x 10 -4 

8.613 x 10~ 3 

-3.948 x 10 -3 

8.614 x 10 -4 

8.316 x 10 -3 

-3.733 x 10 -3 

7.762 x 10 -4 

7.748 x 10~ 3 

-3.547 x 10 -3 

7.383 x 10~ 4 

7.398 x 10~ 3 

-3.582 x 10 -3 

7.244 x 10~ 4 
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Table A*4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo vl 1 

T zx/Poo V oq ... 

0.9333 

0.1267 

2.048 x 10 -2 

7.026 x 10 -3 

0.9400 

0.1267 

2.049 x 10 -2 

6.984 x 10 -3 

0.9467 

0.1267 

1.972 x 10 -2 

6.695 x 10 -3 

0.9533 

0.1267 

1.930 x 10 -2 

6.625 x 10~ 3 

0.9600 

0.1267 

1.761 x 10 -2 

6.232 x 10 -3 

0.9667 

0.1267 

1.661 x 10 -2 

6.198 x 10~ 3 

0.9733 

0.1267 

1.590 x 10~ 2 

5.896 x 10~ 3 

0.9800 

0.1267 

1.455 x 10~ 2 

5.536 x 10 -3 

0.9867 

0.1267 

1.349 x 10 -2 

5.299 x 10 -3 

0.9933 

0.1267 

1.266 x 10~ 2 

5.129 x 10 -3 

1.0000 

0.1267 

1.281 x 10~ 2 

5.395 x 10~ 3 

0.4667 

0.1333 

3.371 x 10~ 2 

1.008 x 10 -2 

0.4733 

0.1333 

3.385 x 10~ 2 

9.899 x 10~ 3 

0.4800 

0.1333 

3.649 x 10~ 2 

9.233 x 10" 3 

0.4867 

0.1333 

3.701 x 10 -2 

9.095 x 10 -3 

0.4933 

0.1333 

4.076 x 10~ 2 

7.841 x 10 -3 

0.5000 

0.1333 

4.149 x 10~ 2 

7.564 x 10 -3 

0.5067 

0.1333 

4.533 x 10“ 2 

5.512 x 10 -3 

0.5133 

0.1333 

4.609 x 10~~ 2 

5.077 x 10 -3 

0.5200 

0.1333 

5.000 x 10 2 

3.364 x 10 -3 

0.5267 

0.1333 

5.078 x 10~ 2 

3.022 x 10 -3 

0.5333 

0.1333 

5.489 x 10~ 2 

2.107 x 10" 3 

0.5400 

0.1333 

5.562 x 10~ 2 

1.927 x 10 -3 

0.5467 

0.1333 

5.995 x 10 -2 

8.422 x 10 -4 

0.5533 

0.1333 

6.075 x 10 -2 

6.307 x 10 -4 

0.5600 

0.1333 

6.510 x 10 -2 

-2.861 x 10 -4 

0.5667 

0.1333 

6.593 x 10“ 2 

-4.585 x 10 -4 

0.5733 

0.1333 

6.968 x 10~ 2 

-1.035 x 10~ 3 

0.5800 

0.1333 

7.039 x 10 -2 

-1.128 x 10 -3 

0.5867 

0.1333 

7.375 x 10 -2 

-1.416 x 10 -3 

0.5933 

0.1333 

7.435 x 10 -2 

-1.445 x 10 -3 

0.6000 

0.1333 

7.715 x 10 -2 

-1.826 x 10 -3 

0.6067 

0.1333 

7.758 x 10“ 2 

-1.869 x 10 -3 

0.6133 

0.1333 

8.006 x 10~ 2 

-2.051 x 10 -3 

0.6200 

0.1333 

8.040 x 10 -2 

-2.062 x 10~ 3 

0.6267 

0.1333 

8.150 x 10 -2 

-2.400 x 10 -3 




zy / ^oo T qo 

O 


q”/p oo v 


-3.576 x 10~ 
-3.645 x 10' 
-3.818 x 10 
-3.984 x 10' 
-3.813 x 10' 
-3.635 x 10 
-3.536 x 10 
-3.250 x 10 
-3.083 x 10' 
-2.889 x 10 


-3 


-3 

-3 

-3 


-3 


5.626 x 10 
5.180 x 10 
5.473 x 10 
5.773 x 10 
5.382 x 10 
5.078 x 10 
4.346 x 10 
3.663 x 10' 
3.697 x 10' 
3.611 x 10' 


-4 

-4 

-4 

-4 

-4 

-4 


-3.031 x 10 -3 

3.798 x 10 -4 

2.685 x 10" 4 

4.599 x 10“ 3 

2.997 x 10 -4 

4.596 x 10~ 3 

6.275 x 10 -4 

4.695 x 10“ 3 

7.066 x 10 -4 

4.716 x 10~ 3 

8.181 x 10“ 4 

4.658 x 10~ 3 

8.333 x 10 -4 

4.634 x 10 -3 

1.015 x 10 -3 

4.189 x 10 -3 

1.068 x 10~ 3 

4.091 x 10 -3 

1.462 x 10 -3 

3.842 x 10 -3 

1.564 x 10 -3 

3.792 x 10 -3 

1.748 x 10 -3 

3.750 x 10" 3 

1.805 x 10 -3 

3.733 x 10 -3 

1.885 x 10 -3 

3.512 x 10 -3 

1.915 x 10 -3 

3.465 x 10 -3 

2.117 x 10~ 3 

3.133 x 10 -3 

2.165 x 10 -3 

3.069 x 10 -3 

2.362 x 10" 3 

2.933 x 10 -3 

2.406 x 10 -3 

2.906 x 10 -3 

2.493 x 10 -3 

2.821 x 10 -3 

2.521 x 10 -3 

2.804 x 10 -3 

2.679 x 10 -3 

2.656 x 10 -3 

2.724 x 10 -3 

2.629 x 10 -3 

2.932 x 10 -3 

2.542 x 10" 3 

2.980 x 10~ 3 

2.528 x 10~ 3 

3.238 x 10 -3 

2.567 x 10~ 3 


'M 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

p WL 

T zx/ 

T zy/ Poo^'nq 

V/Po oV^ 

0.6333 

0.1333. 

8.206 x 10~ 2 

-2.570 x 10 -3 ^ 

3.362 x 10“ 3 

2.592 x 10 -3 

0.6400 

0.1333 

8.243 x 10 -2 

-2.800 x 10“ 3 

3.580 x 10“ 3 

2.685 x 10“ 3 

0.6467 

0.1333 

8.282 x 10~ 2 

-3.010 x 10“ 3 

3.865 x 10“ 3 

2.790 x 10“ 3 

0.6533 

0.1333 

8.390 x 10~ 2 

-3.680 x 10“ 3 

4.440 x 10“ 3 

3.085 x 10“ 3 

0.6600 

0.1333 

8.402 x 10~ 2 

-3.796 x 10“ 3 

4.643 x 10“ 3 

3.147 x 10“ 3 

0.6667 

0.1333 

8.473 x 10~ 2 

-4.562 x 10“ 3 

5.523 x 10“ 3 

3.406 x 10“ 3 

0.6733 

0.1333 

8.604 x 10~ 2 

-5.556 x 10“ 3 

6.278 x 10 -3 

3.718 x 10“ 3 

0.6800 

0.1333 

8.695 x 10 -2 

-6.131 x 10“ 3 

6.754 x 10~ 3 

3.922 x 10~ 3 

0.6867 

0.1333 

8.993 x 10~ 2 

-7.414 x 10“ 3 

8.362 x 10“ 3 

4.560 x 10“ 3 

0.6933 

0.1333 

9.313 x 10 -2 

-8.244 x 10“ 3 

9.530 x 10“ 3 

5.018 x 10“ 3 

0.7000 

0.1333 

9.581 x 10~ 2 

-8.862 x 10“ 3 

1.048 x 10 -2 

5.391 x 10 -3 

0.7067 

0.1333 

1.002 x 10“ 1 

-9.067 x 10“ 3 

1.191 x 10“ 2 

5.920 x 10“ 3 

0.7133 

0.1333 

1.086 x HT 1 

-9.404 x 10“ 3 

1.368 x 10~ 2 

6.688 x 10“ 3 

0.7200 

0.1333 

1.189 x 10 -1 

-9.050 x 10“ 3 

1.517 x 10~ 2 

7.511 x 10“ 3 

0.7267 

0.1333 

1.278 x 10“ 1 

-7.658 x 10“ 3 

1.620 x 10“ 2 

8.150 x 10“ 3 

0.7333 

0.1333 

1.342 x 10“ 1 

-6.128 x 10“ 3 

1.697 x 10~ 2 

8.662 x 10“ 3 

0.7400 

0.1333 

1.432 x 10 -1 

-3.801 x 10“ 3 

1.758 x 10“ 2 

9.321 x 10“ 3 

0.7467 

0.1333 

1.519 x 10" 1 

-4.707 x 10“ 4 

1.715 x 10“ 2 

9.647 x 10“ 3 

0.7533 

0.1333 

1.583 x 10 -1 

3.782 x 10“ 3 

1.580 x 10“ 2 

9.769 x 10“ 3 

0.7600 

0.1333 

1.599 x 10 -1 

8.161 x 10“ 3 

1.369 x 10“ 2 

9.502 x 10~ 3 

0.7667 

0.1333 

1.585 x 10 -1 

1.169 x 10“ 2 

1.155 x 10“ 2 

9.069 x 10“ 3 

0.7733 

0.1333 

1.538 x 10 _1 

1.529 x 10“ 2 

8.711 x 10“ 3 

8.475 x 10“ 3 

0.7800 

0.1333 

1.467 x 10 -1 

1.803 x 10“ 2 

6.048 x 10“ 3 

7.737 x 10~ 3 

0.7867 

0.1333 

1.405 x 10 -1 

1.930 x 10~ 2 

4.326 x 10 -3 

7.025 x 10“ 3 

0.7933 

0.1333 

1.291 x 10 _1 

2.041 x 10~ 2 

1.142 x 10“ 3 

6.044 x 10“ 3 

0.8000 

0.1333 

1.159 x 10 _1 

1.997 x 10“ 2 

-1.100 x 10“ 3 

5.096 x 10“ 3 

0.8067 

0.1333 

1.030 x 10 -1 

1.934 x 10“ 2 

-2.717 x 10“ 3 

4.236 x 10“ 3 

0.8133 

0.1333 

9.271 x 10“ 2 

1.853 x 10“ 2 

-3.734 x 10“ 3 

3.644 x 10“ 3 

0.8200 

0.1333 

8.212 x 10“ 2 

1.722 x 10“ 2 

-4.081 x 10“ 3 

3.054 x 10“ 3 

0.8267 

0.1333 

7.610 x 10“ 2 

1.644 x 10~ 2 

-4.234 x 10“ 3 

2.776 x 10“ 3 

0.8333 

0.1333 

7.154 x 10“ 2 

1.576 x 10“ 2 

-4.361 x 10~ 3 

2.545 x 10“ 3 

0.8400 

0.1333 

6.474 x 10“ 2 

1.477 x 10“ 2 

-4.745 x 10“ 3 

2.173 x 10“ 3 

0.8467 

0.1333 

! 5.835 x 10“ 2 

1.385 x 10“ 2 

-5.023 x 10“ 3 

1.910 x 10“ 3 

0.8533 

0.1333 

5.292 x 10“ 2 

1.319 x 10“ 2 

-4.996 x 10“ 3 

1.799 x 10“ 3 

0.8600 

0.1333 

4.932 x 10“ 2 

1.253 x 10“ 2 

-4.771 x 10“ 3 

1.647 x 10“ 3 

0.8667 

0.1333 

4.616 x 10“ 2 

1.196 x 10“ 2 

-4.535 x 10“ 3 

1.539 x 10“ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

0.1333 


P/PoqV' 
4.217 x 10' 


0.1333 3.918 x 10' 

0.1333 3.572 x 10' 

0.1333 3.371 x 10' 

0.1333 3.175 x 10" 

0.1333 2.984 x 10' 

0.1333 2.792 x 10' 

0.1333 2.631 x 10' 

0.1333 2.486 x 10' 

0.1333 2.285 x 10' 

0.1333 2.148 x 10' 

0.1333 2.080 x 10" 

0.1333 1.986 x 10" 

0.1333 1.879 x 10" 

0.1333 1.797 x 10' 

0.1333 1.680 x 10' 

0.1333 1.496 x 10' 

0.1333 1.448 x 10' 

0.1333 1.344 x 10' 

0.1333 1.295 x 10' 

0.1400 3.338 x 10' 

0.1400 3.400 x 10' 

0.1400 3.579 x 10" 

0.1400 3.713 x 10' 

0.1400 3.964 x 10' 

0.1400 4.157 x 10' 

0.1400 4.425 x 10" 

0.1400 4.619 x 10' 

0.1400 4.893 x 10' 


3.713 x 10" 
3.964 x 10" 
4.157 x 10" 
4.425 x 10" 
4.619 x 10' 
4.893 x 10" 


0.5267 0.1400 5.089 x 10' 

0.5333 0.1400 5.373 x 10' 

A' 

0.5400 0-1400 5.573 x 10' 

0.5467 0.1400 5.868 x 10" 

0.5533 0.1400 6.084 x 10' 

0.5600 0.1400 6.383 x 10' 

0.5667 0.1400 6.591 x 10" 


r zx/ 

1.120 x 10“ 
1.062 x 10" 
9.962 x 10“ 
9.411 x 10" 
9.068 x 10" 
8.673 x 10" 
8.160 x 10" 
7.537 x 10" 
7.312 x 10" 
7.056 x 10" 
6.830 x 10" 
6.876 x 10" 
6.749 x 10" 
6.432 x 10" 
6.283 x 10" 
6.052 x 10" 
5.727 x 10" 
5.636 x 10" 
5.600 x 10" 
5.471 x 10" 
1.020 x 10" 
9.867 x 10" 
9.369 x 10" 
8.992 x 10" 
8.066 x 10" 
7.428 x 10" 
5.979 x 10" 
5.031 x 10" 
3.804 x 10" 
3.043 x 10" 
2.383 x 10" 
1.918 x 10" 
1.218 x 10“ 
6.607 x 10“ 
7.334 x 10“ 
-4.286 x 10" 


T zy/Poo V oQ 

-4.471 x 10“-* 
-4.465 x 10" 3 
-4.844 x 10" 3 
-4.508 x 10" 3 
-4.168 x 10" 3 
-4.291 x 10" 3 
-3.911 x 10" 3 
-3.835 x 10" 3 
-3.874 x 10" 3 
-3.794 x 10" 3 
-3.772 x 10" 3 
-3.902 x 10" 3 
-4.123 x 10" 3 
-3.996 x 10" 3 
-3.909 x 10“ 3 
-3.832 x 10" 3 
-3.468 x 10" 3 
-3.387 x 10" 3 
-3.163 x 10" 3 
-3.072 x 10" 3 
2.839 x 10" 4 
3.569 x 10" 4 
6.379 x 10" 4 
7.308 x 10" 4 
8.514 x 10" 4 
8.743 x 10" 4 
1.036 x 10" 3 
1.096 x 10" 3 
1.355 x 10" 3 
1.545 x 10" 3 
1.676 x 10" 3 
1.811 x 10" 3 
1.910 x 10" 3 
1.950 x 10" 3 
2.120 x 10" 3 
2.195 x 10" 3 


q’VpooV; 
1.363 x 10' 
1.171 x 10' 
1.034 x 10' 
9.759 x 10' 
9.441 x 10' 
8.804 x 10' 
7.964 x 10' 
7.208 x 10' 
6.677 x 10' 
6.453 x 10* 
6.265 x 10' 
5.658 x 10' 
6.030 x 10' 
5.475 x 10" 
5.124 x 10" 
4.607 x 10' 
4.057 x 10' 
3.936 x 10" 
3.922 x 10" 
3.851 x 10' 
4.574 x 10' 


4.611 x 10' 
4.677 x 10" 
4.604 x 10" 
4.583 x 10' 
4.271 x 10" 
4.078 x 10' 
3.876 x 10" 
3.799 x 10' 
3.765 x 10' 
3.727 x 10" 
3.594 x 10' 
3.460 x 10' 
3.245 x 10' 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

05733 

0.5800 

0.5867 

0.5933 

0.6000 

0.6067 

0.6133 

0.6200 

0.6267 

0.6333 

0.6400 

0.6467 

0.6533 

0.6600 

0.6667 

0.6733 

0.6800 

0.6867 

0.6933 

0.7000 

0.7067 

0.7133 

0.7200 

0.7267 

0.7333 

0.7400 

0.7467 

0.7533 

0.7600 

0.7667 

0.7733 

0.7800 

0.7867 

0.7933 

0.8000 

0.8067 


P/OocVjT 

T zx/ ^oo V oo 

T zy/ Poo^nq 


6.840 x 10" 2 

-8.202 x 10“ 4 

2.360 x 10 -3 

2.982 x 10“ 

7.034 x 10“ 2 

-1.095 x 10" 3 

2.409 x 10 -3 

2.907 x 10" 

7.252 x 10" 2 

-1.267 x 10" 3 

2.473 x 10~ 3 

2.843 x 10“ 

7.426 x 10" 2 

-1.451 x 10" 3 

2.537 x 10~ 3 

2.786 x 10“ 

7.602 x 10" 2 

-1.695 x 10“ 3 

2.671 x 10 -3 

2.667 x 10“ 

7.751 x 10" 2 

-1.827 x 10" 3 

2.766 x 10 -3 

2.618 x 10“ 

7.887 x 10" 2 

-1.872 x 10" 3 

2.966 x 10 -3 

2.549 x 10“ 

8.007 x 10“ 2 

-2.005 x 10" 3 

3.078 x 10 -3 

2.522 x 10“ 

8.030 x 10" 2 

-2.028 x 10" 3 

3.324 x 10 -3 

2.505 x 10' 

8.135 x 10" 2 

-2.364 x 10" 3 

3.466 x 10 -3 

2.572 x 10“ 

8.207 x 10" 2 

-2.645 x IO" 3 

3.696 x 10 -3 

2.667 x 10“ 

8.268 x 10" 2 

-2.909 x 10“ 3 

3.825 x 10 -3 

2.756 x 10" 

8.305 x 10" 2 

-3.187 x 10" 3 

4.372 x 10 -3 

2.955 x 10" 

8.331 x 10" 2 

-3.353 x 10" 3 

4.695 x 10 -3 

3.078 x 10“ 

8.431 x 10“ 2 

-4.404 x 10“ 3 

5.570 x 10 -3 

3.360 x 10“ 

8.447 x 10“ 2 

-4.545 x 10 -3 

5.699 x 10 -3 

3.405 x 10“ 

8.625 x 10" 2 

-5.876 x 10 -3 

7.288 x 10 -3 

3.922 x 10“ 

8.651 x 10" 2 

-5.992 x 10 -3 

7.423 x 10 -3 

3.976 x 10" 

9.077 x 10" 2 

-7.294 x 10~ 3 

9.339 x 10 -3 

4.747 x 10" 

9.129 x 10" 2 

-7.404 x 10 -3 

9.597 x 10- 3 

4.833 x 10" 

9.817 x 10" 2 

-8.487 x 10 -3 

1.183 x 10 -2 

5.674 x 10“ 

1.058 x 10" 1 

-8.998 x 10 -3 

1.342 x 10 -2 

6.423 x 10“ 

1.111 x 10" 1 

-8.498 x 10~ 3 

1.444 x 10~ 2 

6.891 x 10“ 

1.183 x 10" 1 

-7.910 x 10 -3 

1.546 x 10 -2 

7.491 x 10“ 

1.293 x 10" 1 

-6.500 x 10 -3 

1.693 x 10 -2 

8.322 x 10“ 

1.399 x 10" 1 

-4.225 x 10~ 3 

1.789 x 10 -2 

9.112 x 10“ 

1.467 x 10" 1 

-1.689 x 10 -3 

1.764 x 10 -2 

9.329 x 10“ 

1.515 x 10" 1 

1.364 x 10 -3 

1.699 x 10 -2 

9.489 x 10“ 

1.555 x 10" 1 

5.117 x 10~ 3 

1.603 x 10 -2 

9.518 x 10“ 

1.574 x 10" 1 

9.053 x 10 -3 

1.413 x 10" 2 

9.259 x 10" 

1.558 x 10" 1 

1.279 x 10~ 2 

1.139 x 10 -2 

8.740 x 10" 

1.500 x 10" 1 

1.614 x 10 -2 

8.418 x 10 -3 

7.968 x 10" 

1.408 x 10" 1 

1.878 x KT 2 

5.004 x 10 -3 

7.138 x 10“ 

1.317 x 10" 1 

1.999 x 10~ 2 

2.163 x 10 -3 

6.306 x 10“ 

1.202 x 10 _1 

2.005 x 10 -2 

-3.818 x 10 -4 

5.429 x 10“ 

1.132 x 10" 1 

1.981 x 10 -2 

-1.343 x 10 -3 

4.920 x 10“ 



Table A. 4: Surface variables on upper plate, fine grid (con- 


y/L 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 


P/Pno V 
1.040 x 10" 
9.394 x 10" 
8.356 x 10“ 
7.495 x 10' 
6.806 x 10“ 
6.326 x 10" 
5.871 x 10" 
5.205 x 10“ 
4.735 x 10“ 
4.477 x 10“ 
4.240 x 10' 
4.046 x 10" 
3.768 x 10' 


0.1400 3.515 x 10' 


0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1400 

0.1467 

0.1467 

0.1467 

0.1467 

0.1467 

0.1467 

0.1467 


3.314 x 10' 
3.073 x 10“ 
2.835 x 10“ 
2.669 x 10" 
2.404 x 10“ 
2.318 x 10" 
2.213 x 10" 
2.191 x 10" 
1.966 x 10' 
1.926 x 10" 
1.754 x 10" 
1.694 x 10" 
1.496 x 10" 
1.479 x 10" 
1.386 x 10" 
3.279 x 10" 
3.446 x 10" 
3.471 x 10" 
3.751 x 10" 
3.791 x 10" 
4.206 x 10" 
4.268 x 10" 


r zx/pQO V o 

1.944 x 10“ 
1.868 x 10“ 
1.756 x 10“ 
1.637 x 10“ 
1.550 x 10“ 
1.478 x 10' 
1.422 x 10' 
1.312 x 10' 
1.228 x 10' 
1.167 x 10“ 
1.131 x 10' 
1.117 x 10' 
1.039 x 10' 
9.668 x 10" 
9.234 x 10" 
8.511 x 10" 
7.936 x 10' 
7.579 x 10" 
7.283 x 10" 
7.123 x 10" 
6.930 x 10" 
6.848.x 10" 
6.489 x 10" 
6.360 x 10" 
6.314 x 10" 
6.367 x 10" 
6.158 x 10" 
6.160 x 10" 
6.142 x 10" 
1.039 x 10" 
9.720 x 10" 
9.612 x 10" 
8.602 x 10" 
8.436 x 10" 
6.940 x 10" 
6.682 x 10" 


T zy/Poo V QQ 

-2.737 x 10 
— 3.953 x 10"* 3 
-4.431 x 10 -3 
-4.664 x 10 -3 
-5.063 x 10 -3 
-5.178 x 10~ 3 
-5.321 x 10 -3 
-5.082 x 10 -3 
-5.107 x 10~ 3 
-4.923 x 10~ 3 
-4.947 x 10~ 3 
-5.208 x 10~ 3 
-5.124 x 10 -3 
-4.734 x 10~ 3 
-4.601 x 10 -3 
-4.410 x 10~ 3 
-4.030 x 10 -3 
-4.025 x 10"" 3 
-3.947 x 10~ 3 
-4.222 x 10~ 3 
-4.284 x 10"" 3 
-4.332 x 10"" 3 
-4.082 x 10 -3 
-3.976 x 10 -3 
-3.837 x 10"" 3 
-3.780 x 10 -3 
-3.530 x 10 -3 
-3.497 x 10"" 3 
-3.154 x 10~ 3 
2.692 x 10 -4 
5.973 x 10 -4 
6.643 x 10"" 4 
8.601 x 10 -4 
9.040 x 10"" 4 
1.043 x 10~ 3 
1.069 x 10 -3 


q”/Poo v ^ 
4.320 x 10 
3.686 x 10“ 
3.153 x 10“ 
2.647 x 10“ 
2.338 x 10“ 
2.119 x 10“ 
1.989 x 10“ 
1.704 x 10“ 
1.583 x 10“ 
1.420 x 10" 
1.328 x 10“ 
1.294 x 10“ 
1.186 x 10“ 
1.011 x 10“ 
9.133 x 10" 
8.617 x 10“ 
7.717 x 10" 
6.876 x 10" 
6.803 x 10" 
6.951 x 10' 
6.354 x 10" 
6.106 x 10' 
5.473 x 10" 
5.098 x 10" 
4.762 x 10" 
4.681 x 10" 
4.210 x 10" 
4.198 x 10" 
4.346 x 10" 
4.534 x 10" 
4.493 x 10" 
4.478 x 10" 
4.541 x 10" 
4.537 x 10" 
4.438 x 10" 
4.411 x 10" 


. Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 

t 

x/L y/L P /Poo v rc~ t zx/P o o V 'L Pqo V 'L <l”/Poo V ^ 

0.5133 0.1467 4.675 x lCT^ 4.723 x 1CT 3 1.158 x 10~ 3 3.972 x 10 3 

0.5200 0.1467 4.737 x 10 -2 4.398 x 10~ 3 1.175 x 10 -3 3.894 x 10 -3 

0.5267 0.1467 5.147 x 10~ 2 2.973 x 10~ 3 1.494 x 10 -3 3.808 x 10~ 3 

0.5333 0.1467 5.211 x 10~ 2 2.747 x 10 -3 1.539 x 10 -3 3.791 x 10 -3 

0.5400 0.1467 5.625 x 10~ 2 1.893 x 10 -3 . 1.887 x 10 -3 3.736 x 10 -3 

0.5467 0.1467 5.689 x 10 -2 1.764 x 10 -3 1.942 x 10 -3 3.730 x 10 -3 

0.5533 0.1467 6.141 x 10 -2 7.356 x 10~ 4 2.083 x 10 -3 3.444 x 10 -3 

0.5600 0.1467 6.212 x 10~ 2 5.894 x 10 -4 2.111 x 10~ 3 3.404 x 10 -3 

0.5667 0.1467 6.604 x 10 -2 -4.169 x 10 -4 2.333 x 10 -3 3.090 x 10 -3 

0.5733 0.1467 6.664 x 10 -2 -5.685 x 10 -4 2.370 x 10 -3 3.044 x 10 -3 

0.5800 0.1467 7.034 x 10~ 2 -1.004 x 10~ 3 2.419 x 10~ 3 .2.902 x 10~ 3 

0.5867 0.1467 7.091 x 10~ 2 -1.069 x 10~ 3 2.420 x 10 -3 "2.881 x 10 -3 

0.5933 0.1467 7.403 x 10 -2 -1.501 x 10~ 3 2.600 x 10~ 3 2.703 x 10 -3 

0.6000 0.1467 7.450 x 10 -2 -1.575 x 10 -3 2.621 x 10 -3 2.672 x 10~ 3 

0.6067 0.1467 7.749 x 10 -2 -1.681 x 10~ 3 2.956 x 10 -3 2.563 x 10~ 3 

0.6133 0.1467 7.795 x 10~ 2 -1.694 x 10 -3 3.010 x 10 -3 2.542 x 10~ 3 

0.6200 0.1467 7.964 x 10~ 2 -1.879 x 10~ 3 3.314 x 10 -3 2.491 x 10 -3 

0.6267 0.1467 7.996 x 10 -2 -1.908 x 10 -3 3.386 x 10 -3 2.477 x 10 -3 

0.6333 0.1467 8.091 x 10 -2 -2.197 x 10 -3 3.535 x 10~ 3 2.535 x 10 -3 

0.6400 0.1467 8.133 x 10~ 2 -2.307 x 10~ 3 3.603 x 10~ 3 2.552 x 10~ 3 

0.6467 0.1467 8.192 x 10 -2 -2.576 x 10 -3 4.009 x 10“ 3 2.721 x 10 -3 

0.6533 0.1467 8.207 x 10~ 2 -2.646 x 10~ 3 4.342 x 10~ 3 2.815 x 10 -3 

0.6600 0.1467 8.292 x 10 -2 -3.191 x 10 -3 4.804 x 10 -3 3.036 x 10 -3 

0.6667 0.1467 8.296 x 10 -2 -3.294 x 10~ 3 5.142 x 10 -3 3.102 x 10 -3 

0.6733 0.1467 8.390 x 10~ 2 -4.269 x 10 -3 6.011 x 10~ 3 3.390 x 10 -3 

0.6800 0.1467 8.430 x 10 -2 -4.607 x 10~ 3 6.396 x 10 -3 3.515 x 10 -3 

0.6867 0.1467 8.598 x 10 -2 -5.695 x 10 -3 7.661 x 10 -3 4.022 x 10 -3 

0.6933 0.1467 8.710 x 10 -2 -6.093 x 10 -3 8.270 x 10 -3 4.249 x 10 -3 

0.7000 0.1467 9.069 x 10 -2 -7.106 x 10“ 3 9.810 x 10 -3 4.785 x 10 -3 

0.7067 0.1467 9.609 x 10 -2 -8.050 x 10“ 3 1.161 x 10 -2 5.444 x 10 -3 

0.7133 0.1467 9.949 x 10~ 2 -8.095 x 10 -3 1.261 x 10 -2 5.793 x 10~ 3 

0.7200 0.1467 1.053 x 10 -1 -8.251 x 10“ 3 1.388 x 10 -2 6.388 x 10 -3 

0.7267 0.1467 1.153 x 10 -1 -7.611 x 10 -3 1.528 x 10 -2 7.262 x 10 -3 

0.7333 0.1467 1.243 x 10 _1 -6.519 x 10~ 3 1.674 x 10 -2 7.936 x 10~ 3 

0.7400 0.1467 1.295 x 10 -1 -5.495 x 10 -3 1.737 x 10 -2 8.204 x 10 -3 

0.7467 0.1467 1.379 x 10 _1 -3.732 x 10 -3 1.782 x 10 -2 8.688 x 10 -3 


- » . . 
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Table A. 4: Surface variables on upper plate, fine grid ( 
r tinued). 


x/L 

y/L 

0.7533 

0.1467 

0.7600 

0.1467 

0.7667 

0.1467 

0.7733 

0.1467 

0.7800 

0.1467 

0.7867 

0.1467 

0.7933 

0.1467 

0.8000 

0.1467 

0.8067 

0.1467 

0.8133 

0.1467 

0.8200 

0.1467 

0.8267 

0.1467 

0.8333 

0.1467 

0.8400 

0.1467 

0.8467 

0.1467 

0.8533 

0.1467 

0.8600 

0.1467 

0.8667 

0.1467 

0.8733 

0.1467 

0.8800 

0.1467 

0.8867 

0.1467 

0.8933. 

0.1467 

0.9000 

0.1467 

0.9067 

0.1467 

0.9133 

0.1467 

0.9200 

0.1467 

0.9267 

0.1467 

0.9333 

0.1467 

0.9400 

0.1467 

0.9467 

0.1467 

0.9533 

0.1467 

0.9600 

0.1467 

0.9667 

0.1467 

0.9733 

0.1467 

0.9800 

0.1467 

0.9867 

0.1467 


P/PoqV^ 


* f 1 ^ 

1.469 

X 

~^rr 
10 1 

1.529 

X 

10 _1 

1.556 

X 

10" 1 

1.554 

X 

10 _1 

1.540 

X 

10 -1 

1.486 

X 

10 _1 

1.391 

X 

10 -1 

1.297 

X 

10 _1 

1.197 

X 

10 -1 

1.090 

X 

10" 1 

9.841 

X 

10“ 2 

9.368 

X 

10 -2 

8.587 

X 

10~ 2 

7.612 

X 

10~ 2 

6.875 

X 

10~ 2 

6.591 

X 

10 -2 

5.885 

X 

10 -2 

5.304 

X 

10 -2 

5.097 

X 

10 -2 

4.712 

X 

10~ 2 

4.367 

X 

10 -2 

4.049 

X 

10~ 2 

3.707 

X 

10~ 2 

3.480 

X 

10 -2 

3.224 

X 

10~ 2 

3.032 

X 

10 -2 

2.916 

X 

10 -2 

2.724 

X 

10~ 2 

2.465 

X 

10 -2 

2.542 

X 

10 -2 

2.296 

X 

10~ 2 

2.271 

X 

10 -2 

1.952 

X 

10 -2 

1.892 

X 

10~ 2 

1.723 

X 

10 -2 

1.625 

X 

10 -2 


r zx/ P oqV qc _ 
-3.922 x 10~ 4 
3.852 x 10 -3 
7.645 x 10 -3 
1.076 x 10 -2 
1.315 x 10 -2 
1.616 x 10 -2 
1.875 x 10~ 2 
1.983 x 10~ 2 
1.978 x 10~ 2 
1.958 x 10 -2 
1.898 x 10 -2 
1.834 x 10 -2 
1.764 x 10~ 2 
1.669 x 10 -2 
1.554 x 10 -2 
1.511 x 10 -2 
1.402 x 10~ 2 
1.314 x 10~ 2 
1.277 x 10 -2 
1.207 x 10~ 2 
1.182 x 10~ 2 
1.086 x 10~ 2 
1.011 x 10~ 2 
9.712 x 10 -3 
8.913 x 10~ 3 
8.452 x 10 -3 
8.178 x 10~ 3 
7.752 x 10~ 3 
7.165 x 10- 3 
6.968 x 10~ 3 
6.683 x 10~ 3 
6.650 x 10~ 3 
6.365 x 10~ 3 
6.497 x 10~ 3 
6.447 x 10~ 3 
6.484 x 10~ 3 


r zy/ p oo V oQ 
1.777 x 10 2 
1.701 x 10 -2 
1.525 x 10 -2 
1.317 x 10 -2 
1.174 x 10 -2 
8.396 x 10 -3 
4.857 x 10~ 3 
1.586 x 10~ 3 
2.621 x 10 -5 


-1.918 

X 

10 -3 

-3.326 

X 

10~ 3 

-3.724 

X 

10~ 3 

-4.475 

X 

10~ 3 

-4.846 

X 

10~ 3 

-5.038 

X 

10~ 3 

-5.275 

X 

10~ 3 

-5.231 

X 

10 -3 

-5.411 

X 

10~ 3 

-5.378 

X 

10 -3 

-5.418 

X 

10 -3 

-5.579 

X 

10 -3 

-5.266 

X 

10~ 3 

-4.975 

X 

10~ 3 

-4.827 

X 

10 -3 

-4.781 

X 

10~ 3 

-4.512 

X 

10 -3 

-4.539 

X 

10 -3 

-4.473 

X 

10~ 3 

-4.504 

X 

10 -3 

-4.654 

X 

10~ 3 

-4.435 

X 

10“ 3 

-4.405 

X 

10 -3 

-3.979 

X 

10 -3 

-3.971 

X 

10~ 3 

-3.822 

X 

10 -3 

-3.735 

X 

10 -3 


con- 


q”/Poo v 

9.254 x 10 
9.447 x 10~ 3 

9.255 x 10~ 3 
8.882 x 10~ 3 
8.444 x 10 -3 
7.830 x 10 -3 
6.913 x 10" 3 
6.123 x 10 -3 
5.306 x 10~ 3 
4.578 x 10 -3 
3.872 x 10“ 3 
3.583 x 10~ 3 
3.134 x 10~ 3 
2.674 x 10~ 3 
2.329 x 10 -3 
2.250 x 10~ 3 
1.905 x 10 -3 
1.681 x 10 -3 

1.601 x 10~ 3 
1.471 x 10 -3 
1.453 x 10 -3 
1.296 x 10 -3 
1.089 x 10 -3 
9.553 x 10 -4 
9.058 x 10~ 4 
8.196 x 10 -4 

7.601 x 10 -4 
7.002 x 10 -4 
6.866 x 10~ 4 
6.168 x 10~ 4 
5.460 x 10~ 4 
5.389 x 10 -4 
5.067 x 10 -4 
4.922 x 10~ 4 
4.695 x 10~ 4 
4.431 x 10 -4 




[T 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

0.9933 

0.1467 

1.0000 

0.1467 

0.4667 

0.1533 

0.4733 

0.1533 

0.4800 

0.1533 

0.4867 

0.1533 

0.4933 

0.1533 

0.5000 

0.1533 

0.5067 

0.1533 

0.5133 

0.1533 

0.5200 

0.1533 

0.5267 

0.1533 

0.5333 

0.1533 

0.5400 

0.1533 

0.5467 

0.1533 

0.5533 

0.1533 

0.5600 

0.1533 

0.5667 

0.1533 

0.5733 

0.1533 

0.5800 

0.1533 

0.5867 

0.1533 

0.5933 

0.1533 

0.6000 

0.1533 

0.6067 

0.1533 

0.6133 

0.1533 

0.6200 

0.1533 

0.6267 

0.1533 

0.6333 

0.1533 

0.6400 

0.1533 

0.6467 

0.1533 

0.6533 

0.1533 

0.6600 

0.1533 

0.6667 

0.1533 

0.6733 

0.1533 

0.6800 

0.1533 

0.6867 

0.1533 


PMx> V « 

1.498 x 10' 
L415 x 10" 
3.307 x 10" 
3.371 x 10" 
3.507 x 10" 
3.617 x 10' 
3.839 x 10" 
4.002 x 10" 
4.301 x 10" 
4.480 x 10" 
4.766 x 10" 
4.938 x 10" 
5.244 x 10" 
5.425 x 10" 
5.720 x 10" 
5.903 x 10" 
6.223 x 10" 
6.390 x 10" 
6.667 x 10" 
6.811 x 10" 
7.080 x 10“ 
7.205 x 10" 
7.441 x 10" 
7.552 x 10" 
7.754 x 10“ 
7.816 x 10" 
7.955 x 10" 
8.008 x 10" 
8.118 x 10“ 
8.146 x 10" 
8.196 x 10" 
8.236 x 10" 
8.280 x 10“ 
8.352 x 10“ 
8.380 x 10“ 
8.478 x 10“ 


r zx/ 

T zy/Poo V i 1 

00 Vi, 

6.238 x 10“ 3 

-3.511 x 10“ 3 

4.263 x 10“ 4 

6.220 x 10“ 3 

-3.231 x 10“ 3 

4.374 x 10“ 4 

1.033 x 10“ 2 

3.479 x 10“ 4 

4.527 x 10“ 3 

1.009 x 10“ 2 

4.195 x 10“ 4 

4.504 x 10“ 3 

9.452 x 10“ 3 

6.002 x 10“ 4 

4.507 x 10“ 3 

8.995 x 10“ 3 

6.636 x 10“ 4 

4.530 x 10“ 3 

8.356 x 10“ 3 

9.635 x 10“ 4 

4.560 x 10“ 3 

7.859 x 10“ 3 

1.111 x 10“ 3 

4.557 x 10“ 3 

6.672 x 10“ 3 

1.085 x 10“ 3 

4.383 x 10“ 3 

5.986 x 10“ 3 

1.104 x 10“ 3 

4.248 x 10“ 3 

4.458 x 10“ 3 

1.207 x 10“ 3 

3.976 x 10“ 3 

3.792 x 10“ 3 

1.311 x 10“ 3 

3.919 x 10“ 3 

2.841 x 10“ 3 

1.601 x 10“ 3 

3.816 x 10“ 3 

2.462 x 10“ 3 

1.776 x 10“ 3 

3.788 x 10“ 3 

1.713 x 10“ 3 

1.951 x 10"" 3 

3.678 x 10“ 3 

1.291 x 10“ 3 

2.038 x 10“ 3 

3.567 x 10“ 3 

5.140 x 10“ 4 

2.194 x 10“ 3 

3.361 x 10“ 3 

8.622 x 10“ 5 

2.330 x 10 -3 

3.224 x 10“ 3 

-4.886 x 10“ 4 

2.431 x 10 -3 

3.037 x 10“ 3 

-6.924 x 10“ 4 

2.506 x 10 -3 

2.952 x 10“ 3 

-1.041 x 10“ 3 

2.537 x 10“ 3 

2.845 x 10“ 3 

-1.192 x 10“ 3 

2.646 x 10“ 3 

2.764 x 10“ 3 

-1.455 x 10“ 3 

2.754 x 10“ 3 

2.672 x 10“ 3 

-1.481 x 10“ 3 

2.911 x 10 -3 

2.625 x 10“ 3 

-1.621 x 10“ 3 

3.068 x 10 -3 

2.553 x 10“ 3 

-1.644 x 10“ 3 

3.193 x 10 -3 

2.529 x 10“ 3 

-1.853 x 10“ 3 

3.364 x 10 -3 

2.484 x 10“ 3 

-1.974 x 10“ 3 

3.457 x 10 -3 

2.487 x 10“ 3 

-2.259 x 10“ 3 

3.625 x 10“ 3 

2.557 x 10“ 3 

-2.344 x 10“ 3 

3.985 x 10“ 3 

2.681 x 10“ 3 

-2.593 x 10“ 3 

4.334 x 10“ 3 

2.802 x 10“ 3 

-2.915 x 10“ 3 

4.847 x 10“ 3 

2.974 x 10“ 3 

-3.184 x 10“ 3 

5.115 x 10“ 3 

3.077 x 10“ 3 

-4.041 x 10“ 3 

5.988 x 10“ 3 

3.349 x 10“ 3 

-4.331 x 10“ 3 

6.309 x 10“ 3 

3.468 x 10“ 3 

-5.038 x 10“ 3 

7.267 x 10“ 3 

3.846 x 10“ 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 

0.1533 


PMx> V t 

8.596 x 10" 
8.991 x 10" 
9.196 x 10" 
9.539 x 10" 
1.035 x 10" 
1.087 x 10" 
1.139 x 10' 
1.236 x 10' 
1.341 x 10" 
1.403 x 10" 
1.452 x 10" 
1.504 x 10' 
1.530 x 10" 
1.520 x 10" 
1.499 x 10" 
1.458 x 10" 
1.381 x 10' 
1.298 x 10" 
1.216 x 10" 
1.124 x 10" 
1.003 x 10" 
9.189 x 10" 
8.580 x 10" 
7.758 x 10" 
7.112 x 10" 
6.726 x 10" 

6.012 x 10" 
5.572 x 10" 
5.044 x 10" 
4.684 x 10" 
4.364 x 10" 

4.013 x 10" 
3.850 x 10" 
3.649 x 10" 
3.388 x 10" 
3.148 x 10" 


:/ PooV 


r/PooV 



— "" 

-5.687 x 10 -3 

8.054 x 10 -3 

4.129 x 10' 

-2 

-6.895 x 10"" 3 

9.790 x 10 -3 

4.710 x 10' 

-2 

-7.125 x 10 -3 

1.075 x 10 -2 

4.960 x 10' 

-2 

-7.689 x 10 -3 

1.198 x 10 -2 

5.358 x 10' 

-1 

-8.047 x 10 -3 

1.395 x 10~ 2 

6.203 x 10 

-1 

-7.423 x 10~ 3 

1.497 x 10 -2 

6.671 x 10 

-1 

-7.086 x 10"" 3 

1.585 x 10~ 2 

7.121 x 10 

-1 

-5.998 x 10 -3 

1.722 x 10~ 2 

7.724 x 10 

-1 

-3.643 x 10 -3 

1.775 x 10 -2 

8.397 x 10 

-1 

-9.478 x 10 -4 

1.819 x 10 -2 

8.780 x 10 

-1 

1.493 x 10~ 3 

1.806 x 10 -2 

9.024 x 10 

-1 

4.829 x 10"" 3 

1.701 x 10"" 2 

9.147 x 10 

-1 

8.631 x 10 -3 

1.505 x 10 -2 

8.890 x 10 

-1 

1.163 x 10~ 2 

1.293 x 10 -2 

8.518 x 10 

-1 

1.398 x 10~ 2 

1.098 x 10 -2 

8.186 x 10 

-1 

1.686 x 10"" 2 

7.952 x 10 -3 

7.626 x 10 

-1 

1.883 x 10 -2 

4.807 x 10 -3 

6.848 x 10 

-1 

1.930 x 10~ 2 

2.659 x 10 -3 

6.039 x 10 

-1 

1.966 x 10~ 2 

6.300 x 10“ 4 

5.333 x 10 

-1 

1.970 x 10~ 2 

-1.243 x 10 -3 

4.695 x 10 


1.866 x 10~ 2 

-3.161 x 10 -3 

3.900 x 10 

-2 

1.804 x 10~ 2 

-3.818 x 10"" 3 

3.433 x 10 

-2 

1.753 x 10~ 2 

-4.325 x 10"" 3 

3.105 x 10 

-2 

1.671 x 10 -2 

-4.954 x 10 -3 

2.728 x 10 

—2 

1.592 x 10 -2 

-5.292 x 10 " 3 

2.450 x 10 


1.555 x 10" 
1.458 x 10' 
1.390 x 10" 
1.295 x 10" 
1.233 x 10" 
1.145 x 10" 
1.075 x 10' 
1.047 x 10' 
1.006 x 10' 
9.345 x 10' 
8.638 x 10' 


-5.398 x 10~ 3 
-5.634 x 10~ 3 
-5.517 x 10~ 3 
-5.502 x 10~ 3 
-5.532 x 10"" 3 
-5.444 x 10"" 3 
-5.403 x 10 -3 
-5.464 x 10 -3 
-5.432 x 10 -3 
-5.290 x 10~ 3 
-4.925 x 10~ 3 


2.279 x 10' 
1.999 x 10' 


1.577 x 10' 
1.474 x 10' 
1.367 x 10' 
1.199 x 10' 
1.117 x 10' 
1.036 x 10' 
9.536 x 10' 
8.129 x 10" 


Table A. 4: Surface variables on upper plate, fine grid (con- 
* ’ tinued). 


x/L 

y/L 

PlPooV'L 

r zx/ PooV^ 

T zy/ Pco^\a 

/Poo 

0.9333 . 

0,1533 

2.962 x 10"! 

7.987 x 10~ 3 

-4.869 x 10~ 3 

7.389 x 10~ 4 

0.9400 

0.1533 

2:888 x 10 -2 

7.781 x 10~ 3 

-4.861 x 10~ 3 

7.112 x 10~ 4 

0.9467 

0.1533 

2.617 x 10 -2 

7.001 x 10 -3 

-4.743 x 10 -3 

6.123 x 10~ 4 

0.9533 

0.1533 

2.620 x 10~ 2 

7.172 x 10 -3 

-4.790 x 10 -3 

6.278 x 10 -4 

0.9600 

0.1533 

2.427 x 10~ 2 

6.889 x 10“ 3 

-4.579 x 10~ 3 

5.820 x 10 -4 

0.9667 

0.1533 

2.353 x 10~ 2 

6.857 x 10“ 3 

-4.497 x 10 -3 

5.682 x 10~ 4 

0.9733 

0.1533 

2.031 x 10~ 2 

6.745 x 10~ 3 

-4.134 x 10 -3 

4.994 x 10 -4 

0.9800 

0.1533 

1.856 x 10 -2 

6.774 x 10~ 3 

-4.031 x 10 -3 

4.747 x 10 -4 

0.9867 

0.1533 

1.726 x 10 -2 

6.775 x 10 -3 

-3.922 x 10 -3 

4.575 x 10~ 4 

0.9933 

0.1533 

1.628 x 10~ 2 

6.712 x 10~ 3 

-3.726 x 10~ 3 

4.542 x 10~ 4 

1.0000 

0.1533 

1.558 x 10~ 2 

6.656 x 10 -3 

-3.620 x 10 -3 

4.555 x 10 -4 

0.4667 

0.1600 

3.320 x 10 -2 

1.031 x 10~ 2 

3.719 x 10~ 4 

4.512 x 10 -3 

0.4733 

0.1600 

3.340 x 10 -2 

1.025 x 10 -2 

3.544 x 10~ 4 

4.503 x 10~ 3 

0.4800 

0.1600 

3.526 x 10~ 2 

9.309 x 10~ 3 

5.363 x 10 -4 

4.526 x 10 -3 

0.4867 

0.1600 

3.565 x 10~ 2 

9.125 x 10 -3 

5.732 x 10~ 4 

4.527 x 10~ 3 

0.4933 

0.1600 

3.865 x 10 -2 

8.364 x 10 -3 

1.056 x 10~ 3 

4.605 x 10~ 3 

0.5000 

0.1600 

3.930 x 10 -2 

8.205 x 10~ 3 

1.156 x 10~ 3 

4.615 x 10 -3 

0.5067 

0.1600 

4.327 x 10~ 2 

6.747 x 10~ 3 

1.091 x 10~ 3 

4.392 x 10 -3 

0.5133 

0.1600 

4.414 x 10~ 2 

6.439 x ID -3 

1.076 x 10~ 3 

4.339 x 10 -3 

0.5200 

0.1600 

4.784 x 10 -2 

4.480 x 10~ 3 

1.217 x 10 -3 

4.033 x 10 -3 

0.5267 

0.1600 

4.864 x 10~ 2 

4.049 x 10~ 3 

1.232 x 10 -3 

3.956 x 10 -3 

0.5333 

0.1600 

5.267 x 10~ 2 

2.913 x 10 -3 

1.677 x 10~ 3 

3.840 x 10 -3 

0.5400 

0.1600 

5.357 x 10 -2 

2.666 x 10 -3 

1.749 x 10 -3 

3.814 x 10~ 3 

0.5467 

0.1600 

5.735 x 10 -2 

1.690 x 10~ 3 

1.978 x 10 -3 

3.648 x 10 -3 

0.5533 

0.1600 

5.820 x 10~ 2 

1.490 x 10~ 3 

2.016 x 10~ 3 

3.612 x 10 -3 

0.5600 

0.1600 

6.231 x 10 -2 

4.474 x 10~ 4 

2.282 x 10~ 3 

3.324 x 10 -3 

0.5667 

0.1600 

6.320 x 10 -2 

2.328 x 10 -4 

2.334 x 10~ 3 

3.267 x 10 -3 

0.5733 

0.1600 

6.661 x 10~ 2 

-4.363 x 10~ 4 

2.517 x 10~ 3 

3.014 x 10~ 3 

0.5800 

0.1600 

6.737 x 10~ 2 

-5.887 x 10~ 4 

2.535 x 10~ 3 

2.968 x 10 -3 

0.5867 

0.1600 

7.065 x 10 -2 

-1.005 x 10 -3 

2.654 x 10 -3 

2.812 x 10~ 3 

0.5933 

0.1600 

7.138 x 10~ 2 

-1.099 x 10 -3 

2.656 x 10~ 3 

2.780 x 10 -3 

0.6000 

0.1600 

7.427 x 10 -2 

-1.351 x 10~ 3 

2.888 x 10 -3 

2.670 x 10~ 3 

0.6067 

0.1600 

7.492 x 10~ 2 

— 1.415 x 10 -3 

2.903 x 10 -3 

2.644 x 10~ 3 

0.6133 

0.1600 

7.721 x 10 -2 

-1.531 x 10~ 3 

3.134 x 10 -3 

2.560 x 10 -3 

0.6200 

0.1600 

7.775 x 10 -2 

-1.570 x 10~ 3 

3.165 x 10 -3 

2.539 x 10~ 3 

0.6267 

0.1600 

7.918 x 10 -2 

-1.779 x 10~ 3 

3.363 x 10 -3 

2.470 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/ L 

p/o» v ™ 

r zx/ Poo^'nn 

r zy/ Poo^nq 

tf’/PooVi, 

0.6333 

0.1600 

7.959 x 10 -2 . 

-1.846 x 10 - * 5 

3.395 x 10~ J 

2.454 x 10 3 

0.6400 

0.1600 

8.061 x 10 -2 

-2.016 x 10 -3 

3.690 x 10 -3 

2.568 x 10 -3 

0.6467 

0.1600 

8.094 x 10“ 2 

-2.052 x 10~ 3 

3.747 x 10 -3 

2.598 x 10~ 3 

0.6533 

0.1600 

8.133 x 10 -2 

-2.350 x 10 -3 

4.444 x 10~ 3 

2.787 x 10~ 3 

0.6600 

0.1600 

8.138 x 10~ 2 

-2.413 x 10 -3 

4.668 x 10 -3 

2.847 x 10~ 3 

0.6667 

0.1600 

8.209 x 10~ 2 

-2.954 x 10 -3 

5.265 x 10 -3 

3.052 x 10 -3 

0.6733 

0.1600 

8.226 x 10 -2 

-3.133 x 10 -3 

5.579 x 10 -3 

3.148 x 10~ 3 

0.6800 

0.1600 

8.324 x 10 -2 

-4.087 x 10 -3 

6.452 x 10~ 3 

3.517 x 10~ 3 

0.6867 

0.1600 

8.350 x 10 -2 

-4.322 x 10 -3 

6.744 x 10~ 3 

3.628 x 10 -3 

0.6933 

0.1600 

8.502 x 10 -2 

-5.370 x 10 -3 

8.151 x 10 -3 

4.119 x 10 -3 

0.7000 

0.1600 

8.700 x 10~ 2 

-5.873 x 10 -3 

9.178 x 10 -3 

4.372 x 10 -3 

0.7067 

0.1600 

8.861 x 10~ 2 

-6.323 x 10 -3 

9.987 x 10 -3 

4.575 x 10~ 3 

0.7133 

0.1600 

9.427 x 10 -2 

-7.284 x 10“ 3 

1.208 x 10~ 2 

5.300 x 10~ 3 

0.7200 

0.1600 

9.678 x 10~ 2 

-7.144 x 10 -3 

1.282 x 10 -2 

5.558 x 10~ 3 

0.7267 

0.1600 

1.015 x 10 -1 

-7.055 x 10 -3 

1.420 x 10 -2 

6.038 x 10~ 3 

0.7333 

0.1600 

1.100 x 10 -1 

-6.483 x 10 -3 

1.576 x 10 -2 

6.854 x 10~ 3 

0.7400 

0.1600 

1.169 x 10 _1 

-5.727 x 10 -3 

1.666 x 10~ 2 

7.298 x 10 -3 

0.7467 

0.1600 

1.213 x 10 -1 

-5.252 x 10 -3 

1.723 x 10~ 2 

7.591 x 10~ 3 

0.7533 

0.1600 

1.316 x 10 1 

-3.062 x 10~ 3 

1.827 x 10 -2 

8.201 x 10~ 3 

0.7600 

0.1600 

1.400 x 10 -1 

4.022 x 10 -4 

1.849 x 10 -2 

8.709 x 10~ 3 

0.7667 

0.1600 

1.471 x 10 _1 

4.021 x 10~ 3 

1.752 x 10 -2 

8.959 x 10~ 3 

0.7733 

0.1600 

1.484 x 10 -1 

6.206 x 10 -3 

1.657 x 10~ 2 

8.756 x 10 -3 

0.7800 

0.1600 

1.495 x 10 -1 

8.900 x 10 -3 

1.532 x 10 -2 

8.665 x 10~ 3 

0.7867 

0.1600 

1.493 x 10 _1 

1.209 x 10 -2 

1.274 x 10 -2 

8.312 x 10~ 3 

0.7933 

0.1600 

1.464 x 10 -1 

1.565 x 10~ 2 

9.345 x 10 -3 

7.717 x 10 -3 

0.8000 

0.1600 

1.419 x 10" 1 

1.700 x 10 -2 

7.372 x 10~ 3 

7.207 x 10~ 3 

0.8067 

0.1600 

1.378 x 10“ 1 

1.814 x 10“ 2 

5.716 x 10 -3 

6.698 x 10 -3 

0.8133 

0.1600 

1.271 x 10 -1 

1.949 x 10~ 2 

1.929 x 10 -3 

5.678 x 10 -3 

0.8200 

0.1600 

1.159 x 10 -1 

1.965 x 10~ 2 

-6.800 x 10 -4 

4.833 x 10 -3 

0.8267 

0.1600 

1.126 x 10 -1 

1.951 x 10“ 2 

-9.665 x 10 -4 

4.610 x 10 -3 

0.8333 

0.1600 

1.033 x 10 -1 

1.896 x 10 -2 

-2.636 x 10 -3 

3.981 x 10 -3 

0.8400 

0.1600 

9.063 x 10 -2 

1.802 x 10 -2 

-3.984 x 10~ 3 

3.265 x 10 -3 

0.8467 

0.1600 

8.594 x 10“ 2 

1.754 x 10~ 2 

-4.566 x 10 -3 

3.071 x 10 -3 

0.8533 

0.1600 

7.904 x 10 -2 

1.693 x 10 -2 

-5.046 x 10 -3 

2.744 x 10~ 3 

0.8600 

0.1600 

7.287 x 10 -2 

1.626 x 10 -2 

-5.187 x 10~ 3 

2.485 x 10 -3 

0.8667 

0.1600 

6.713 x 10 -2 

1.568 x 10“ 2 

-5.312 x 10 -3 

2.264 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/OooV^ 

r zx/ i^OO^n^ 

r zy/Poo^' na 


0.8733 

0.1600. 

6.028 x 10 -2 

1.453 x 10“ 2 

-5.680 x 10 -3 

1.921 x 10~ 3 

0.8800 

0.1600 

5.657 x 10 -2 

1.384 x 10 -2 

-5.718 x 10 -3 

1.773 x 10~ 3 

0.8867 

0.1600 

5.405 x 10“ 2 

1.314 x 10 -2 

-5.962 x 10 -3 

1.633 x 10~ 3 

0.8933 

0.1600 

4.723 x 10 -2 

1.161 x 10~ 2 

-5.747 x 10 -3 

1.360 x 10~ 3 

0.9000 

0.1600 

4.623 x 10 -2 

1.142 x 10~ 2 

-5.740 x 10 -3 

1.317 x 10 -3 

0.9067 

0.1600 

4.224 x 10~ 2 

1.098 x 10~ 2 

-5.674 x 10 -3 

1.222 x 10~ 3 

0.9133 

0.1600 

3.891 x 10 -2 

1.050 x 10~ 2 

-5.591 x 10 -3 

1.060 x 10~ 3 

0.9200 

0.1600 

3.625 x 10~ 2 

9.680 x 10 -3 

-5.610 x 10 -3 

9.667 x 10 -4 

0.9267 

0.1600 

3.553 x 10 -2 

9.484 x 10~ 3 

-5.544 x 10 -3 

9.443 x 10 -4 

0.9333 

0.1600 

3.403 x 10 -2 

9.112 x 10 -3 

-5.459 x 10" 3 

8.925 x 10~ 4 

0.9400 

0.1600 

3.107 x 10~ 2 

8.306 x 10~ 3 

-5.089 x 10~ 3 

7.540 x 10 -4 

0.9467 

0.1600 

2.956 x 10~ 2 

7.914 x 10 -3 

-5.078 x 10~ 3 

7.171 x 10~ 4 

0.9533 

0.1600 

2.777 x 10 -2 

7.424 x 10 -3 

-4.979 x 10 -3 

6.684 x 10 -4 

0.9600 

0.1600 

2.600 x 10 -2 

7.294 x 10 -3 

-4.804 x 10 -3 

6.309 x 10~ 4 

0.9667 

0.1600 

2.509 x 10~ 2 

7.283 x 10~ 3 

-4.757 x 10~ 3 

5.994 x 10~ 4 

0.9733 

0.1600 

2.326 x 10 -2 

7.159 x 10~ 3 

-4.570 x 10 -3 

5.555 x 10 -4 

0.9800 

0.1600 

2.133 x 10 -2 

6.997 x 10 -3 

-4.458 x 10~ 3 

4.932 x 10 -4 

0.9867 

0.1600 

1.887 x 10~ 2 

7.001 x 10~ 3 

-4.112 x 10 -3 

4.639 x 10~ 4 

0.9933 

0.1600 

1.817 x 10 ' 2 

7.019 x 10 -3 

-4.016 x 10 -3 

4.512 x 10~ 4 

1.0000 

0.1600 

1.646 x 10~ 2 

6.866 x 10“ 3 

-3.741 x 10~ 3 

4.647 x 10 -4 

0.4667 

0.1667 

3.234 x 10~ 2 

1.046 x 10~ 2 

3.605 x 10 -4 

4.515 x 10 -3 

0.4733 

0.1667 

3.363 x 10 -2 

9.973 x 10~ 3 

3.336 x 10~ 4 

4.548 x 10~ 3 

0.4800 

0.1667 

3.403 x 10 -2 

9.776 x 10~ 3 

3.323 x 10~ 4 

4.567 x 10~ 3 

0.4867 

0.1667 

3.593 x 10 -2 

9.106 x 10 -3 

6.810 x 10 -4 

4.614 x 10~ 3 

0.4933 

0.1667 

3.652 x 10~ 2 

8.921 x 10 -3 

7.925 x 10 -4 

4.648 x 10 -3 

0.5000 

0.1667 

3.948 x 10 -2 

8.101 x 10 -3 

1.112 x 10 -3 

4.622 x 10 -3 

0.5067 

0.1667 

4.029 x 10~ 2 

7.857 x 10 -3 

1.183 x 10~ 3 

4.614 x 10 -3 

0.5133 

0.1667 

4.428 x 10 -2 

6.433 x 10 -3 

1.173 x 10 -3 

4.445 x 10~ 3 

0.5200 

0.1667 

4.528 x 10 -2 

6.062 x 10 -3 

1.206 x 10 -3 

4.423 x 10 -3 

0.5267 

0.1667 

4.871 x 10 -2 

4.164 x 10 -3 

1.493 x 10 -3 

4.002 x 10~ 3 

0.5333 

0.1667 

4.962 x 10 -2 

3.729 x 10~ 3 

1.621 x 10 -3 

3.921 x 10~ 3 

0.5400 

0.1667 

5.345 x 10~ 2 

2.583 x 10 -3 

1.850 x 10~ 3 

3.790 x 10~ 3 

0.5467 

0.1667 

5.443 x 10 -2 

2.280 x 10 -3 

1.933 x 10 -3 

3.755 x 10~ 3 

0.5533 

0.1667 

5.847 x 10 -2 

1.289 x 10 -3 

2.102 x 10~ 3 

3.546 x 10 -3 

0.5600 

0.1667 

5.956 x 10~ 2 

9.988 x 10 -4 

2.165 x 10~ 3 

3.477 x 10~ 3 

0.5667 

0.1667 

6.320 x 10~ 2 

3.011 x 10~ 4 

2.535 x 10 -3 

3.182 x 10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

1 

T zx/ P<x>V M 

r zy / Poo^'nq 

4”/f>ooVi, 

0.5733 

04 £67 

6.414 x 10 -2 

1.361 x 10 -4 

2.670 x 10~ 3 

3.091 x 10 3 

0.5800 

0.1667 

6.724 x 10~ 2 

-5.464 x 10 -4 

2.742 x 10 -3 

2.917 x 10~ 3 

0.5867 

0.1667 

6.804 x 10 -2 

-6.984 x 10 -4 

2.821 x 10“ 3 

2.861 x 10 -3 

0.5933 

0.1667 

7.136 x 10 -2 

-9.975 x 10 -4 

3.011 x 10~ 3 

2.786 x 10~ 3 

0.6000 

0.1667 

7.221 x 10~ 2 

-1.044 x 10~ 3 

3.137 x 10 -3 

2.767 x 10~ 3 

0.6067 

0.1667 

7.466 x 10 -2 

-1.282 x 10 -3 

3.120 x 10 -3 

2.657 x 10 -3 

0.6133 

0.1667 

7.524 x 10 -2 

-1.311 x 10 -3 

3.168 x 10 -3 

2.632 x HT 3 

0.6200 

0.1667 

7.726 x 10 -2 

-1.449 x 10~ 3 

3.265 x 10 -3 

2.535 x 10 -3 

0.6267 

0.1667 

7.768 x 10~ 2 

-1.464 x 10~ 3 

3.318 x 10~ 3 

2.511 x 10 -3 

0.6333 

0.1667 

7.895 x 10 -2 

-1.730 x 10 -3 

3.579 x 10 -3 

2.481 x 10 -3 

0.6400 

0.1667 

7.916 x 10 -2 

-1.776 x 10~ 3 

3.714 x 10 -3 

2.487 x 10~ 3 

0.6467 

0.1667 

8.049 x 10~ 2 

-1.963 x 10~ 3 

3.949 x 10 -3 

2,596 x 10 -3 

0.6533 

0.1667 

8.060 x 10~ 2 

-1.990 x 10 -3 

4.225 x 10~ 3 

2.648 x 10~ 3 

0.6600 

0.1667 

8.118 x 10~ 2 

-2.343 x 10 -3 

4.676 x 10 -3 

2.817 x 10 -3 

0.6667 

0.1667 

8.134 x 10 -2 

-2.566 x HT 3 

5.103 x 10~ 3 

2.917 x 10 -3 

0.6733 

0.1667 

8.214 x 10~ 2 

-3.100 x 10 -3 

5.595 x 10 -3 

3.143 x 10~ 3 

0.6800 

0.1667 

8.237 x 10~ 2 

-3.611 x 10~ 3 

6.497 x 10 -3 

3.460 x 10 -3 

0.6867 

0.1667 

8.236 x 10 -2 

-3.778 x 10 -3 

6.939 x 10 -3 

3.610 x 10~ 3 

0.6933 

0.1667 

8.353 x 10~ 2 

-4.505 x 10~ 3 

7.819 x 10“ 3 

3.888 x 10 -3 

0.7000 

0.1667 

8.362 x 10~ 2 

-4.658 x 10 -3 

8.461 x 10~ 3 

4.019 x 10~ 3 

0.7067 

0.1667 

8.806 x 10~ 2 

-5.855 x 10 -3 

1.028 x 10~ 2 

4.598 x 10 -3 

0.7133 

0.1667 

8.907 x 10~ 2 

-5.985 x 10~ 3 

1.067 x 10“ 2 

4.726 x 10 -3 

0.7200 

0.1667 

9.241 x 10 -2 

-6.132 x 10 -3 

1.205 x 10 -2 

5.150 x 10~ 3 

0.7267 

0.1667 

9.828 x 10 -2 

-6.296 x 10~ 3 

1.371 x 10 -2 

5.766 x 10~ 3 

0.7333 

0.1667 

1.007 x 10 _1 

-6.220 x 10~ 3 

1.420 x 10 -2 

5.989 x 10~ 3 

0.7400 

0.1667 

1.075 x 10 -1 

-5.826 x 10 -3 

1.555 x 10 -2 

6.606 x 10~ 3 

0.7467 

0.1667 

1.178 x 10 -1 

-4.523 x 10 -3 

1.723 x 10 -2 

7.306 x 10~ 3 

0.7533 

0.1667 

1.249 x 10 _1 

-3.185 x 10 -3 

1.800 x 10 -2 

7.805 x 10~ 3 

0.7600 

0.1667 

1.292 x 10 -1 

-2.185 x 10 -3 

1.840 x 10 -2 

8.088 x 10~ 3 

0.7667 

0.1667 

1.371 x 10 -1 

4.402 x 10 -4 

1.860 x 10~ 2 

8.519 x 10 -3 

0.7733 

0.1667 

1.454 x 10 -1 

4.343 x 10~ 3 

1.772 x 10 -2 

8.637 x 10 -3 

0.7800 

0.1667 

1.452 x 10 _1 

6.820 x 10~ 3 

1.646 x 10 -2 

8.438 x 10~ 3 

0.7867 

0.1667 

1.488 x 10 -1 

1.118 x 10~ 2 

1.386 x 10“ 2 

8.342 x 10 -3 

0.7933 

0.1667 

1.467 x 10 _1 

1.271 x 10~ 2 

1.227 x 10 -2 

7.961 x 10~ 3 

0.8000 

0.1667 

1.450 x 10 -1 

1.431 x 10~ 2 

1.072 x 10 -2 

7.600 x 10 -3 

0.8067 

0.1667 

1.401 x 10 -1 

1.742 x 10 -2 

7.026 x 10~ 3 

6.917 x 10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/OooVi 

r zx/ Poo^oq 

T zy/ p oo V fX) 

q”/Poo< 

0.8133 

0,1667 

1.324 x 10 _ 

J.,869 x 10~ 2 

4.142 x 10 -3 

6.096 x 10 -3 

0.8200 

0.1667 

1.269 x 10 _1 

1.931 x 10 -2 

2.592 x 10 -3 

5.633 x 10~ 3 

0.8267 

0.1667 

1.199 x 10 -1 

1.991 x 10 -2 

6.761 x 10~ 4 

5.078 x 10~ 3 

0.8333 

0.1667 

1.130 x 10 -1 

2.002 x 10 -2 

-8.589 x 10 -4 

4.593 x 10 -3 

0.8400 

0.1667 

1.016 x 10 _1 

1.897 x 10~ 2 

-2.861 x 10~ 3 

3.881 x 10 -3 

0.8467 

0.1667 

9.144 x 10 -2 

1.799 x 10~ 2 

-4.146 x 10~ 3 

3.321 x 10 -3 

0.8533 

0.1667 

8.866 x 10 -2 

1.776 x 10~ 2 

-4.288 x 10 -3 

3.144 x 10~ 3 

0.8600 

0.1667 

8.038 x 10“ 2 

1.695 x 10 -2 

-4.758 x 10 -3 

2.704 x 10~ 3 

0.8667 

0.1667 

7.318 x 10~ 2 

1.612 x 10~ 2 

-5.171 x 10~ 3 

2.381 x 10 -3 

0.8733 

0.1667 

6.929 x 10~ 2 

1.563 x 10 -2 

-5.381 x 10 -3 

2.214 x 10 -3 

0.8800 

0.1667 

6.606 x 10 -2 

1.513 x 10~ 2 

-5.563 x 10 -3 

2.073 x 10 -3 

0.8867 

0.1667 

5.737 x 10 -2 

1.348 x 10~ 2 

-5.853 x 10 -3 

1.713 x 10~ 3 

0.8933 

0.1667 

5.548 x 10~ 2 

1.295 x 10 -2 

-5.801 x 10~ 3 

1.608 x 10~ 3 

0.9000 

0.1667 

4.920 x 10~ 2 

1.166 x 10 -2 

-5.848 x 10~ 3 

1.348 x 10 -3 

0.9067 

0.1667 

4.621 x 10 -2 

1.134 x 10 -2 

-5.833 x 10~ 3 

1.251 x 10 -3 

0.9133 

0.1667 

4.428 x 10~ 2 

1.103 x 10~ 2 

-5.792 x 10~ 3 

1.195 x 10~ 3 

0.9200 

0.1667 

4.202 x 10 -2 

1.059 x 10~ 2 

-5.746 x 10 -3 

1.128 x 10 -3 

0.9267 

0.1667 

3.944 x 10~ 2 

1.025 x 10~ 2 

-5.766 x 10~ 3 

1.099 x 10 -3 

0.9333 

0.1667 

3.640 x 10 -2 

9.765 x 10 -3 

-5.581 x 10 -3 

9.577 x 10 -4 

0.9400 

0.1667 

3.562 x 10 -2 

9.597 x 10~ 3 

-5.544 x 10~ 3 

9.235 x 10 -4 

0.9467 

0.1667 

3.346 x 10 -2 

9.023 x 10~ 3 

-5.608 x 10 -3 

8.335 x 10 -4 

0.9533 

0.1667 

3.040 x 10 -2 

8.329 x 10~ 3 

-5.335 x 10 -3 

7.626 x 10~ 4 

0.9600 

0.1667 

2.984 x 10 -2 

8.239 x 10~ 3 

-5.306 x 10 -3 

7.529 x 10 -4 

0.9667 

0.1667 

2.598 x 10 -2 

7.526 x 10 -3 

-4.900 x 10 -3 

6.177 x 10 -4 

0.9733 

0.1667 

2.547 x 10 -2 

7.517 x 10~ 3 

-4.857 x 10~ 3 

6.009 x 10 -4 

0.9800 

0.1667 

2.203 x 10 -2 

7.152 x 10 -3 

-4.529 x 10 -3 

5.102 x 10 -4 

0.9867 

0.1667 

2.102 x 10~ 2 

7.384 x 10 -3 

-4.350 x 10 -3 

5.073 x 10 -4 

0.9933 

0.1667 

1.895 x 10~ 2 

7.214 x 10~ 3 

-4.093 x 10 -3 

4.752 x 10~ 4 

1.0000 

0.1667 

1.838 x 10~ 2 

7.427 x 10~ 3 

-3.990 x 10 -3 

4.945 x 10~ 4 

0.4667 

0.1733 

3.229 x 10 -2 

1.047 x 10 -2 

3.450 x 10 -4 

4.516 x 10 -3 

0.4733 

0.1733. 

3.349 x 10 -2 

9.999 x 10“ 3 

2.947 x 10 -4 

4.557 x 10“ 3 

0.4800 

0.1733 

3.396 x 10~ 2 

9.797 x 10 -3 

3.215 x 10 -4 

4.567 x 10 -3 

0.4867 

0.1733 

3.565 x 10 -2 

9.191 x 10~ 3 

6.499 x 10 -4 

4.609 x 10 -3 

0.4933 

0.1733 

3.641 x 10 -2 

8.955 x 10~ 3 

7.782 x 10~ 4 

4.651 x 10 -3 

0.5000 

0.1733 

3.906 x 10~ 2 

8.241 x 10 -3 

1.058 x 10 -3 

4.641 x 10 -3 

0.5067 

0.1733 

4.018 x 10 -2 

7.916 x 10~ 3 

1.173 x 10 -3 

4.628 x 10~ 3 


|w sTl 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

p/p^'L 

T zx/ Poo^oq 

T zy / Po o V qq 

q’V^v^ 

0.5133 

0.1733 

4.385 x 10 -2 

6. §99 x 10 -4 

1.159 x 10 4 

4.512 x 10 4 

0.5200 

0.1733 

4.515 x 10 -2 

6.134 x 10~ 3 

1.214 x 10~ 3 

4.434 x 10~ 3 

0.5267 

0.1733 

4.822 x 10 -2 

4.401 x 10 -3 

1.532 x 10 -3 

4.028 x 10~ 3 

0.5333 

0.1733 

4.944 x 10 -2 

3.777 x 10~ 3 

1.628 x 10 -3 

3.921 x 10 -3 

0.5400 

0.1733 

5.280 x 10 -2 

2.692 x 10~ 3 

1.865 x 10 -3 

3.777 x 10 -3 

0.5467 

0.1733 

5.425 x 10 -2 

2.306 x 10 -3 

1.939 x 10 -3 

3.754 x 10~ 3 

0.5533 

0.1733 

5.793 x 10 -2 

1.358 x 10 -3 

2.135 x 10 -3 

3.546 x 10“ 3 

0.5600 

0.1733 

5.939 x 10 -2 

1.029 x 10~" 3 

2.174 x 10~ 3 

3.479 x 10~ 3 

0.5667 

0.1733 

6.263 x 10~ 2 

4.155 x 10 -4 

2.567 x 10~ 3 

3.184 x 10 -3 

0.5733 

0.1733 

6.396 x 10 -2 

1.659 x 10~ 4 

2.679 x 10 -3 

3.092 x 10 -3 

0.5800 

0.1733 

6.665 x 10 -2 

-4.629 x 10 -4 

2.775 x 10~ 3 

2.923 x 10~ 3 

0.5867 

0.1733 

6.787 x 10 -2 

-6.785 x 10 -4 

2.841 x 10 -3 

2.865 x 10~ 3 

0.5933 

0.1733 

7.080 x 10 -2 

-9.385 x 10~ 4 

3.104 x 10 -3 

2.799 x 10~ 3 

0.6000 

0.1733 

7.206 x 10 -2 

-1.025 x 10 -3 

3.164 x 10~ 3 

2.772 x 10 -3 

0.6067 

0.1733 

7.417 x 10~ 2 

-1.211 x 10 -3 

3.206 x 10~ 3 

2.675 x 10 -3 

0.6133 

0.1733 

7.509 x 10~ 2 

-1.286 x 10~ 3 

3.183 x 10 -3 

2.636 x 10~ 3 

0.6200 

0.1733 

7.676 x 10~ 2 

-1.355 x 10~ 3 

3.299 x 10 -3 

2.545 x 10 -3 

0.6267 

0.1733 

7.754 x 10~ 2 

-1.434 x 10 -3 

3.327 x 10~ 3 

2.513 x 10 -3 

0.6333 

0.1733 

7.848 x 10~ 2 

-1.627 x 10~ 3 

3.638 x 10~ 3 

2.486 x 10~ 3 

0.6400 

0.1733 

7.897 x 10 -2 

-1.737 x 10~ 3 

3.722 x 10 -3 

2.477 x 10 -3 

0.6467 

0.1733 

8.001 x 10“ 2 

-1.823 x 10 -3 

4.082 x 10~ 3 

2.575 x 10 -3 

0.6533 

0.1733 

8.044 x 10~ 2 

-1.908 x 10~ 3 

4.180 x 10~ 3 

2.617 x 10 -3 

0.6600 

0.1733 

8.064 x 10 -2 

-2.146 x 10 -3 

4.777 x 10 -3 

2.749 x 10 -3 

0.6667 

0.1733 

8.079 x 10 -2 

-2.268 x 10~ 3 

4.955 x 10 -3 

2.801 x 10 -3 

0.6733 

0.1733 

8.116 x 10 -2 

-2.680 x 10~ 3 

5.566 x 10 -3 

3.048 x 10 -3 

0.6800 

0.1733 

8.125 x 10 -2 

-2.811 x 10 -3 

5.804 x 10 -3 

3.139 x 10 -3 

0.6867 

0.1733 

8.196 x 10“ 2 

-3.518 x 10 -3 

6.844 x 10 -3 

3.529 x 10~ 3 

0.6933 

0.1733 

8.217 x 10~ 2 

-3.775 x 10~ 3 

7.497 x 10 -3 

3.705 x 10 -3 

0.7000 

0.1733 

8.351 x 10~ 2 

-4.589 x 10" 3 

8.439 x 10 -3 

4.004 x 10~ 3 

0.7067 

0.1733 

8.576 x 10 -2 

-5.143 x 10~ 3 

9.683 x 10 -3 

4.367 x 10~ 3 

0.7133 

0.1733 

8.548 x 10 -2 

-5.040 x 10 -3 

9.899 x 10 -3 

4.405 x 10 -3 

0.7200 

0.1733 

9.049 x 10~ 2 

-5.673 x 10 -3 

1.170 x 10 -2 

4.951 x 10 -3 

0.7267 

0.1733 

9.222 x 10 -2 

-5.702 x 10 -3 

1.232 x 10~ 2 

5.138 x 10 -3 

0.7333 

0.1733 

9.698 x 10 -2 

-5.877 x 10 -3 

1.378 x 10 -2 

5.651 x 10 -3 

0.7400 

0.1733 

1.042 x 10 -1 

-5.445 x 10 -3 

1.518 x 10 -2 

6.305 x 10 -3 

0.7467 

0.1733 

1.073 x 10 -1 

-4.934 x 10~ 3 

1.586 x 10 -2 

6.555 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 


r zx/ ^OO^no 

T zy/ ^oo 

^’/PooV^ 

0.7533 

0.1733. 

1.144 x 10 -1 

-4.047 x 107 3 

1.730 x 10 -2 

7.138 x 10 -3 

0.7600 

0.1733 

1.241 x 10 -1 

-2.143 x 10 -3 

1.822 x 10~ 2 

7.767 x 10 -3 

0.7667 

0.1733 

1.317 x 10 -1 

2.852 x 10~ 4 

1.842 x 10 -2 

8.077 x 10~ 3 

0.7733 

0.1733 

1.350 x 10 -1 

1.531 x 10 -3 

1.847 x 10 -2 

8.191 x 10~ 3 

0.7800 

0.1733 

1.424 x 10 -1 

5.667 x 10 -3 

1.707 x 10 -2 

8.292 x 10 -3 

0.7867 

0.1733 

1.434 x 10 _1 

7.692 x 10~ 3 

1.592 x 10~ 2 

8.144 x 10 -3 

0.7933 

0.1733 

1.447 x 10 -1 

1.073 x 10 -2 

1.385 x 10~ 2 

7.916 x 10 -3 

0.8000 

0.1733 

1.455 x 10 -1 

1.317 x 10 -2 

1.198 x 10 -2 

7.719 x 10~ 3 

0.8067 

0.1733 

1.417 x 10 -1 

1.543 x 10 -2 

9.748 x 10 -3 

7.128 x 10 -3 

0.8133 

0.1733 

1.399 x 10 _1 

1.672 x 10 -2 

8.291 x 10 -3 

6.871 x 10~ 3 

0.8200 

0.1733 

1.338 x 10 -1 

1.842 x 10~ 2 

5.314 x 10 -3 

6.236 x 10~ 3 

0.8267 

0.1733 

1.255 x 10 _1 

1.941 x 10~ 2 

2.558 x 10~ 3 

5.451 x 10 -3 

0.8333 

0.1733 

1.159 x 10 _1 

1.953 x 10 -2 

1.148 x 10 -4 

4.757 x 10~ 3 

0.8400 

0.1733 

1.125 x 10~ ! 

1.938 x 10 -2 

-5.384 x 10~ 4 

4.540 x 10 -3 

0.8467 

0.1733 

1.036 x 10 -1 

1.903 x 10 -2 

-2.377 x 10 -3 

3.987 x 10~ 3 

0.8533 

0.1733 

9.348 x 10 -2 

1.812 x 10 -2 

-3.733 x 10 -3 

3.357 x 10~ 3 

0.8600 

0.1733 

9.103 x 10 -2 

1.773 x 10 -2 

-3.830 x 10~ 3 

3.187 x 10~ 3 

0.8667 

0.1733 

8.011 x 10 -2 

1.688 x 10~ 2 

-4.752 x 10 -3 

2.634 x 10 -3 

0.8733 

0.1733 

7.786 x 10 -2 

1.661 x 10~ 2 

-4.888 x 10~ 3 

2.538 x 10~ 3 

0.8800 

0.1733 

7.026 x 10~ 2 

1.560 x 10 -2 

-5.336 x 10 -3 

2.222 x 10 -3 

0.8867 

0.1733 

6.142 x 10 -2 

1.395 x 10~ 2 

-5.674 x 10~ 3 

1.830 x 10 -3 

0.8933 

0.1733 

5.992 x 10 -2 

1.366 x 10~ 2 

-5.733 x 10~ 3 

1.756 x 10~ 3 

0.9000 

0.1733 

5.582 x 10 -2 

1.279 x 10 -2 

-5.860 x 10“ 3 

1.545 x 10~ 3 

0.9067 

0.1733 

5.413 x 10~ 2 

1.253 x 10~ 2 

-5.870 x 10 -3 

1.487 x 10 -3 

0.9133 

0.1733 

5.058 x 10 -2 

1.198 x 10~ 2 

-5.958 x 10 -3 

1.355 x 10 -3 

0.9200 

0.1733 

4.646 x 10 -2 

1.143 x 10 -2 

-6.026 x 10 -3 

1.258 x 10~ 3 

0.9267 

0.1733 

4.328 x 10 -2 

1.090 x 10~ 2 

-5.912 x 10~ 3 

1.177 x 10 -3 

0.9333 

0.1733 

4.181 x 10 -2 

1.066 x 10 -2 

-5.857 x 10 -3 

1.118 x 10 -3 

0.9400 

0.1733 

3.890 x 10 -2 

1.022 x 10 -2 

-5.954 x 10~ 3 

1.015 x 10 -3 

0.9467 

0.1733 

3.609 x 10 -2 

9.605 x 10~ 3 

-5.795 x 10 -3 

9.159 x 10 -4 

0.9533 

0.1733 

3.551 x 10 -2 

9.493 x 10 -3 

-5.795 x 10 -3 

8.942 x 10 -4 

0.9600 

0.1733 

3.220 x 10 -2 

8.896 x 10 -3 

-5.594 x 10 -3 

7.865 x 10 -4 

0.9667 

0.1733 

3.208 x 10~ 2 

8.968 x 10~ 3 

-5.631 x 10~ 3 

7.682 x 10 -4 

0.9733 

0.1733 

2.776 x 10~ 2 

8.242 x 10~ 3 

-5.156 x 10 -3 

6.349 x 10~ 4 

0.9800 

0.1733 

2.741 x 10 -2 

8.207 x 10~ 3 

-5.117 x 10 -3 

6.266 x 10" 4 

0.9867 

0.1733 

2.213 x 10“ 2 

7.681 x 10 -3 

-4.454 x 10 -3 

5.342 x 10 -4 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/ L 

p/foo V^, 

r zx/ Poo^'nq 

T zy/ Poo^'na 

4”/Poc,VL_ 

0.9933 

0.1733 

2.191 x 10“t 

7.696 x 10~ 3 

-4.421 x 10~ 3 

5.338 x 10"^ 

1.0000 

0.1733 

1.967 x 10 -2 

7.747 x 10~ 3 

-4.106 x 10~ 3 

5.272 x 10 -4 

0.4667 

0.1800 

3.257 x 10 -2 

1.042 x 10~ 2 

1.716 x 10~ 4 

4.562 x 10~ 3 

0.4733 

0.1800 

3.275 x 10 -2 

1.036 x 10~ 2 

1.784 x 10~ 4 

4.571 x 10~ 3 

0.4800 

0.1800 

3.400 x 10 -2 

9.692 x 10~ 3 

3.953 x 10 -4 

4.494 x 10 -3 

0.4867 

0.1800 

3.420 x 10~ 2 

9.583 x 10 -3 

4.314 x 10 -4 

4.477 x 10“ 3 

0.4933 

0.1800 

3.673 x 10 -2 

8.914 x 10 -3 

7.893 x 10 -4 

4.657 x 10~ 3 

0.5000 

0.1800 

3.716 x 10 -2 

8.809 x 10 -3 

8.479 x 10 -4 

4.687 x 10 -3 

0.5067 

0.1800 

4.147 x 10 -2 

7.861 x 10~ 3 

9.883 x 10~ 4 

4.694 x 10 -3 

0.5133 

0.1800 

4.225 x 10~ 2 

7.717 x 10 -3 

9.946 x 10~ 4 

4.704 x 10 -3 

0.5200 

0.1800 

4.560 x 10~ 2 

5.716 x 10 -3 

1.409 x 10 -3 

4.208 x 10~ 3 

0.5267 

0.1800 

4.620 x 10 -2 

5.359 x 10 -3 

1.485 x 10~ 3 . 

4.112 x 10~ 3 

0.5333 

0.1800 

4.948 x 10~ 2 

3.530 x 10 -3 

1.738 x 10~ 3 

3.780 x 10 -3 

0.5400 

0.1800 

5.002 x 10~ 2 

3.196 x 10" 3 

1.786 x 10 -3 

3.712 x 10 -3 

0.5467 

0.1800 

5.466 x 10~ 2 

2.021 x 10~ 3 

2.123 x 10 -3 

3.644 x 10 -3 

0.5533 

0.1800 

5.546 x 10~ 2 

1.789 x 10 -3 

2.190 x 10 -3 

3.622 x 10~ 3 

0.5600 

0.1800 

5.958 x 10 -2 

9.957 x 10 -4 

2.440 x 10 -3 

3.335 x 10~ 3 

0.5667 

0.1800 

6.029 x 10 -2 

8.495 x 10~ 4 

2.497 x 10~ 3 

3.273 x 10~ 3 

0.5733 

0.1800 

6.373 x 10 -2 

2.980 x 10~ 6 

2.634 x 10~ 3 

3.044 x 10~ 3 

0.5800 

0.1800 

6.429 x 10 -2 

-1.679 x 10 -4 

2.649 x 10~ 3 

2.996 x 10 -3 

0.5867 

0.1800 

6.789 x 10~ 2 

-7.189 x 10 -4 

3.077 x 10 -3 

2.867 x 10 -3 

0.5933 

0.1800 

6.850 x 10~ 2 

-8.318 x 10~ 4 

3.172 x 10~ 3 

2.842 x 10 -3 

0.6000 

0.1800 

7.189 x 10 2 

-1.020 x 10 -3 

3.344 x 10 -3 

2.757 x 10~ 3 

0.6067 

0.1800 

7.247 x 10 -2 

-1.057 x 10 -3 

3.395 x 10 -3 

2.741 x 10 -3 

0.6133 

0.1800 

7.474 x 10~ 2 

-1.098 x 10 -3 

3.307 x 10 -3 

2.611 x 10~ 3 

0.6200 

0.1800 

7.511 x 10 -2 

-1.087 x 10 -3 

3.306 x 10 -3 

2.586 x 10~ 3 

0.6267 

0.1800 

7.695 x 10 -2 

-1.308 x 10 -3 

3.547 x 10 -3 

2.517 x 10 -3 

0.6333 

0.1800 

7.722 x 10 -2 

-1.333 x 10 -3 

3.605 x 10 -3 

2.505 x 10 -3 

0.6400 

0.1800 

7.871 x 10 -2 

-1.503 x 10~ 3 

3.941 x 10 -3 

2.474 x 10 -3 

0.6467 

0.1800 

7.895 x 10 -2 

— 1.511 x 10 -3 

4.020 x 10~ 3 

2.465 x 10 -3 

0.6533 

0.1800 

7.981 x 10 -2 

-1.618 x 10~ 3 

4.292 x 10 -3 

2.541 x 10 -3 

0.6600 

0.1800 

7.987 x 10 -2 

-1.624 x 10 -3 

4.335 x 10 -3 

2.547 x 10~ 3 

0.6667 

0.1800 

8.027 x 10 -2 

-2.055 x 10 -3 

4.880 x 10 -3 

2.746 x 10 -3 

0.6733 

0.1800 

8.081 x 10~ 2 

-2.523 x 10 -3 

5.508 x 10~ 3 

3.001 x 10 -3 

0.6800 

0.1800 

8.115 x 10“ 2 

-2.752 x 10 -3 

5.767 x 10 -3 

3.117 x 10 -3 

0.6867 

0.1800 

8.116 x 10~ 2 

-3.120 x 10 -3 

6.889 x 10 -3 

3.472 x 10 -3 



Table A. 4: Surface variables on upper plate, fine grid (con 
1 ’tinued). 


0.8133 
0.8200 
0.8267 
0.8333 
0.8400 
0.8467 
0.8533 

0.8600 0.1933 1.158 x 10' 

0.8667 0.1933 1.045 x 10' 

0.8733 0.1933 1.001 x 10' 

0.8800 0.1933 9.535 x 10' 

0.8867 0.1933 8.900 x 10' 

0.8933 0.1933 8.056 x 10" 

0.9000 0.1933 7.806 x 10" 

0.9067 0.1933 7.131 x 10" 

0.9133 0.1933 7.047 x 10" 

0.9200 0.1933 6.514 x 10' 

0.9267 0.1933 6.045 x 10' 

0.9333 0.1933 5.892 x 10" 

0.9400 0.1933 5.171 x 10" 

0.9467 0.1933 5.104 x 10" 

0.9533 0.1933 4.575 x 10' 

0.9600 0.1933 4.342 x 10" 

0.9667 0.1933 4.375 x 10“ 

0.9733 0.1933 3.758 x 10" 

0.9800 0.1933 3.599 x 10' 

0.9867 0.1933 3.304 x 10' 

0.9933 0.1933 2.979 x 10“ 

1.0000 0.1933 2.858 x 10' 


0.9800 

0.9867 

0.9933 

1.0000 

0.4667 


P/PoqYi 
1.363 x 10' 
1.368 x 10" 


0.1933 1.354 x 10' 



0.1933 1.330 x 10' 

0.1933 1.280 x 10' 

0.1933 1.250 x 10" 

0.1933 1.177 x 10' 


0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 

0.1933 


0.1933 3.599 x 10' 

0.1933 3.304 x 10' 

0.1933 2.979 x 10" 

0.1933 2.858 x 10' 

0.2000 3.208 x 10' 


0.4733 0.2000 3.218 x 10' 

0.4800 0.2000 3.310 x 10' 

0.4867 0.2000 3.353 x 10' 

0.4933 0.2000 3.508 x 10" 


0.2000 3.508 x 10" 

0.2000 3.592 x 10" 

0.2000 3.866 x 10' 


T zx/ PpQ^r 
1.047 X 10' 
1.332 x 10“ 
1.472 x 10“ 
1.624 x 10" 
1.825 x 10' 
1.795 x 10' 
1.849 x 10“ 
1.851 x 10“ 
1.820 x 10“ 
1.830 x 10“ 
1.804 x 10“ 
1.776 x 10“ 
1.683 x 10“ 
1.653 x 10' 
1.550 x 10" 
1.536 x 10" 
1.427 x 10“ 
1.352 x 10“ 
1.320 x 10“ 
1.223 x 10“ 
1.213 x 10“ 
1.127 x 10“ 
1.092 x 10“ 
1.116 x 10“ 

1.051 x 10“ 
1.066 x 10“ 
1.074 x 10“ 
1.065 x 10“ 
1.062 x 10“ 

1.052 x 10“ 
1.029 x 10“ 
9.924 x 10“ 
9.719 x 10“ 
9.301 x 10“ 
9.143 x 10“ 
8.378 x 10“ 


T 'zy/Poo V QQ 
1.525 x 10“ 2 

1.255 x 10“ 2 
1.095 x 10“ 2 
9.277 x 10“ 3 
5.548 x 10“ 3 
5.388 x 10“ 3 
2.665 x 10“ 3 
2.069 x 10“ 3 

-9.460 x 10“ 4 
-1.397 x 10“ 3 
-2.218 x 10“ 3 
-3.253 x 10“ 3 
-4.498 x 10“ 3 
-4.821 x 10“ 3 
-5.434 x 10“ 3 
-5.500 x 10“ 3 
-5.702 x 10“ 3 
-5.909 x 10“ 3 
-6.087 x 10“ 3 
-6.138 x 10“ 3 
-6.164 x 10“ 3 
-6.022 x 10“ 3 
-6.010 x 10“ 3 
-5.906 x 10“ 3 
-5.751 x 10“ 3 
-5.621 x 10“ 3 
-5.423 x 10“ 3 
-5.091 x 10“ 3 
-4.974 x 10“ 3 
2.302 x 10“ 4 
2.728 x 10“ 4 

4.255 x 10“ 4 
5.497 x 10“ 4 
5.924 x 10“ 4 
6.602 x 10“ 4 
9.263 x 10“ 4 


q”/P0Q V n 
7.203 x 10' 
6.771 x 10' 


4.701 x 10' 

4.510 x 10' 
3.716 x 10' 

3.511 x 10' 
3.286 x 10' 
2.989 x 10' 


2.084 x 10' 
2.042 x 10' 
1.741 x 10' 
1.582 x 10" 
1.505 x 10' 


1.082 x 10' 
1.011 x 10' 
1.034 x 10' 
9.017 x 10' 
8.862 x 10' 
8.443 x 10“ 
8.108 x 10' 
7.992 x 10“ 
4.533 x 10' 
4.471 x 10“ 
4.410 x 10“ 
4.394 x 10" 
4.514 x 10“ 
4.546 x 10' 
4.596 x 10' 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 
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x/L 

y/L 

P/Poo V L 

0.6933 

Q.1800 

8.120 x 10 2 

0.7000 

0.1800 

8. '205 x 10“ 2 

0.7067 

0.1800 

8.252 x 10 -2 

0.7133 

0.1800 

8.516 x 10 -2 

0.7200 

0.1800 

8.799 x 10 -2 

0.7267 

0.1800 

9.011 x 10 -2 

0.7333 

0.1800 

9.569 x 10 -2 

0.7400 

0.1800 

9.895 x 10~ 2 

0.7467 

0.1800 

1.045 x 10“ 1 

0.7533 

0.1800 

1.116 x 10~ ! 

0.7600 

0.1800 

1.163 x 10 _1 

0.7667 

0.1800 

1.226 x 10 _1 

0.7733 

0.1800 

1.288 x 10 -1 

0.7800 

0.1800 

1.344 x 10 _1 

0.7867 

0.1800 

1.383 x 10 -1 

0.7933 

0.1800 

1.431 x 10 _1 

0.8000 

0.1800 

1.425 x 10 -1 

0.8067 

0.1800 

1.435 x 10" 1 

0.8133 

0.1800 

1.400 x 10 _1 

0.8200 

0.1800 

1.355 x 10 -1 

0.8267 

0.1800 

1.328 x 10 -1 

0.8333 

0.1800 

1.273 x 10 _1 

0.8400 

0.1800 

1.174 x 10 -1 

0.8467 

0.1800 

1.151 x 10 -1 

0.8533 

0.1800 

1.047 x 10 -1 

0.8600 

0.1800 

9.533 x 10 -2 

0.8667 

0.1800 

9.066 x 10 -2 

0.8733 

0.1800 

8.620 x 10~ 2 

0.8800 

0.1800 

7.604 x 10“ 2 

0.8867 

0.1800 

7.302 x 10 -2 

0.8933, 

0.1800 

6.769 x 10~ 2 

0.9000 

0.1800 

6.214 x 10 -2 

0.9067 

0.1800 

6.152 x 10 -2 

0.9133 

0.1800 

5.301 x 10~ 2 

0.9200 

0.1800 

4.960 x 10~ 2 

0.9267 

0.1800 

4.799 x 10 -2 


T zx/ PqO^ nn 

-3.199 X 10T 3 
-3.854 x 10 -3 
-4.164 x 10~ 3 
-4.883 x 10 -3 
-5.142 x 10“ 3 
-5.378 x 10 -3 
-5.721 x 10~ 3 
-5.167 x 10 -3 
-4.832 x 10 -3 
-4.023 x 10 -3 
-2.793 x 10 -3 
-6.010 x 10~ 4 


1.143 

X 

10 -3 

3.084 

X 

10 -3 

5.818 

X 

10 -3 

9.299 

X 

10 -3 

1.027 

X 

10 -2 

1.279 

X 

10~ 2 

1.559 

X 

10~ 2 

1.741 

X 

10 -2 

1.797 

X 

10 -2 

1.895 

X 

10~ 2 

1.946 

X 

10 -2 

1.943 

X 

10 -2 

1.882 

X 

10 -2 

1.796 

X 

10 -2 

1.754 

X 

10~ 2 

1.718 

X 

10 -2 

1.631 

X 

10 -2 

1.575 

X 

10 -2 

1.494 

X 

10 -2 

1.389 

X 

10 -2 

1.372 

X 

10~ 2 

1.241 

X 

10 -2 

1.196 

X 

10 -2 

1.167 

X 

10 -2 


T zy / PqqV 
7.107 x 10 3 
8.111 x 10~ 3 
8.710 x 10~ 3 
9.889 x 10 -3 
1.118 x 10~ 2 
1.193 x 10 -2 
1.355 x 10 -2 
1.437 x 10 -2 
1.553 x 10 -2 
1.689 x 10~ 2 
1.753 x 10 -2 
1.825 x 10 -2 
1.824 x 10 -2 
1.818 x 10~ 2 
1.712 x 10 -2 
1.533 x 10 -2 
1.455 x 10 -2 
1.238 x 10~ 2 
9.696 x 10 — 3 
7.365 x 10 -3 
6.185 x 10 -3 
3.853 x 10~ 3 
9.926 x 10 -4 
4.445 x 10~ 4 
-1.848 x 10 -3 
-3.110 x 10 -3 
-3.884 x 10~ 3 
-4.138 x 10 -3 
-5.047 x 10~ 3 
-5.117 x 10~ 3 
-5.507 x 10 -3 
-5.671 x 10 -3 
-5.729 x 10 -3 
-5.937 x 10 -3 
-6.049 x 10 -3 
-6.036 x 10 -3 


q”/Poo v 
3.547 x 10 
3.830 x 10 -3 
3.999 x 10 -3 
4.375 x 10" 3 
4.709 x 10 -3 
4.938 x 10 -3 
5.532 x 10" 3 
5.857 x 10" 3 

6.334 x 10~ 3 
6.909 x 10 -3 
7.224 x 10" 3 
7.529 x 10 -3 
7.791 x 10 -3 
7.974 x 10 -3 
7.992 x 10 -3 
7.860 x 10~ 3 
7.699 x 10 -3 
7.441 x 10~ 3 
6.887 x 10 -3 
6.355 x 10~ 3 
6.093 x 10~ 3 
5.551 x 10 -3 
4.776 x 10 -3 
4.609 x 10~ 3 
3.922 x 10~ 3 
3.391 x 10~ 3 
3.074 x 10~ 3 
2.879 x 10~ 3 
2.432 x 10~ 3 
2.291 x 10 -3 
2.038 x 10 -3 
1.779 x 10 -3 
1.695 x 10 -3 
1.424 x 10 -3 

1.335 x 10 -3 
1.274 x 10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/PooVj, 

r zx/ Poo^'oq 

r zy/Poo V ^o 

q”/poo 

0.9333 

0.1800 

4.354 x 10~A 

. J.095 x 10 _i 

-5.932 x 10 -3 

1.160 x 

0.9400 

0.1800 

4.092 x 10 -2 

1.056 x 10~ 2 

-6.024 x 10 -3 

1.065 x 

0.9467 

0.1800 

3.962 x 10~ 2 

1.037 x 10 -2 

-6.102 x 10 -3 

1.009 x 

0.9533 

0.1800 

3.933 x 10~ 2 

1.034 x 10 -2 

-6.132 x 10 -3 

9.975 x 

0.9600 

0.1800 

3.445 x 10 -2 

9.411 x 10 -3 

-5.781 x 10 -3 

8.290 x 

0.9667 

0.1800 

3.304 x 10 -2 

9.186 x 10 -3 

-5.722 x 10 -3 

7.905 x 

0.9733 

0.1800 

3.090 x 10~ 2 

8.962 x 10 -3 

-5.379 x 10~ 3 

7.228 x 

0.9800 

0.1800 

2.864 x 10 -2 

8.682 x 10 -3 

-5.163 x 10” 3 

6.677 x 

0.9867 

0.1800 

2.680 x 10 -2 

8.917 x 10~ 3 

-4.880 x 10 -3 

6.433 x 

0.9933 

0.1800 

2.362 x 10~ 2 

8.633 x 10 -3 

-4.487 x 10 -3 

6.153 x 

1.0000 

0.1800 

2.245 x 10~ 2 

8.563 x 10 -3 

-4.330 x 10 -3 

6.089 x 

0.4667 

0.1867 

3.240 x 10~ 2 

1.053 x 10 -2 

1.970 x 10 -4 

4.570 x 

0.4733 

0.1867 

3.282 x 10 -2 

1.029 x 10 -2 

2.105 x 10“ 4 

4.542 x 

0.4800 

0.1867 

3.354 x 10 -2 

9.863 x 10 -3 

3.440 x 10~ 4 

4.471 x 

0.4867 

0.1867 

3.432 x 10 -2 

9.525 x 10~ 3 

4.545 x 10“ 4 

4.494 x 

0.4933 

0.1867 

3.565 x 10 -2 

9.117 x 10~ 3 

6.319 x 10~ 4 

4.585 x 

0.5000 

0.1867 

3.743 x 10~ 2 

8.782 x 10 -3 

8.185 x 10~ 4 

4.677 x 

0.5067 

0.1867 

3.972 x 10 -2 

8.318 x 10 -3 

8.978 x 10 -4 

4.692 x 

0.5133 

0.1867 

4.225 x 10~ 2 

7.530 x 10 -3 

1.092 x 10“ 3 

4.613 x 

0.5200 

0.1867 

4.422 x 10~ 2 

6.421 x 10 -3 

1.391 x 10~ 3 

4.329 x 

0.5267 

0.1867 

4.618 x 10 -2 

5.319 x 10 -3 

1.527 x 10~ 3 

4.076 x 

0.5333 

0.1867 

4.806 x 10 -2 

4.220 x 10 -3 

1.720 x 10 -3 

3.827 x 

0.5400 

0.1867 

5.015 x 10~ 2 

3.255 x 10~ 3 

1.861 x 10 -3 

3.719 x 

0.5467 

0.1867 

5.281 x 10 -2 

2.541 x 10~ 3 

2.135 x 10~ 3 

3.660 x 

0.5533 

0.1867 

5.540 x 10~ 2 

1.850 x 10~ 3 

2.261 x 10~ 3 

3.594 x 

0.5600 

0.1867 

5.780 x 10~ 2 

1.388 x 10 -3 

2.492 x 10 -3 

3.426 x 

0.5667 

0.1867 

6.021 x 10 -2 

9.010 x 10~ 4 

2.548 x 10' 3 

3.287 x 

0.5733 

0.1867 

6.226 x 10 -2 

4.754 x 10 -4 

2.683 x 10“ 3 

3.167 x 

0.5800 

0.1867 

6.427 x 10 -2 

-6.960 x 10 -5 

2.717 x 10 -3 

3.022 x 

0.5867 

0.1867 

6.631 x 10 -2 

-3.496 x 10~ 4 

2.979 x 10 -3 

2.952 x 

0.5933 

0.1867 

6.842 x 10~ 2 

-7.458 x 10 -4 

3.184 x 10~ 3 

2.851 x 

0.6000 

0.1867 

7.031 x 10 -2 

-8.460 x 10~ 4 

3.333 x 10~ 3 

2.793 x 

0.6067 

0.1867 

7.223 x 10 -2 

-1.013 x 10 -3 

3.375 x 10 -3 

2.740 x 

0.6133 

0.1867 

7.344 x 10 -2 

-1.026 x 10 -3 

3.342 x 10 -3 

2.672 x 

0.6200 

0.1867 

7.494 x 10 -2 

-1.074 x 10~ 3 

3.368 x 10 -3 

2.596 x 

0.6267 

0.1867 

7.594 x 10~ 2 

-1.151 x 10 -3 

3.556 x 10~ 3 

2.557 x 


0 “ 
o - 3 
o- 3 
o - 4 
o - 4 
o - 4 
0 -4 
o- 4 
o - 4 
o - 4 
o - 4 
o - 3 
o - 3 
o - 3 
o - 3 
o -3 
0~ 3 
[)- 3 
o -3 

D- 3 

O- 3 

0- 3 
D- 3 
3 -3 
tr 3 
r 3 

D~ 3 

3~ 3 

3- 3 

) -3 

)~ 3 

r 3 

r 3 

r 3 

r 3 

1- 3 


JBH 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued) . 


x/L 

y/L 

0.6333 

0,1867 

0.6400 

0.1867 

0.6467 

0.1867 

0.6533 

0.1867 

0.6600 

0.1867 

0.6667 

0.1867 

0.6733 

0.1867 

0.6800 

0.1867 

0.6867 

0.1867 

0.6933 

0.1867 

0.7000 

0.1867 

0.7067 

0.1867 

0.7133 

0.1867 

0.7200 

0.1867 

0.7267 

0.1867 

0.7333 

0.1867 

0.7400 

0.1867 

0.7467 

0.1867 

0.7533 

0.1867 

0.7600 

0.1867 

0.7667 

0.1867 

0.7733 

0.1867 

0.7800 

0.1867 

0.7867 

0.1867 

0.7933 

0.1867 

0.8000 

0.1867 

0.8067 

0.1867 

0.8133 

0.1867 

0.8200 

0.1867 

0.8267 

0.1867 

0.8333 

0.1§67 

0.8400 

0.1867 

0.8467 

0.1867 

0.8533 

0.1867 

0.8600 

0.1867 

0.8667 

0.1867 




* / • K 

7.706 

AJ 

X 

icr 2 

7.779 

X 

10~ 2 

7.873 

X 

10 -2 

7.900 

X 

10 -2 

7.957 

X 

10“ 2 

7.927 

X 

10~ 2 

7.939 

X 

10 -2 

8.001 

X 

10~ 2 

8.004 

X 

10 -2 

8.083 

X 

10 -2 

8.141 

X 

10~ 2 

8.175 

X 

10 -2 

8.365 

X 

10~ 2 

8.403 

X 

10 -2 

8.804 

X 

10 -2 

8.944 

X 

10~ 2 

9.443 

X 

10 -2 

1.014 

X 

10 -1 

1.043 

X 

10 -1 

1.111 

X 

10 -1 

1.187 

X 

10 _1 

1.230 

X 

10 -1 

1.239 

X 

10 _1 

1.354 

X 

10 _1 

1.363 

X 

io- 1 

1.381 

X 

lO" 1 

1.400 

X 

10 _1 

1.397 

X 

10 _1 

1.386 

X 

10- 1 

1.347 

X 

10 _1 

1.310 

X 

10 _1 

1.268 

X 

10 -1 

1.177 

X 

10 _1 

1.152 

X 

10 _1 

1.046 

X 

10 _1 

9.732 

X 

10 -2 


T zx/ ^oo^no 

3-1.283 x 1CT 3 
-1.317 x 10 -3 
-1.436 x 10 -3 
-1.400 x 10~ 3 
-1.595 x 10~ 3 
-1.718 x 10~ 3 
-1.793 x 10 -3 
-2.326 x 10~ 3 
-2.403 x 10 -3 
-3.033 x 10 -3 
-3.666 x 10 -3 
-3.947 x 10 -3 
-4.289 x 10~ 3 
-4.381 x 10~ 3 
-4.857 x 10~ 3 
-4.871 x 10~ 3 
-4.957 x 10" 3 
-4.578 x 10~ 3 
-4.172 x 10~ 3 
-3.245 x 10~ 3 
-1.029 x 10~ 3 
4.096 x 10~ 4 
1.031 x 10~ 3 
4.889 x 10 -3 
6.371 x 10~ 3 
8.079 x 10~ 3 
1.164 x 10~ 2 
1.267 x 10~ 2 
1.462 x 10~ 2 
1.678 x 10 -2 
1.766 x 10~ 2 
1.864 x 10 -2 
1.903 x 10~ 2 
1.902 x 10 -2 
1.840 x 10 -2 
1.787 x 10~ 2 


T zy/ Po o V qq „ 
3.668 x 10 -3 
3.913 x 10 -3 
4.053 x 10 -3 
4.228 x 10 -3 
4.418 x 10~ 3 
4.854 x 10 -3 
4.949 x 10 -3 
5.838 x 10 -3 
6.031 x 10 -3 
7.019 x 10~ 3 
8.086 x 10~ 3 
8.428 x 10~ 3 
9.896 x 10 -3 
1.017 x 10 -2 
1.174 x 10 -2 
1.216 x 10 -2 
1.360 x 10“ 2 
1.522 x 10 -2 
1.582 x 10~ 2 
1.709 x 10 -2 
1.795 x 10 -2 
1.821 x 10 -2 
1.835 x 10 -2 
1.776 x 10 -2 
1.703 x 10 -2 
1.650 x 10 -2 
1.377 x 10 -2 
1.284 x 10 -2 
1.122 x 10 -2 
8.346 x 10 -3 
6.472 x 10 -3 
4.682 x 10 -3 
1.882 x 10 -3 
1.280 x 10 -3 
-1.328 x 10~ 3 
-2.481 x 10~ 3 


q”/Poo v 
2.510 x 10 
2.488 x 10 -3 
2.471 x 10~ 3 
2.493 x 10 -3 
2.559 x 10~ 3 
2.657 x 10 -3 
2.697 x 10~ 3 
3.021 x 10~ 3 
3.083 x 10 -3 
3.461 x 10 -3 

3.782 x 10 -3 
3.901 x 10 -3 
4.263 x 10 -3 
4.333 x 10 -3 

4.782 x 10 -3 
4.943 x 10~ 3 

5.490 x 10 -3 
6.076 x 10~ 3 
6.321 x 10 -3 
6.879 x 10 -3 
7.277 x 10 -3 
7.465 x 10~ 3 

7.490 x 10~ 3 
7.899 x 10 -3 
7.745 x 10 -3 
7.635 x 10 -3 
7.351 x 10~ 3 
7.181 x 10 -3 
6.760 x 10 -3 
6.285 x 10~ 3 
5.929 x 10 -3 
5.453 x 10~ 3 
4.740 x 10~ 3 
4.539 x 10 -3 
3.833 x 10~ 3 
3.394 x 10 -3 


jB H 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
* tinued). 


x/L 

y/L 

P/OccVi, 

T zx/ 

r zy/ Poo^nc 


0.8733. 

DJ867 

$.08 1 x 10 -2 

1,753 x 10~ 2 

-3.359 x 10~ 3 

3.058 x 10 -3 

0.8800 

0.1867 

8.744 x 10 -2 

1.740 x 10~ 2 

-3.732 x 10 -3 

2.918 x 10 -3 

0.8867 

0.1867 

8.473 x 10~ 2 

1.740 x 10~ 2 

-4.091 x 10 -3 

2.806 x 10 -3 

0.8933 

0.1867 

7.597 x 10~ 2 

1.620 x 10 -2 

-4.982 x 10~ 3 

2.380 x 10~ 3 

0.9000 

0.1867 

7.401 x 10 -2 

1.588 x 10 -2 

-5.135 x 10~ 3 

2.273 x 10 -3 

0.9067 

0.1867 

6.321 x 10 -2 

1.401 x 10~ 2 

-5.680 x 10 -3 

1.754 x 10 -3 

0.9133 

0.1867 

5.850 x 10~ 2 

1.345 x 10~ 2 

-5.894 x 10 -3 

1.574 x 10~ 3 

0.9200 

0.1867 

5.707 x 10~ 2 

1.321 x 10~ 2 

-5.949 x 10~ 3 

1.517 x 10~ 3 

0.9267 

0.1867 

5.276 x 10 -2 

1.240 x 10 -2 

-6.132 x 10~ 3 

1.359 x 10~ 3 

0.9333 

0.1867 

4.865 x 10 -2 

1.182 x 10~ 2 

-6.143 x 10~ 3 

1.255 x 10 -3 

0.9400 

0.1867 

4.689 x 10 -2 

1.159 x 10 -2 

-6.176 x 10 -3 

1.207 x 10 -3 

0.9467 

0.1867 

4.565 x 10~ 2 

1.131 x 10 -2 

-6.122 x 10 -3 

1.140 x 10 -3 

0.9533 

0.1867 

4.261 x 10~ 2 

1.079 x 10 -2 

-6.039 x 10 -3 

1.013 x 10 -3 

0.9600 

0.1867 

4.275 x 10~ 2 

1.080 x 10~ 2 

-6.017 x 10~ 3 

9.945 x 10 -4 

0.9667 

0.1867 

3.790 x 10 -2 

1.030 x 10~ 2 

-5.802 x 10 -3 

9.001 x 10~ 4 

0.9733 

0.1867 

3.637 x 10 -2 

1.032 x 10 -2 

-5.728 x 10' 3 

8.711 x 10 -4 

0.9800 

0.1867 

3.335 x 10~ 2 

9.952 x 10~ 3 

-5.469 x 10~ 3 

8.013 x 10~ 4 

0.9867 

0.1867 

2.832 x 10“ 2 

9.401 x 10 -3 

-5.013 x 10 -3 

6.769 x 10~ 4 

0.9933 

0.1867 

2.791 x 10~ 2 

9.404 x 10~ 3 

-4.961 x 10~ 3 

6.798 x 10~ 4 

1.0000 

0.1867 

2.439 x 10 -2 

9.167 x 10 -3 

-4.536 x 10~ 3 

6.650 x 10 -4 

0.4667 

0.1933 

3.227 x 10 -2 

1.067 x 10 -2 

2.558 x 10~ 4 

4.596 x 10“ 3 

0.4733 

0.1933 

3.292 x 10~ 2 

1.012 x 10~ 2 

2.799 x 10~ 4 

4.450 x 10~ 3 

0.4800 

0.1933 

3.305 x 10 -2 

1.003 x 10 -2 

2.847 x 10 -4 

4.425 x 10 -3 

0.4867 

0.1933 

3.440 x 10 -2 

9.379 x 10 -3 

4.898 x 10 -4 

4.509 x 10 -3 

0.4933 

0.1933 

3.463 x 10 -2 

9.259 x 10 -3 

5.122 x 10 -4 

4.527 x 10 -3 

0.5000 

0.1933 

3.788 x 10~ 2 

8.800 x 10~ 3 

7.655 x 10 -4 

4.688 x 10 -3 

0.5067 

0.1933 

3.847 x 10 -2 

8.723 x 10~ 3 

8.017 x 10 -4 

4.724 x 10~ 3 

0.5133 

0.1933 

4.241 x 10~ 2 

7.253 x 10 -3 

1.300 x 10 -3 

4.478 x 10 -3 

0.5200 

0.1933 

4.314 x 10~ 2 

6.999 x 10~ 3 

1.395 x 10 -3 

4.438 x 10~ 3 

0.5267 

0.1933 

4.612 x 10~ 2 

5.159 x 10~ 3 

1.644 x 10~ 3 

3.934 x 10~ 3 

0.5333 

0.1933 

4.665 x 10 -2 

4.850 x 10 -3 

1.684 x 10 -3 

3.844 x 10 -3 

0.5400 

0.1933 

5.035 x 10~ 2 

3.300 x 10 -3 

2.079 x 10 -3 

3.712 x 10 -3 

0.5467 

0.1933 

5.099 x 10 -2 

3.047 x 10~ 3 

2.150 x 10~ 3 

3.690 x 10~ 3 

0.5533 

0.1933 

5.531 x 10 -2 

1.946 x 10~ 3 

2.492 x 10 -3 

3.542 x 10 -3 

0.5600 

0.1933 

5.606 x 10 -2 

1.765 x 10 -3 

2.561 x 10 -3 

3.512 x 10 -3 

0.5667 

0.1933 

6.016 x 10 -2 

1.064 x 10~ 3 

2.702 x 10~ 3 

3.325 x 10~ 3 


! 3 i 1 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 


T zx/ PocV^ 

T zy/Pcc^nq 


0.5733 

0.1933 

6.087 x 107 2 

9.515 x 10~ 4 

2.727 x 10“^* 

3.289 x 10 * 

0.5800 

0.1933 

6.419 x 10~ 2 

1.502 x 10~ 4 

2.856 x 10“ 3 

3.079 x 10 -3 

0.5867 

0.1933 

6.477 x 10“ 2 

1.519 x 10~ 5 

2.863 x 10 -3 

3.038 x 10~ 3 

0.5933 

0.1933 

6.825 x 10~ 2 

-5.841 x 10“ 4 

3.284 x 10~ 3 

2.860 x 10 -3 

0.6000 

0.1933 

6.886 x 10~ 2 

-6.896 x 10~ 4 

3.343 x 10~ 3 

2.824 x 10 -3 

0.6067 

0.1933 

7.172 x 10~ 2 

-9.234 x 10~ 4 

3.344 x 10 -3 

2.747 x 10~ 3 

0.6133 

0.1933 

7.223 x 10~ 2 

-9.724 x 10 -4 

3.333 x 10 -3 

2.734 x 10 -3 

0.6200 

0.1933 

7.458 x 10 -2 

-9.989 x 10 -4 

3.523 x 10~ 3 

2.614 x 10~ 3 

0.6267 

0.1933 

7.503 x 10~ 2 

-1.009 x 10 -3 

3.543 x 10 -3 

2.594 x 10 -3 

0.6333 

0.1933 

7.665 x 10 -2 

-1.137 x 10 -3 

3.847 x 10 -3 

2.516 x 10 -3 

0.6400 

0.1933 

7.697 x 10~ 2 

-1.160 x 10 -3 

3.884 x 10 -3 

2.502 x 10~ 3 

0.6467 

0.1933 

7.811 x 10 -2 

-1.204 x 10 -3 

4.135 x 10 -3 

2.463 x 10 -3 

0.6533 

0.1933 

7.843 x 10~ 2 

-1.213 x 10 -3 

4.180 x 10 -3 

2.452 x 10~ 3 

0.6600 

0.1933 

7.859 x 10~ 2 

-1.325 x 10~ 3 

4.412 x 10~ 3 

2.517 x 10~ 3 

0.6667 

0.1933 

7.913 x 10 -2 

-1.654 x 10~ 3 

4.833 x 10 -3 

2.644 x 10 -3 

0.6733 

0.1933 

7.913 x 10~ 2 

-1.689 x 10 -3 

5.028 x 10~ 3 

2.695 x 10~ 3 

0.6800 

0.1933 

7.976 x 10 -2 

-2.214 x 10 -3 

5.816 x 10 -3 

2.989 x 10 -3 

0.6867 

0.1933 

7.987 x 10 -2 

-2.300 x 10 -3 

5.922 x 10 -3 

3.031 x 10 -3 

0.6933 

0.1933 

7.997 x 10~ 2 

-2.690 x 10 -3 

6.997 x 10 -3 

3.367 x 10~ 3 

0.7000 

0.1933 

7.996 x 10~ 2 

-2.741 x 10 -3 

7.162 x 10~ 3 

3.416 x 10 -3 

0.7067 

0.1933 

8.093 x 10 2 

-3.292 x 10 -3 

8.437 x 10~ 3 

3.790 x 10~ 3 

0.7133 

0.1933 

8.109 x lO -2 

-3.329 x 10 -3 

8.843 x 10 -3 

3.883 x 10“ 3 

0.7200 

0.1933 

8.275 x 10 2 

-3.707 x 10~ 3 

1.009 x 10 -2 

4.225 x 10~~ 3 

0.7267 

0.1933 

8.359 x 10 -2 

-3.816 x 10 -3 

1.050 x 10~ 2 

4.346 x 10~ 3 

0.7333 

0.1933 

8.624 x 10 -2 

-4.245 x 10 -3 

1.178 x 10~ 2 

4.769 x 10~ 3 

0.7400 

0.1933 

9.026 x 10~ 2 

-4.361 x 10 -3 

1.286 x 10 -2 

5.099 x 10~ 3 

0.7467 

0.1933 

9.230 x 10~ 2 

-4.321 x 10 -3 

1.354 x 10 -2 

5.259 x 10~ 3 

0.7533 

0.1933 

9.968 x 10 -2 

-3.902 x 10 -3 

1.537 x 10 -2 

5.984 x 10 -3 

0.7600 

0.1933 

1.048 x 10 _1 

-2.995 x 10~ 3 

1.627 x 10 -2 

6.338 x 10~ 3 

0.7667 

0.1933 

1.106 x 10 -1 

-1.842 x 10 -3 

1.737 x 10~ 2 

6.745 x 10~ 3 

0.7733 

0.1933 

1.173 x 10 -1 

-2.275 x 10 -4 

1.785 x 10 -2 

7.088 x 10 -3 

0.7800 

0.1933 

1.220 x 10 _1 

8.423 x 10~ 4 

1.821 x 10 -2 

7.348 x 10 -3 

0.7867 

0.1933 

1.276 x 10 _1 

3.357 x 10 -3 

1.793 x 10 -2 

7.429 x 10~ 3 

0.7933 

0.1933 

1.281 x 10 _1 

3.660 x 10~ 3 

1.786 x 10 -2 

7.431 x 10~ 3 

0.8000 

0.1933 

1.332 x 10~ l 

6.962 x 10 -3 

1.697 x 10 -2 

7.378 x 10~ 3 

0.8067 

0.1933 

1.341 x 10 _1 

7.879 x 10 -3 

1.646 x 10 -2 

7.341 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/PooV^ 

r 2x/Poo V ^q 

r zy/Poo V ^ 

q’VPooV^ 

0.5133 

0.2000 

3.979 x 10 -2 

7.939 x 10~ 3 

1.088 x 10 -J 

4.546 x 10~ 3 

0.5200 

0.2000 

4.304 x 10 -2 

6.714 x 10 -3 

1.469 x 10 -3 

4.312 x 10~ 3 

0.5267 

0.2000 

4.418 x 10 -2 

6.117 x 10 -3 

1.630 x 10 -3 

4.166 x 10~ 3 

0.5333 

0.2000 

4.667 x 10 -2 

4.770 x 10 -3 

1.815 x 10~ 3 

3.861 x 10 -3 

0.5400 

0.2000 

4.784 x 10~ 2 

4.170 x 10 -3 

1.971 x 10 -3 

3.764 x 10~ 3 

0.5467 

0.2000 

5.088 x 10“ 2 

3.040 x 10 -3 

2.191 x 10 -3 

3.685 x 10 -3 

0.5533 

0.2000 

5.225 x 10 -2 

2.584 x 10~ 3 

2.322 x 10~ 3 

3.648 x 10~ 3 

0.5600 

0.2000 

5.589 x 10" 2 

1.821 x 10~ 3 

2.594 x 10 -3 

3.565 x 10~ 3 

0.5667 

0.2000 

5.736 x 10 -2 

1.544 x 10~ 3 

2.715 x 10 -3 

3.545 x 10 -3 

0.5733 

0.2000 

6.070 x 10 -2 

1.031 x 10 -3 

2.888 x 10 -3 

3.358 x 10 -3 

0.5800 

0.2000 

6.200 x 10~ 2 

8.256 x 10 -4 

3.034 x 10 -3 

3.314 x 10~ 3 

0.5867 

0.2000 

6.468 x 10 -2 

1.092 x 10~ 4 

3.103 x 10 -3 

3.093 x 10 -3 

0.5933 

0.2000 

6.583 x 10“ 2 

-1.210 x 10~ 4 

3.270 x 10~ 3 

' 3.036 x 10 -3 

0.6000 

0.2000 

6.849 x 10~ 2 

-5.706 x 10~ 4 

3.384 x 10~ 3 

2.849 x 10~ 3 

0.6067 

0.2000 

6.941 x 10~ 2 

-6.722 x 10~ 4 

3.443 x 10~ 3 

2.800 x 10~ 3 

0.6133 

0.2000 

7.172 x 10 -2 

-8.492 x 10 -4 

3.512 x 10“ 3 

2.722 x 10 -3 

0.6200 

0.2000 

7.247 x 10~ 2 

-8.575 x 10 -4 

3.642 x 10~ 3 

2.684 x 10 -3 

0.6267 

0.2000 

7.453 x 10 -2 

-9.409 x 10~ 4 

3.808 x 10~ 3 

2.607 x 10 -3 

0.6333 

0.2000 

7.512 x 10 -2 

-9.464 x 10“ 4 

4.016 x 10 -3 

2.581 x 10 -3 

0.6400 

0.2000 

7.652 x 10“ 2 

-1.029 x 10~ 3 

4.056 x 10~ 3 

2.497 x 10 -3 

0.6467 

0.2000 

7.683 x 10 -2 

-9.943 x 10~ 4 

4.187 x 10~ 3 

2.468 x 10~ 3 

0.6533 

0.2000 

7.777 x 10~ 2 

-1.081 x 10~ 3 

4.298 x 10~ 3 

2.471 x 10 -3 

0.6600 

0.2000 

7.775 x 10~ 2 

-1.035 x 10~ 3 

4.428 x 10~ 3 

2.486 x 10 -3 

0.6667 

0.2000 

7.820 x 10 -2 

-1.229 x 10 -3 

4.730 x 10 -3 

2.564 x 10 -3 

0.6733 

0.2000 

7.839 x 10~ 2 

-1.324 x 10~ 3 

5.085 x 10~ 3 

2.632 x 10~ 3 

0.6800 

0.2000 

7.851 x 10~ 2 

-1.420 x 10 -3 

5.189 x 10~ 3 

2.675 x 10 -3 

0.6867 

0.2000 

7.901 x 10 -2 

-1.918 x 10 -3 

5.919 x 10 -3 

2.944 x 10~ 3 

0.6933 

0.2000 

7.949 x 10 -2 

-2.406 x 10 -3 

6.763 x 10 -3 

3.248 x 10 -3 

0.7000 

0.2000 

7.986 x 10 -2 

-2.680 x 10~ 3 

7.180 x 10 -3 

3.408 x 10~ 3 

0.7067 

0.2000 

8.042 x 10 -2 

-3.011 x 10~ 3 

8.325 x 10~ 3 

3.719 x 10 -3 

0.7133 

0.2000 

8.081 x 10 -2 

-3.217 x 10~ 3 

8.743 x 10~ 3 

3.845 x 10 -3 

0.7200 

0.2000 

8.203 x 10 -2 

-3.453 x 10~ 3 

9.889 x 10~ 3 

4.147 x 10 -3 

0.7267 

0.2000 

8.260 x 10 -2 

-3.569 x 10~ 3 

1.029 x 10 -2 

4.265 x 10 -3 

0.7333 

0.2000 

8.542 x 10~ 2 

-4.047 x 10 -3 

1.157 x 10 -2 

4.684 x 10 -3 

0.7400 

0.2000 

8.671 x 10 -2 

-3.861 x 10 -3 

1.210 x 10~ 2 

4.764 x 10~ 3 

0.7467 

0.2000 

9.081 x 10 -2 

-3.983 x 10 -3 

1.332 x 10 -2 

5.148 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/Poo V L 

r zx/ PooV^ 

r zy 

TwT 

0.7533 

0.2000, 

9.463 x 10~ 2 

-3.647 x 10 -X 

1.443 x 10“^ 

5.527 x 10 ' r_ 

0.7600 

0.2000 

9.898 x 10~ 2 

-2.884 x 10~ 3 

1.571 x 10~ 2 

5.848 x 10 -3 

0.7667 

0.2000 

1.023 x 10 -1 

-2.451 x 10~ 3 

1.620 x 10 -2 

6.088 x 10~ 3 

0.7733 

0.2000 

1.109 x 10 -1 

-7.656 x 10~ 4 

1.738 x 10 -2 

6.605 x 10 -3 

0.7800 

0.2000 

1.115 x 10 -1 

-5.926 x 10~ 4 

1.753 x 10 -2 

6.630 x 10~ 3 

0.7867 

0.2000 

1.199 x 10 -1 

1.699 x 10~ 3 

1.774 x 10 -2 

7.019 x 10 -3 

0.7933 

0.2000 

1.219 x 10 -1 

2.718 x 10 -3 

1.783 x 10~ 2 

7.022 x 10 -3 

0.8000 

0.2000 

1.263 x 10 _1 

4.610 x 10 -3 

1.749 x 10 -2 

7.135 x 10~ 3 

0.8067 

0.2000 

1.296 x 10" 1 

6.713 x 10~ 3 

1.717 x 10 -2 

7.181 x 10 -3 

0.8133 

0.2000 

1.348 x 10 -1 

9.834 x 10 -3 

1.566 x 10 -2 

7.163 x 10~ 3 

0.8200 

0.2000 

1.344 x 10 _1 

1.155 x 10 -2 

1.420 x 10~ 2 

6.796 x 10 -3 

0.8267 

0.2000 

1.347 x 10” 1 

1.291 x 10 -2 

1.301 x 10 -2 

6.619 x 10~ 3 

0.8333 

0.2000 

1.333 x 10 _1 

1.581 x 10~ 2 

1.003 x 10~ 2 

6.249 x 10 -3 

0.8400 

0.2000 

1.305 x 10 _1 

1.586 x 10 -2 

9.496 x 10 -3 

5.999 x 10~ 3 

0.8467 

0.2000 

1.265 x 10 -1 

1.761 x 10~ 2 

6.309 x 10 -3 

5.481 x 10 -3 

0.8533 

0.2000 

1.231 x 10 -1 

1.752 x 10 -2 

5.654 x 10 -3 

5.171 x 10 -3 

0.8600 

0.2000 

1.176 x 10 _1 

1.806 x 10 -2 

3.379 x 10 -3 

4.637 x 10~ 3 

0.8667 

0.2000 

1.158 x 10 -1 

1.820 x 10 -2 

2.774 x 10 -3 

4.400 x 10 -3 

0.8733 

0.2000 

1.031 x 10" 1 

1.849 x 10 -2 

-5.988 x 10 -4 

3.667 x 10 -3 

0.8800 

0.2000 

1.015 x 10 -1 

1.846 x 10 -2 

-8.435 x 10 -4 

3.580 x 10 -3 

0.8867 

0.2000 

9.775 x 10 -2 

1.871 x 10~ 2 

-1.669 x 10“ 3 

3.371 x 10~ 3 

0.8933 

0.2000 

9.519 x 10~ 2 

1.843 x 10 -2 

-2.025 x 10 -3 

3.247 x 10 -3 

0.9000 

0.2000 

8.715 x 10~ 2 

1.791 x 10 -2 

-3.498 x 10 -3 

2.842 x 10~ 3 

0.9067 

0.2000 

8.343 x 10 -2 

1.733 x 10 -2 

-3.933 x 10 -3 

2.651 x 10 -3 

0.9133 

0.2000 

7.829 x 10 -2 

1.643 x 10~ 2 

-4.482 x 10 -3 

2.320 x 10 -3 

0.9200 

0.2000 

6.854 x 10 -2 

1.481 x 10~ 2 

-5.377 x 10 -3 

1.882 x 10 -3 

0.9267 

0.2000 

6.723 x 10 -2 

1.456 x 10~ 2 

-5.446 x 10 -3 

1.811 x 10~ 3 

0.9333 

0.2000 

6.033 x 10 -2 

1.343 x 10 -2 

-5.963 x 10 -3 

1.551 x 10 -3 

0.9400 

0.2000 

5.905 x 10~ 2 

1.330 x 10 -2 

-5.760 x 10 -3 

1.498 x 10~ 3 

0.9467 

0.2000 

5.402 x 10“ 2 

1.253 x 10~ 2 

-5.945 x 10 -3 

1.320 x 10~ 3 

0.9533 

0.2000 

, 5.572 x 10~ 2 

1.268 x 10 -2 

-5.746 x 10 -3 

1.318 x 10 -3 

0.9600 

0.2000 

4.870 x 10~ 2 

1.182 x 10~ 2 

-5.889 x 10 -3 

1.151 x 10~ 3 

0.9667 

0.2000 

4.654 x 10 -2 

1.152 x 10~ 2 

-5.948 x 10 -3 

1.096 x 10 -3 

0.9733 

0.2000 

4.535 x 10~ 2 

1.204 x 10 -2 

-5.971 x 10 -3 

1.123 x 10 -3 

0.9800 

0.2000 

4.158 x 10“ 2 

1.213 x 10 -2 

-5.886 x 10 -3 

1.073 x 10 -3 

0.9867 

0.2000 

3.597 x 10~ 2 

1.169 x 10~ 2 

-5.712 x 10~ 3 

9.496 x 10~ 4 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


415 


x/L 

y/L 

P/Poo 

r zx/ ^ooV^ 

r zy/ PooV m 

00 vt, 

0.9933 

0.2000 

3.547 x 10 2 

1.168 x 10~ 2 

-5.630 x 10 -;i 

9.452 x 10 -4 

1.0000 

0.2000 

3.102 x 10 -2 

1.141 x 10 -2 

-5.104 x 10~ 3 

8.841 x 10 -4 

0.4667 

0.2067 

3.191 x 10 -2 

1.044 x 10~ 2 

2.112 

X 

10 -4 

4.491 x 10 -3 

0.4733 

0.2067 

3.198 x 10 -2 

1.032 x 10 -2 

2.620 

X 

10 -4 

4.471 x 10 -3 

0.4800 

0.2067 

3.304 x 10~ 2 

9.905 x 10~ 3 

4.826 

X 

10~ 4 

4.391 x 10 -3 

0.4867 

0.2067 

3.335 x 10 -2 

9.771 x 10~ 3 

5.650 

X 

10~ 4 

4.371 x 10 -3 

0.4933 

0.2067 

3.510 x 10~ 2 

9.356 x 10 -3 

6.153 

X 

10 -4 

4.500 x 10 -3 

0.5000 

0.2067 

3.563 x 10~ 2 

9.211 x 10 -3 

6.401 

X 

10~ 4 

4.530 x 10~ 3 

0.5067 

0.2067 

3.847 x 10 -2 

8.285 x 10 -3 

9.531 

X 

10- 4 

4.541 x 10 -3 

0.5133 

0.2067 

3.941 x 10 -2 

8.037 x 10~ 3 

1.059 

X 

10 -3 

4.556 x 10 3 j 

0.5200 

0.2067 

4.282 x 10~ 2 

6.657 x 10~ 3 

1.506 

X 

10 -3 

4.264 x 10 -3 

0.5267 

0.2067 

4.385 x 10~ 2 

6.269 x 10~ 3 

1.628 

X 

io -3 ; 

4.198 x 10~ 3 

0.5333 

0.2067 

4.652 x 10 -2 

4.735 x 10~ 3 

1.886 

X 

10~ 3 

3.848 x 10 -3 

0.5400 

0.2067 

4.728 x 10 -2 

4.350 x 10 -3 

1.952 

X 

10 -3 

3.771 x 10 -3 

0.5467 

0.2067 

5.065 x 10~ 2 

3.031 x 10 -3 

2.216 

X 

10 -3 

3.682 x 10 -3 

0.5533 

0.2067 

5.151 x 10 -2 

2.720 x 10~ 3 

2.283 

X 

10 -3 

3.670 x 10 -3 

0.5600 

0.2067 

5.569 x 10 -2 

1.863 x 10 -3 

2.634 

X 

10~ 3 

3.609 x 10 -3 

0.5667 

0.2067 

5.671 x 10~ 2 

1.650 x 10“ 3 

2.715 

X 

10 -3 

3.600 x 10 -3 

0.5733 

0.2067 

6.054 x 10~ 2 

1.125 x 10 -3 

3.005 

X 

10~ 3 

3.407 x 10 -3 

0.5800 

0.2067 

6.150 x 10~ 2 

9.898 x 10 -4 

3.076 

X 

10~ 3 

3.371 x 10 -3 

0.5867 

0.2067 

6.447 x 10~ 2 

1.766 x 10 -4 

3.246 

X 

10 -3 

3.127 x 10 -3 

0.5933 

0.2067 

6.529 x 10 -2 

-2.146 x 10 -5 

3.280 

X 

10 -3 

3.077 x 10~ 3 

0.6000 

0.2067 

6.811 x 10 -2 

-4.899 x 10~ 4 

3.435 

X 

10~ 3 

2.857 x 10 -3 

0.6067 

0.2067 

6.891 x 10 -2 

-6.220 x 10~ 4 

3.460 

X 

10 -3 

2.811 x 10 -3 

0.6133 

0.2067 

7.127 x 10 -2 

-7.552 x 10~ 4 

3.631 

X 

10 -3 

2.717 x 10“ 3 

0.6200 

0.2067 

7.199 x 10 -2 

-8.224 x 10 -4 

3.665 

X 

10~ 3 

2.698 x 10~ 3 

0.6267 

0.2067 

7.412 x 10 -2 

-8.674 x 10~ 4 

3.983 

X 

10 -3 

2.614 x 10 -3 

0.6333 

0.2067 

7.477 x 10 -2 

-9.050 x 10 -4 

4.066 

X 

10~ 3 

2.596 x 10~ 3 

0.6400 

0.2067 

7.612 x 10 -2 

-9.211 x 10 -4 

4.160 

X 

10~ 3 

2.491 x 10~ 3 

0.6467 

0.2067 

7.661 x 10~ 2 

-9.535 x 10 -4 

4.200 

X 

10 -3 

2.466 x 10~ 3 

0.6533 

.0.2067 

7.712 x 10~ 2 

-9.510 x 10 -4 

4.319 

X 

10~ 3 

2.467 x 10 -3 

0.6600 

0.2067 

7.769 x 10 -2 

-1.015 x 10 -3 

4.425 

X 

10~ 3 

2.483 x 10~ 3 

0.6667 

0.2067 

7.763 x 10 -2 

-9.848 x 10 -4 

4.595 

X 

10 -3 

2.508 x 10 -3 

0.6733 

0.2067 

7.827 x 10 -2 

-1.277 x 10 -3 

5.047 

X 

10 -3 

2.618 x 10 -3 

0.6800 

0.2067 

7.824 x 10~ 2 

-1.323 x 10~ 3 

5.181 

X 

10' 3 

2.652 x 10~ 3 

0.6867 

0.2067 

7.825 x 10~ 2 

-1.600 x 10 -3 

5.869 

X 

10~ 3 

2.847 x 10 -3 


Table A.4: Surface variables on upper plate, fine grid (con- 
tinued) . 
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x/L 

y/L 

P/Poo^ 

T zx/ Poo ^oo 

r zy/ p oo V QQ 


0.6933 

0.2067 

7.827 x 10 -2 

-1.630 x 10“^ 

5.941 x 10 -3 

2.871 x 10 3 

0.7000 

0.2067 

7.855 x 10 -2 

-1.951 x 10~ 3 

7.068 x 10 -3 

3.264 x 10~ 3 

0.7067 

0.2067 

7.849 x 10~ 2 

-1.935 x 10~ 3 

7.215 x 10 -3 

3.306 x 10~ 3 

0.7133 

0.2067 

7.922 x 10~ 2 

-2.548 x 10“ 3 

8.511 x 10 -3 

3.726 x 10~ 3 

0.7200 

0.2067 

7.916 x 10~ 2 

-2.565 x 10 -3 

8.680 x 10 -3 

3.776 x 10 -3 

0.7267 

0.2067 

8.103 x 10~ 2 

-3.156 x 10~ 3 

1.035 x 10 -2 

4.273 x 10 -3 

0.7333 

0.2067 

8.115 x 10~ 2 

-3.186 x 10~ 3 

1.049 x 10~ 2 

4.313 x 10~ 3 

0.7400 

0.2067 

8.516 x 10~ 2 

-3.611 x 10~ 3 

1.176 x 10 -2 

4.603 x 10~ 3 

0.7467 

0.2067 

8.816 x 10 -2 

-3.507 x 10 -3 

1.300 x 10~ 2 

4.953 x 10~ 3 

0.7533 

0.2067 

8.948 x 10~ 2 

-3.474 x 10 -3 

1.350 x 10~ 2 

5.095 x 10~ 3 

0.7600 

0.2067 

9.751 x 10 -2 

-2.847 x 10 -3 

1.549 x 10~ 2 

5.733 x 10 -3 

0.7667 

0.2067 

9.852 x 10~ 2 

-2.525 x 10 -3 

1.572 x 10 -2 

5.793 x 10~ 3 

0.7733 

0.2067 

1.010 x 10 -1 

-1.684 x 10~ 3 

1.613 x 10 -2 

5.917 x 10~ 3 

0.7800 

0.2067 

1.090 x 10 _1 

-6.003 x 10 -4 

1.720 x 10~ 2 

6.431 x 10~ 3 

0.7867 

0.2067 

1.094 x 10 _1 

1.447 x 10 -4 

1.731 x 10 -2 

6.367 x 10 -3 

0.7933 

0.2067 

1.192 x 10 _1 

2.238 x 10~ 3 

1.778 x 10 -2 

6.870 x 10 -3 

0.8000 

0.2067 

1.204 x 10 -1 

3.149 x 10~ 3 

1.772 x 10~ 2 

6.872 x 10 -3 

0.8067 

0.2067 

1.273 x 10 -1 

6.043 x 10~ 3 

1.759 x 10 -2 

7.112 x 10~ 3 

0.8133 

0.2067 

1.288 x 10 _1 

7.788 x 10~ 3 

1.681 x 10~ 2 

6.932 x 10 -3 

0.8200 

0.2067 

1.306 x 10 _1 

8.871 x 10 -3 

1.641 x 10~ 2 

6.895 x 10~ 3 

0.8267 

0.2067 

1.317 x 10 -1 

1.171 x 10 -2 

1.408 x 10 -2 

6.533 x 10 -3 

0.8333 

0.2067 

1.310 x 10 _1 

1.237 x 10~ 2 

1.338 x 10 -2 

6.410 x 10 -3 

0.8400 

0.2067 

1.298 x 10 _1 

1.484 x 10 -2 

1.097 x 10~ 2 

6.030 x 10~ 3 

0.8467 

0.2067 

1.282 x 10 _1 

1.535 x 10 -2 

9.911 x 10~ 3 

5.831 x 10 -3 

0.8533 

0.2067 

1.252 x 10 -1 

1.689 x 10~ 2 

7.315 x 10 -3 

5.367 x 10 -3 

0.8600 

0.2067 

1.227 x 10 -1 

1.709 x 10~ 2 

6.365 x 10 -3 

5.101 x 10 -3 

0.8667 

0.2067 

1.170 x 10 _1 

1.782 x 10“ 2 

3.837 x 10 -3 

4.522 x 10~ 3 

0.8733 

0.2067 

1.129 x 10 _1 

1.825 x 10 -2 

2.511 x 10~ 3 

4.186 x 10~ 3 

0.8800 

0.2067 

1.104 x 10 _1 

1.825 x 10~ 2 

1.940 x 10 -3 

4.050 x 10 -3 

0.8867 

0.2067 

1.023 x 10 -1 

1.852 x 10~ 2 

-1.488 x 10 -4 

3.592 x 10~ 3 

0.8933 

0.2067 

1.005 x 10 _1 

1.881 x 10~ 2 

-4.844 x 10" 4 

3.458 x 10 -3 

0.9000 

0.2067 

9.222 x 10~ 2 

1.825 x 10~ 2 

-2.324 x 10 -3 

3.070 x 10 -3 

0.9067 

0.2067 

8.922 x 10 -2 

1.789 x 10 -2 

-2.776 x 10 -3 

2.896 x 10 -3 

0.9133 

0.2067 

8.132 x 10~ 2 

1.688 x 10 -2 

-4.142 x 10 -3 

2.429 x 10 -3 

0.9200 

0.2067 

7.871 x 10 -2 

1.638 x 10 -2 

-4.288 x 10 -3 

2.290 x 10 -3 

0.9267 

0.2067 

7.434 x 10 -2 

1.568 x 10 -2 

-4.906 x 10~ 3 

2.061 x 10 -3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 
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x/L 

y/L 

P/Poo Vi, 

T zx/ ^00^09 

r zy/Poo V m 

q”/p°° v ™, 

0.9333 

0.2067 

6.906 x 10 2 

1.482 x 10 -2 

-5.082 x 10~ 3 

1.841 x 10 -3 

0.9400 

0.2067 

6.677 x 10~ 2 

1.447 x 10 -2 

-5.285 x 10 -3 

1.735 x 10 -3 

0.9467 

0.2067 

6.036 x 10 -2 

1.343 x 10~ 2 

-5.503 x 10 -3 

1.489 x 10 -3 

0.9533 

0.2067 

5.672 x 10 -2 

1.280 x 10~ 2 

-5.706 x 10~ 3 

1.338 x 10 -3 

0.9600 

0.2067 

5.549 x 10 -2 

1.298 x 10~ 2 

-5.663 x 10~ 3 

1.335 x 10 -3 

0.9667 

0.2067 

5.385 x 10~ 2 

1.304 x 10 -2 

-5.696 x 10 -3 

1.312 x 10~ 3 

0.9733 

0.2067 

4.594 x 10 -2 

1.266 x 10 -2 

-6.076 x 10 -3 

1.183 x 10 -3 

0.9800 

0.2067 

4.550 x 10~ 2 

1.266 x 10~ 2 

-6.072 x 10 -3 

1.176 x 10~ 3 

0.9867 

0.2067 

4.074 x 10~ 2 

1.290 x 10 -2 

-5.659 x 10 -3 

1.095 x 10~ 3 

0.9933 

0.2067 

3.750 x 10~ 2 

1.318 x 10 -2 

-5.413 x 10 -3 

1.083 x 10~ 3 

1.0000 

0.2067 

3.615 x 10~ 2 

1.325 x 10~ 2 

-5.348 x 10~ 3 

1.079 x 10 -3 

0.4667 

0.2133 

3.159 x 10~ 2 

1.074 x 10 -2 

-4.254 x 10~ 5 

4.479 x 10~ 3 

0.4733 

0.2133 

3.201 x 10 -2 

1.036 x 10 -2 

1.962 x 10 -4 

4.426 x 10 -3 

0.4800 

0.2133 

3.211 x 10~ 2 

1.030 x 10~ 2 

2.332 x 10~ 4 

4.410 x 10~ 3 

0.4867 

0.2133 

3.365 x 10~ 2 

9.874 x 10~ 3 

5.270 x 10 -4 

4.441 x 10~ 3 

0.4933 

0.2133 

3.398 x 10~ 2 

9.810 x 10~ 3 

5.836 x 10~ 4 

4.453 x 10 -3 

0.5000 

0.2133 

3.561 x 10 -2 

8.865 x 10 -3 

6.524 x 10 -4 

4.439 x 10~ 3 

0.5067 

0.2133 

3.592 x 10 -2 

8.624 x 10~ 3 

6.672 x 10~ 4 

4.418 x 10~ 3 

0.5133 

0.2133 

3.964 x 10 -2 

7.682 x 10~ 3 

1.182 x 10~ 3 

4.371 x 10~ 3 

0.5200 

0.2133 

4.040 x 10 -2 

7.436 x 10 -3 

1.298 x 10~ 3 

4.329 x 10 -3 

0.5267 

0.2133 

4.369 x 10 -2 

5.994 x 10~ 3 

1.692 x 10 -3 

4.064 x 10 -3 

0.5333 

0.2133 

4.437 x 10~ 2 

5.640 x 10 -3 

1.790 x 10~ 3 

3.982 x 10 -3 

0.5400 

0.2133 

4.726 x 10~ 2 

4.151 x 10“ 3 

1.974 x 10 -3 

3.726 x 10 -3 

0.5467 

0.2133 

4.793 x 10 -2 

3.773 x 10~ 3 

2.032 x 10 -3 

3.653 x 10 -3 

0.5533 

0.2133 

5.187 x 10 -2 

2.702 x 10 -3 

2.369 x 10 -3 

3.663 x 10~ 3 

0.5600 

0.2133 

5.283 x 10 -2 

2.459 x 10~ 3 

2.463 x 10 -3 

3.662 x 10 -3 

0.5667 

0.2133 

5.688 x 10 -2 

1.729 x 10 -3 

2.809 x 10 -3 

3.530 x 10 -3 

0.5733 

0.2133 

5.783 x 10~ 2 

1.575 x 10 -3 

2.910 x 10~ 3 

3.489 x 10 -3 

0.5800 

0.2133 

6.115 x 10~ 2 

9.076 x 10 -4 

3.206 x 10 -3 

3.303 x 10 -3 

0.5867 

0.2133 

6.186 x 10 -2 

7.473 x 10 -4 

3.307 x 10 -3 

3.249 x 10 -3 

0.5933 

0.2133 

6.486 x 10~ 2 

6.044 x 10 -5 

3.412 x 10 -3 

3.004 x 10~ 3 

0.6000 

0.2133 

6.545 x 10 -2 

-7.228 x 10 -5 

3.465 x 10 -3 

2.938 x 10 -3 

0.6067 

0.2133 

6.806 x 10 -2 

-3.598 x 10~ 4 

3.603 x 10 -3 

2.782 x 10 -3 

0.6133 

0.2133 , 

6.847 x 10" 2 

-3.769 x 10 -4 

3.661 x 10 -3 

2.743 x 10 -3 

0.6200 

0.2133 

7.117 x 10 -2 

-6.227 x 10~ 4 

3.805 x 10 -3 

2.674 x 10 -3 

0.6267 

0.2133 

7.161 x 10~ 2 

-6.380 x 10~ 4 

3.861 x 10~ 3 

2.654 x 10“ 3 



Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 
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x/L 

y/L 

P/^ocV^, 

T zx/ Poo^'no 

r zy/^oo V M 

q’VPocVi, 

0.6333. 

0.2133 

7.385 x 10 -2 

-6.893 x 10 -4 

4.056 x 10 - - 5 

2.569 x 10 6 

0.6400 

0.2133 

7.419 x 10 -2 

-6.649 x 10 -4 

4.100 x 10~ 3 

2.545 x 10 -3 

0.6467 

0.2133 

7.547 x 10~ 2 

-7.288 x 10 -4 

4.105 x 10~ 3 

2.433 x 10 -3 

0.6533 

0.2133 

7.557 x 10~ 2 

-7.002 x 10 -4 

4.091 x 10 -3 

2.402 x 10 -3 

0.6600 

0.2133 

7.678 x 10 -2 

-6.835 x 10 -4 

4.372 x 10~ 3 

2.440 x 10 -3 

0.6667 

0.2133 

7.696 x 10 -2 

-6.232 x 10 -4 

4.429 x 10~ 3 

2.441 x 10~ 3 

0.6733 

0.2133 

7.746 x 10 -2 

-9.421 x 10~ 4 

4.815 x 10 -3 

2.505 x 10 -3 

0.6800 

0.2133 

7.753 x 10~ 2 

-9.961 x 10~ 4 

4.889 x 10 -3 

2.514 x 10~ 3 

0.6867 

0.2133 

7.806 x 10~ 2 

-1.476 x 10~ 3 

5.722 x 10 -3 

2.793 x 10~ 3 

0.6933 

0.2133 

7.815 x 10 -2 

-1.573 x 10 -3 

5.940 x 10~ 3 

2.867 x 10~ 3 

0.7000 

0.2133 

7.830 x 10~ 2 

-1.821 x 10~ 3 

6.961 x 10~ 3 

3.216 x 10~ 3 

0.7067 

0.2133 

7.840 x 10~ 2 

-1.901 x 10~ 3 

7.191 x 10~ 3 

3.295 x 10 -3 

0.7133 

0.2133 

7.881 x 10 -2 

-2.346 x 10 -3 

8.249 x 10 -3 

3.631 x 10 -3 

0.7200 

0.2133 

7.907 x 10 -2 

-2.523 x 10~ 3 

8.684 x 10 -3 

3.769 x 10~ 3 

0.7267 

0.2133 

7.986 x 10 -2 

-2.772 x 10 -3 

9.696 x 10 -3 

4.049 x 10 -3 

0.7333 

0.2133 

8.108 x 10 -2 

-3.014 x 10~ 3 

1.046 x 10 -2 

4.263 x 10~ 3 

0.7400 

0.2133 

8.225 x 10~ 2 

-2.914 x 10 -3 

1.137 x 10~ 2 

4.438 x 10 -3 

0.7467 

0.2133 

8.221 x 10~ 2 

-2.811 x 10 -3 

1.151 x 10~ 2 

4.461 x 10 -3 

0.7533 

0.2133 

8.716 x 10 -2 

-2.912 x 10 -3 

1.332 x 10 -2 

_ 

4.966 x 10~ 3 

0.7600 

0.2133 

8.739 x 10 -2 

-2.857 x 10 -3 

1.353 x 10~ 2 

5.012 x 10 -3 

0.7667 

0.2133 

9.585 x 10 -2 

-2.154 x 10~ 3 

1.537 x 10~ 2 

5.571 x 10 -3 

0.7733 

0.2133 

9.710 x 10 2 

-2.042 x 10 -3 

1.564 x 10 -2 

5.651 x 10~ 3 

0.7800 

0.2133 

1.004 x 10 _1 

-1.096 x 10 -3 

1.632 x 10 -2 

5.832 x 10“ 3 

0.7867 

0.2133 

1.073 x 10 -1 

-1.761 x 10 -4 

1.723 x 10 -2 

6.235 x 10~ 3 

0.7933 

0.2133 

1.094 x 10 _1 

6.942 x 10~ 4 

1.731 x 10 -2 

6.311 x 10~ 3 

0.8000 

0.2133 

1.144 x 10 -1 

2.402 x 10~ 3 

1.764 x 10~ 2 

6.502 x 10 -3 

0.8067 

0.2133 

1.184 x 10 -1 

4.141 x 10~ 3 

1.752 x 10 -2 

6.603 x 10 -3 

0.8133 

0.2133 

1.201 x 10 _1 

5.148 x 10~ 3 

1.748 x 10 -2 

6.604 x 10~ 3 

0.8200 

0.2133 

1.243 x 10 _1 

7.666 x 10~ 3 

1.669 x 10 -2 

6.571 x 10 -3 

0.8267 

0.2133 

1.255 x 10 _1 

8.583 x 10~ 3 

1.610 x 10 -2 

6.514 x 10 -3 

0.8333 

0.2133 

1.270 x 10 -1 

1.081 x 10 -2 

1.467 x 10 -2 

6.218 x 10 -3 

0.8400 

0.2133 

1.277 x 10 -1 

1.242 x 10 -2 

1.316 x 10~ 2 

6.114 x 10 -3 

0.8467 

0.2133 

1.264 x 10 _1 

1.379 x 10 -2 

1.176 x 10 -2 

5.828 x 10 -3 

0.8533 

0.2133 

1.260 x 10 _1 

1.412 x 10 -2 

1.133 x 10~ 2 

5.731 x 10 -3 

0.8600 

0.2133 

1.230 x 10 _1 

1.641 x 10 -2 

7.707 x 10 -3 

5.060 x 10 -3 

0.8667 

0.2133 

1.226 x 10 _1 

1.657 x 10 -2 

7.430 x 10 -3 

4.998 x 10~ 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued)! 


0.8733 

0.8800 

0.8867 

0.8933 

0.9000 

0.9067 

0.9133 

0.9200 

0.9267 

0.9333 

0.9400 

0.9467 

0.9533 

0.9600 

0.9667 

0.9733 

0.9800 

0.9867 

0.9933 

1.0000 

0.4667 

0.4733 


. y/L p/PqqK 

0,2133 1.152 x 10' 

0.2133 1.121 x 10" 

0.2133 1.114x10' 

0.2133 1.020 x 10" 

0.2133 1.006 x 10' 

0.2133 9.755 x 10' 

0.2133 9.220 x 10' 

0.2133 9.080 x 10' 

0.2133 8.116 x 10" 

0.2133 8.055 x 10' 

0.2133 7.051 x 10' 

0.2133 7.104 x 10" 

0.2133 6.559 x 10“ 

0.2133 5.938 x 10“ 

0.2133 5.887 x 10“ 

0.2133 5.395 x 10“ 


0.2133 5.135 10' 

0.2133 4.517 x 10' 

0.2133 4.455 x 10' 


0.2133 3.923 10" 

0.2200 3.158 x 10“ 

0.2200 3.191 x 10" 


0.4800 0.2200 3.215 x 10' 


0.4867 0.2200 3.340 x 10‘ 

0.4933 0.2200 3.400 x 10' 

0.5000 0.2200 3.520 x 10' 

0.5067 0.2200 3.606 x 10“ 

0.5133 0.2200 3.874 x 10“ 

0.5200 0.2200 4.039 x 10" 

0.5267 0.2200 4.275 x 10" 

0.5333 Q.2200 4.427 x 10' 

0.5400 0.2200 4.637 x 10' 

0.5467 0.2200 4.786 x 10' 

0.5533 Q.2200 5.095 x 10' 

0.5600 0.2200 5.272 x 10“ 

0.5667 0.2200 5.594 x 10' 


Q.2200 

0.2200 

0.2200 

Q.2200 


4.427 x 10' 
4.637 x 10' 
4.786 x 10" 
5.095 x 10" 


0.2200 5.272 x 10“ 


T zx/ PcqV, 

1.765 x 10“ 
1.797 x 10“ 
1.810 x 10“ 
1.889 x 10“ 
1.872 x 10“ 
1.862 x 10“ 

1.808 x 10" 
1.801 x 10" 
1.663 x 10" 
1.655 x 10“ 
1.503 x 10“ 
1.514 x 10” 
1.436 x 10” 
1.388 x 10“ 
1.383 x 10“ 
1.423 x 10“ 
1.443 x 10” 
1.454 x 10“ 
1.450 x 10“ 
1.414 x 10“ 
1.072 x 10” 
1.036 x 10” 
1.029 x 10“ 
9.947 x 10“ 
9.775 x 10” 
9.069 x 10“ 
8.615 x 10“ 
7.909 x 10“ 
7.428 x 10“ 
6.427 x 10“ 
5.659 x 10“ 
4.507 x 10“ 

3.809 x 10“ 
2.940 x 10“ 
2.494 x 10“ 
1.932 x 10“ 


T zy/Poo V oq 

4.063 x 10"" 3 
3.031 x 10"" 3 
2.754 x 10 -3 
-5.524 x 10"" 5 
-2.199 x 10“ 4 
-9.160 x 10“ 4 
-1.797 x 10“ 3 
-2.026 x 10“ 3 
-3.435 x 10“ 3 
-3.253 x 10 -3 
-4.626 x 10“ 3 
-4.278 x 10 -3 
-4.776 x 10 -3 
-5.436 x 10~ 3 
-5.527 x 10 -3 
-5.546 x 10 -3 
-5.533 x 10“ 3 
-5.526 x 10“ 3 
-5.474 x 10“ 3 
-5.174 x 10“ 3 
-4.248 x 10“ 5 
1.467 x 10“ 4 
2.271 x 10“ 4 
4.341 x 10“ 4 
5.658 x 10“ 4 
6.159 x 10“ 4 
7.065 x 10“ 4 
1.113 x 10“ 3 
1.306 x 10“ 3 
1.603 x 10"" 3 
1.761 x 10“ 3 
1.868 x 10“ 3 
2.021 x 10“ 3 
2.293 x 10“ 3 
2.457 x 10“ 3 
2.745 x 10“ 3 


4.041 x 10“ 
3.524 x 10' 
3.454 x 10“ 
3.285 x 10" 


2.282 x 10' 
1.874 x 10' 
' 1.849 x 10' 
.1.657 x 10' 


1.401 x 10' 
1.368 x 10' 
1.244 x 10' 
1.236 x 10' 
1.159 x 10" 
4.469 x 10“ 
4.408 x 10“ 
4.412 x 10“ 
4.449 x 10" 
4.455 x 10“ 
4.446 x 10" 
4.424 x 10“ 
4.399 x 10" 
4.334 x 10' 


3.808 x 10" 

3.667 x 10“ 

3.668 x 10" 
3.658 x 10' 
3.549 x 10" 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/PooVl 

r zx/ Poo^ 

T zy/ Poo^nq 

q”/PooVi 

0.5733 

0.2200 

5.766 x 10 -2 

1.599 x 10~ 3 

2.898 x lO -3 ^ 

3.488 x 10~ 3 

0.5800 

0.2200 

6.013 x 10 -2 

1.065 x 10~ 3 

3.132 x 10 -3 

3.331 x 10~ 3 

0.5867 

0.2200 

6.170 x 10 -2 

7.629 x 10~ 4 

3.296 x 10 -3 

3.247 x 10~ 3 

0.5933 

0.2200 

6.395 x 10 -2 

2.232 x 10 -4 

3.394 x 10 -3 

3.039 x 10 -3 

0.6000 

0.2200 

6.530 x 10 -2 

-3.936 x 10~ 5 

3.471 x 10 -3 

2.939 x 10 -3 

0.6067 

0.2200 

6.717 x 10 -2 

-2.230 x 10 -4 

3.608 x 10 -3 

2.804 x 10~ 3 

0.6133 

0.2200 

6.835 x 10 -2 

-3.566 x 10 -4 

3.674 x 10 -3 

2.745 x 10~ 3 

0.6200 

0.2200 

7.029 x 10 -2 

-5.198 x 10 -4 

3.822 x 10~ 3 

2.690 x 10 -3 

0.6267 

0.2200 

7.146 x 10 -2 

-6.051 x 10~ 4 

3.867 x 10 -3 

2.655 x 10 -3 

0.6333 

0.2200 

7.302 x 10~ 2 

-5.783 x 10 -4 

4.025 x 10 -3 

2.583 x 10 -3 

0.6400 

0.2200 

7.401 x 10~ 2 

-6.383 x 10 -4 

4.089 x 10 -3 

2.541 x 10 -3 

0.6467 

0.2200 

7.474 x 10~ 2 

-6.343 x 10 -4 

4.076 x 10 -3 

2.437 x 10 -3 

0.6533 

0.2200 

7.544 x 10 -2 

-6.714 x 10~ 4 

4.097 x 10 -3 

2.403 x 10~ 3 

0.6600 

0.2200 

7.606 x 10 -2 

-5.802 x 10 -4 

4.309 x 10 -3 

2.422 x 10 -3 

0.6667 

0.2200 

7.682 x 10~ 2 

-6.092 x 10 -4 

•4.437 x 10~ 3 

2.440 x 10 -3 

0.6733 

0.2200 

7.706 x 10 -2 

-8.006 x 10“ 4 

4.727 x 10~ 3 

2.482 x 10 -3 

0.6800 

0.2200 

7.738 x 10 -2 

-9.435 x 10~ 4 

4.889 x 10 -3 

2.508 x 10 -3 

0.6867 

0.2200 

•7.694 x 10 -2 

-8.845 x 10~ 4 

5.180 x 10~ 3 

2.568 x 10 -3 

0.6933 

0.2200 

7.694 x 10~ 2 

-1.029 x 10 -3 

5.730 x 10~ 3 

2.754 x 10~ 3 

0.7000 

0.2200 

7.687 x 10~ 2 

-1.066 x 10 -3 

5.997 x 10~ 3 

2.841 x 10 -3 

0.7067 

0.2200 

7.724 x 10~ 2 

-1.510 x 10~ 3 

6.903 x 10 -3 

3.157 x 10 -3 

0.7133 

0.2200 

7.717 x 10 2 

-1.599 x 10~ 3 

7.192 x 10 -3 

3.249 x 10~ 3 

0.7200 

0.2200 

7.780 x 10 -2 

-2.096 x 10 -3 

8.505 x 10~ 3 

3.653 x 10~ 3 

0.7267 

0.2200 

7.771 x 10“ 2 

-2.177 x 10~ 3 

8.883 x 10~ 3 

3.761 x 10 -3 

0.7333 

0.2200 

7.857 x 10 -2 

-2.332 x 10~ 3 

9.467 x 10~ 3 

3.910 x 10 -3 

0.7400 

0.2200 

8.098 x 10 -2 

-2.657 x 10 -3 

1.109 x 10 -2 

4.324 x 10 -3 

0.7467 

0.2200 

8.168 x 10~ 2 

-2.725 x 10 -3 

1.141 x 10 -2 

4.419 x 10 -3 

0.7533 

0.2200 

8.417 x 10 -2 

-2.635 x 10 -3 

1.265 x 10~ 2 

4.716 x 10 -3 

0.7600 

0.2200 

8.663 x 10 -2 

-2.699 x 10 -3 

1.340 x 10 -2 

4.945 x 10 -3 

0.7667 

0.2200 

8.799 x 10 -2 

-2.125 x 10 -3 

1.416 x 10 -2 

5.060 x 10~ 3 

0.7733 

0.2200 

9.273 x 10~ 2 

-1.823 x 10 -3 

1.514 x 10 -2 

5.361 x 10 -3 

0.7800 

0.2200 

9.491 x 10 -2 

-1.482 x 10 -3 

1.585 x 10~ 2 

5.480 x 10 -3 

0.7867 

0.2200 

9.838 x 10~ 2 

-8.659 x 10 -4 

1.631 x 10 -2 

5.692 x 10 -3 

0.7933 

0.2200 

1.009 x 10” 1 

-4.280 x 10~ 5 

1.685 x 10~ 2 

5.835 x 10~ 3 

0.8000 

0.2200 

1.084 x 10 -1 

1.634 x 10 -3 

1.728 x 10 -2 

6.172 x 10 -3 

0.8067 

0.2200 

1.093 x 10 -1 

2.454 x 10~ 3 

1.729 x 10 -2 

6.145 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/^ooVi, 

T zx/ 

T zy / Poo^'nci 

q’VPooV^ 

0.8133 

0,2200 

1.168 x 10 -1 

4.685 x 10 -3 

1.738 x 10“ 2 

6.425 x 10~ 3 

0.8200 

0.2200 

1.201 x 10“ 1 

6.482 x 10 -3 

1.692 x 10“ 2 

6.427 x 10 -3 

0.8267 

0.2200 

1.212 x 10 -1 

7.471 x 10~ 3 

1.650 x 10 -2 

6.343 x 10“ 3 

0.8333 

0.2200 

1.256 x 10 _1 

1.024 x 10 -2 

1.500 x 10 -2 

6.204 x 10 -3 

0.8400 

0.2200 

1.233 x 10“* 

1.023 x 10 -2 

1.512 x 10 -2 

6.084 x HT 3 

0.8467 

0.2200 

1.251 x 10 -1 

1.289 x 10 -2 

1.261 x 10~ 2 

5.837 x 10“ 3 

0.8533 

0.2200 

1.257 x 10 -1 

1.362 x 10 -2 

1.193 x 10 -2 

5.769 x 10~ 3 

0.8600 

0.2200 

1.229 x 10 _1 

1.406 x 10“ 2 

1.091 x 10 -2 

5.399 x 10“ 3 

0.8667 

0.2200 

1.213 x 10 _1 

1.547 x 10“ 2 

8.795 x 10~ 3 

5.028 x 10 -3 

0.8733 

0.2200 

1.201 x 10 -1 

1.628 x 10~ 2 

7.615 x 10 -3 

4.759 x 10 -3 

0.8800 

0.2200 

1.156 x 10 _1 

1.703 x 10~ 2 

5.475 x 10“ 3 

4.404 x 10~ 3 

0.8867 

0.2200 

1.120 x 10 _1 

1.776 x 10“ 2 

3.564 x 10“ 3 

4.107 x 10“ 3 

0.8933 

0.2200 

1.095 x 10 _1 

1.797 x 10 -2 

3.292 x 10 -3 

3.939 x 10“ 3 

0.9000 

0.2200 

1.093 x 10 -1 

1.800 x 10 -2 

3.290 x 10“ 3 

3.924 x 10 -3 

0.9067 

0.2200 

1.012 x 10“* 

1.853 x 10~ 2 

6.978 x 10“ 4 

3.501 x 10 -3 

0.9133 

0.2200 

9.751 x 10 -2 

1.839 x 10 -2 

-1.631 x 10 -5 

3.260 x 10 -3 

0.9200 

0.2200 

9.182 x 10 -2 

1.810 x 10~ 2 

-1.720 x 10~ 3 

2.876 x 10 -3 

0.9267 

0.2200 

8.600 x 10~ 2 

1.727 x 10 -2 

-2.240 x 10“ 3 

2.543 x 10 -3 

0.9333 

0.2200 

8.373 x 10“ 2 

1.703 x 10~ 2 

-2.731 x 10 -3 

2.404 x 10 -3 

0.9400 

0.2200 

7.863 x 10“ 2 

1.621 x 10 -2 

-3.143 x 10 -3 

2.178 x 10 -3 

0.9467 

0.2200 

7.391 x 10 -2 

1.559 x 10“ 2 

-3.931 x 10~ 3 

1.934 x 10 -3 

0.9533 

0.2200 

7.317 x 10 -2 

1.552 x 10~ 2 

-3.931 x 10 -3 

1.916 x 10 -3 

0.9600 

0.2200 

6.640 x 10 -2 

1.519 x 10 -2 

-4.475 x 10~ 3 

1.716 x 10~ 3 

0.9667 

0.2200 

6.591 x 10 -2 

1.549 x 10 -2 

-4.517 x 10~ 3 

1.712 x 10~ 3 

0.9733 

0.2200 

5.672 x 10 -2 

1.522 x 10 -2 

-5.291 x 10 -3 

1.510 x 10~ 3 

0.9800 

0.2200 

5.590 x 10~ 2 

1.524 x 10 -2 

-5.324 x 10~ 3 

1.496 x 10 -3 

0.9867 

0.2200 

5.038 x 10~ 2 

1.544 x 10~ 2 

-5.082 x 10 -3 

1.415 x 10 -3 

0.9933 

0.2200 

4.669 x 10 -2 

1.595 x 10 -2 

-4.828 x 10 -3 

1.351 x 10 -3 

1.0000 

0.2200 

4.567 x 10 -2 

1.623 x 10 -2 

-4.720 x 10~ 3 

1.335 x 10 -3 

0.4667 

0.2267 

3.154 x 10“ 2 

1.037 x 10“ 2 

2.718 x 10 -5 

4.368 x 10 -3 

0.4733 

0.2267 

t 'i 

3.157 x 10~ 2 

1.028 x 10 -2 

4.010 x 10 -5 

4.348 x 10 -3 

0.4800 

0.2267 

3.270 x 10 -2 

1.011 x 10 -2 

2.147 x 10 -4 

4.453 x 10 -3 

0.4867 

0.2267 

3.289 x 10~ 2 

1.007 x 10 -2 

2.269 x 10“ 4 

4.470 x 10 -3 

0.4933 

0.2267 

3.421 x 10~ 2 

9.594 x 10 -3 

4.867 x 10~ 4 

4.473 x 10“ 3 

0.5000 

0.2267 

3.442 x 10~ 2 

9.513 x 10“ 3 

5.094 x 10“ 4 

4.476 x 10 -3 

0.5067 

0.2267 

3.675 x 10 -2 

8.510 x 10 -3 

9.273 x 10~ 4 

4.481 x 10“ 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 

\i * 

x/L 1 y/L I p/PqqV^ 1 t zx / Poo V* I T 8 y / Poo V* I 
0.5133 0.2267 3.717 x 10“ 2 8.330 x 10“ 3 9.971 x 10 4 4.488 x 10' 

0.5200 0.2267 4.057 x 10 -2 7.459 x 10 -3 1.385 x 10 -3 4.401 x 10~ 3 

0.5267 0.2267 4.117 x 10 -2 7.310 x 10 -3 1.453 x 10 -3 4.396 x 10 -3 

0.5333 0.2267 4.387 x 10 -2 5.672 x 10 -3 1.583 x 10 -3 4.075 x 10~ 3 

0.5400 0.2267 4.432 x 10 -2 5.385 x 10 -3 1.587 x 10 -3 4.028 x 10 -3 

0.5467 0.2267 4.779 x 10 -2 3.808 x 10~ 3 1.990 x 10 -3 3.718 x 10~ 3 

0.5533 0.2267 4.835 x 10 -2 3.529 x 10~ 3 2.050 x 10~ 3 3.668 x 10 -3 

0.5600 0:2267 5.269 x 10~ 2 2.612 x 10 -3 2.473 x 10 -3 3.634 x 10 -3 

0.5667 0.2267 5.339 x 10~ 2 2.466 x 10“ 3 2.535 x 10 -3 3.630 x 10 -3 

0.5733 0.2267 5.690 x 10~ 2 1.643 x 10~ 3 2.806 x 10 -3 3.466 x 10 -3 

0.5800 0.2267 5.741 x 10 -2 1.516 x 10~ 3 2.835 x 10 -3 3.439 x 10 -3 

0.5867 0.2267 6.117 x 10~ 2 7.261 x 10~ 4 3.230 x 10 -3 3.201 x 10 -3 

0.5933 0.2267 6.173 x 10 -2 5.964 x 10 -4 3.281 x 10~ 3 3.159 x 10 -3 

0.6000 0.2267 6.479 x 10 -2 1.111 x 10 -4 3.523 x 10 -3 2.906 x 10 -3 

0.6067 0.2267 6.526 x 10 -2 3.633 x 10~ 5 3.555 x 10 -3 2.860 x 10 -3 

0.6133 0.2267 6.796 x 10~ 2 -3.100 x 10 -4 3.790 x 10~ 3 2.757 x 10~ 3 

0.6200 0.2267 6.838 x 10~ 2 -3.651 x 10 -4 3.832 x 10 -3 2.740 x 10 -3 

0.6267 0.2267 7.081 x 10~ 2 -3.653 x 10 -4 3.921 x 10~ 3 2.652 x 10~ 3 

0.6333 0.2267 7.117 x 10 -2 -3.478 x 10~ 4 3.938 x 10 -3 2.639 x 10 -3 

0.6400 0.2267 7.303 x 10~ 2 -4.862 x 10~ 4 4.012 x 10 -3 2.482 x 10~ 3 

0.6467 0.2267 7.327 x 10~ 2 -4.985 x 10 -4 4.017 x 10~ 3 2.451 x 10~ 3 

0.6533 0.2267 7.467 x 10 -2 -4.612 x 10 -4 4.179 x 10 -3 2.403 x 10 -3 

0.6600 0.2267 7.486 x 10 -2 -4.469 x 10 -4 4.202 x 10 -3 2.392 x 10 -3 

0.6667 0.2267 7.593 x 10~ 2 -4.383 x 10 -4 4.462 x 10 -3 2.434 x 10~ 3 

0.6733 0.2267 7.607 x 10 -2 -4.276 x 10 -4 4.500 x 10~ 3 2.440 x 10 -3 

0.6800 0.2267 7.653 x 10 -2 -6.981 x 10 -4 5.006 x 10 -3 2.499 x 10 -3 

0.6867 0.2267 7.657 x 10 -2 -7.287 x 10~ 4 5.083 x 10~ 3 2.507 x 10 -3 

0.6933 0.2267 7.657 x 10~ 2 -8.665 x 10~ 4 5.681 x 10 -3 2.724 x 10~ 3 

0.7000 0.2267 7.659 x 10 -2 -8.959 x 10~ 4 5.774 x 10 -3 2.758 x 10 -3 

0.7067 0.2267 7.683 x 10 -2 -1.384 x 10 -3 6.817 x 10 -3 3.117 x 10 -3 

0.7133 0.2267 7.693 x 10 -2 -1.493 x 10 -3 7.018 x 10 -3 3.191 x 10 -3 

0.7200 0.2267 7.709 x 10~ 2 -1.758 x 10 -3 7.877 x 10~ 3 3.435 x 10~ 3 

0.7267 0.2267 7.762 x 10 -2 -2.129 x 10 -3 8.830 x 10 -3 3.736 x 10 -3 

0.7333 0.2267 7.777 x 10~ 2 -2.105 x 10 -3 9.482 x 10 -3 3.846 x 10~ 3 

0.7400 0.2267 7.785 x 10~ 2 -2.134 x 10 -3 1.029 x 10 -2 3.997 x 10 -3 

0.7467 0.2267 7.897 x 10 -2 -2.218 x 10 -3 1.086 x 10~ 2 4.15 5 x 10~ 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


8.052 x 1Q“ 2 


0.7533 0.2267 8.052 x IQ 

0.7600 0.2267 8.194 x 10' 

0.7667 0.2267 8.516 x 10' 

0.7733 0.2267 8.638 x 10' 

0.7800 0.2267 9.255 x 10' 

0.7867 0.2267 9.289 x 10" 

0.7933 0.2267 1.001 x 10" 

0.8000 0.2267 1.029 x 10' 

0.8067 0.2267 1.060 x 10" 

0.8133 0.2267 1.111 x 10' 

0.8200 0.2267 1.118 x 10' 

0.8267 0.2267 1.170 x 10* 

0.8333 0.2267 1.183 x 10' 

0.8400 0.2267 1.217 x 10" 

0.8467 0.2267 1.192 x 10" 

0.8533 0.2267 1.198 x 10" 

0.8600 0.2267 1.228 x 10" 

0.8667 0.2267 1.214 x 10' 

0.8733 0.2267 1.193 x 10" 

0.8800 0.2267 1.168 x 10" 

0.8867 0.2267 1.166 x 10' 

0.8933 0.2267 1.115 x 10' 

0.9000 0.2267 1.100 x 10" 

0.9067 0.2267 1.063 x 10' 

0.9133 0.2267 1.059 x 10" 

0.9200 0.2267 1.000 x 10' 

0.9267 0.2267 9.902 x 10' 

0.9333 0.2267 8.973 x 10' 

0.9400 0.2267 8.870 x 10~ 

0.9467 0.2267 7.857 x 10' 

0.9533 Q.2267 7.736 x 10' 

0.9600 0.2267 7.218 x 10“ 

0.9667 0.2267 6.912 x 10' 

0.9733 0.2267 6.591 x 10' 


0.2267 

0.2267 

0.2267 

0.2267 

0.2267 

0.2267 

0.2267 

0.2267 

0.2267 


7.736 x 10' 
7.218 x 10' 


0.9800 

0.9867 


0.2267 

0.2267 


5.935 x 10' 
5.893 x 10" 


r zx/ PocV 

-2.309 x 10“ 3 
-2.243 x 10” 3 
-2.045 x 10” 3 
-1.943 x 10” 3 
-1.429 x 10” 3 
-9.939 x 10” 4 
-8.277 x 10” 5 
1.125 x 10“ 3 
1.804 x 10” 3 
3.850 x 10” 3 
4.127 x 10” 3 
6.403 x 10“ 3 
7.647 x 10” 3 
9.695 x 10“ 3 
9.953 x 10” 3 
1.071 x 10” 2 
1.355 x 10” 2 
1.389 x 10"" 2 
1.511 x 10” 2 
1.592 x 10” 2 

1.598 x 10” 2 
1.751 x 10” 2 
1.787 x 10“ 2 
1.873 x 10” 2 
1.877 x 10” 2 
1.854 x 10” 2 
1.847 x 10” 2 
1.750 x 10” 2 
1.732 x 10” 2 
1.616 x 10“ 2 
1.624 x 10"" 2 
1.615 x 10“ 2 

1.599 x 10” 2 
1.608 x 10” 2 
1.678 x 10” 2 
1.725 x 10“ 2 


r zy/ PoqV, 

1.199 x 10” 
1.247 x 10” 
1.384 x 10“ 
1.408 x 10” 
1.549 x 10” 
1.566 x 10“ 
1.676 x 10“ 
1.692 x 10" 
1.721 x 10“ 
1.738 x 10“ 
1.736 x 10“ 
1.686 x 10“ 
1.635 x 10“ 
1.565 x 10“ 
1.494 x 10“ 
1.425 x 10~ 
1.162 x 10” 
1.111 x 10" 
9.345 x 10~ 
7.888 x 10“ 
7.798 x 10” 
4.670 x 10“ 
3.936 x 10” 
2.985 x 10” 
2.866 x 10” 
1.824 x 10“ 
1.597 x 10” 
-5.804 x 10' 
-4.220 x 10' 
-2.726 x 10' 
-2.773 x 10" 
-3.513 x 10' 
-4.161 x 10' 
-4.186 x 10" 
-4.322 x 10' 
-4.213 x 10' 


q'VPooVn 

4.436 x 10' 
4.563 x 10' 
4.888 x 10' 
4.962 x 10' 


5.788 x 10' 
5.863 x 10' 
5.985 x 10' 


6.112 x 10' 


4.535 x 10' 
4.498 x 10' 
4.108 x 10' 
4.003 x 10" 


2.729 x 10' 
2.658 x 10' 


1.930 x 10" 
1.811 x 10' 
1.776 x 10' 
1.701 x 10' 
1.726 x 10' 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/ L 

P/OooVj, 

T zx/ 

r zy/Poo V QQ 


0.9933 

0.2267 

5.578 x 10~ 2 

1.713 x lO^ 2 

-4.210 x 10 J 

1.643 x 10 _3_ 

1.0000 

0.2267 

4.870 x 10 -2 

1.697 x 10 -2 

-4.272 x 10~ 3 

1.454 x 10 -3 

0.4667 

0.2333 

3.145 x 10 -2 

1.053 x 10 -2 

1.082 x 10 -4 

4.369 x 10 -3 

0.4733 

0.2333 

3.184 x 10 -2 

1.030 x 10 -2 

1.306 x 10 -4 

4.381 x 10 -3 

0.4800 

0.2333 

3.255 x 10~ 2 

1.017 x 10~ 2 

2.771 x 10~ 4 

4.443 x 10~ 3 

0.4867 

0.2333 

3.304 x 10 -2 

1.001 x 10 -2 

3.356 x 10 -4 

4.462 x 10~ 3 

0.4933 

0.2333 

3.369 x 10 -2 

9.776 x 10~ 3 

5.324 x 10 -4 

4.462 x 10 -3 

0.5000 

0.2333 

3.457 x 10“ 2 

9.424 x 10~ 3 

6.713 x 10~ 4 

4.470 x 10 -3 

0.5067 

0.2333 

3.550 x 10 -2 

9.040 x 10~ 3 

9.407 x 10 -4 

4.471 x 10 -3 

0.5133 

0.2333 

3.729 x 10~ 2 

8.423 x 10 -3 

1.081 x 10~ 3 

4.475 x 10~ 3 

0.5200 

0.2333 

3.862 x 10 -2 

8.110 x 10 -3 

1.265 x 10 -3 

4.449 x 10 -3 

0.5267 

0.2333 

4.086 x 10~ 2 

7.309 x 10 -3 

1.450 x 10 -3 

4.368 x 10 -3 

0.5333 

0.2333 

4.194 x 10~ 2 

6.722 x 10 -3 

1.535 x 10 -3 

4.259 x 10~ 3 

0.5400 

0.2333 

4.439 x 10~ 2 

5.457 x 10~ 3 

1.639 x 10 -3 

4.022 x 10~ 3 

0.5467 

0.2333 

4.603 x 10 -2 

4.740 x 10~ 3 

1.805 x 10~ 3 

3.869 x 10 -3 

0.5533 

0.2333 

4.844 x 10 -2 

3.666 x 10" 3 

2.107 x 10~ 3 

3.682 x 10~ 3 

0.5600 

0.2333 

5.051 x 10~ 2 

3.168 x 10 -3 

2.375 x 10 -3 

3.619 x 10~ 3 

0.5667 

0.2333 

5.320 x 10~ 2 

2.482 x 10 -3 

2.565 x 10 -3 

3.601 x 10 -3 

0.5733 

0.2333 

5.495 x 10~ 2 

2.031 x 10~ 3 

2.736 x 10~ 3 

3.520 x 10“ 3 

0.5800 

0.2333 

5.735 x 10~ 2 

1.499 x 10~ 3 

2.908 x 10 -3 

3.426 x 10 -3 

0.5867 

0.2333 

5.917 x 10 2 

1.085 x 10 -3 

3.150 x 10 -3 

3.310 x 10 -3 

0.5933 

0.2333 

6.153 x 10 -2 

6.684 x 10~ 4 

3.357 x 10 -3 

3.160 x 10 -3 

0.6000 

0.2333 

6.299 x 10~ 2 

4.601 x 10 -4 

3.572 x 10 -3 

3.040 x 10 -3 

0.6067 

0.2333 

6.500 x 10 -2 

9.914 x 10 -5 

3.641 x 10 -3 

2.883 x 10~ 3 

0.6133 

0.2333 

6.615 x 10 -2 

-5.188 x 10~ 5 

3.807 x 10 -3 

2.823 x 10~ 3 

0.6200 

0.2333 

6.804 x 10~ 2 

-2.802 x 10 -4 

3.846 x 10 -3 

2.740 x 10 -3 

0.6267 

0.2333 

6.904 x 10 -2 

-2.803 x 10 -4 

3.897 x 10 -3 

2.688 x 10 -3 

0.6333 

0.2333 

7.081 x 10 -2 

-3.209 x 10~ 4 

3.943 x 10 -3 

2.630 x 10 -3 

0.6400 

0.2333 

7.157 x 10 -2 

-3.418 x 10 -4 

3.988 x 10 -3 

2.557 x 10 -3 

0.6467 

0.2333 

7.295 x 10~ 2 

-4.028 x 10 -4 

4.074 x 10~ 3 

2.467 x 10 -3 

0.6533 

0.2333 

7.347 x 10~ 2 

-3.148 x 10 -4 

4.199 x 10 -3 

2.439 x 10 -3 

0.6600 

0.2333 

7.448 x 10 -2 

-3.366 x 10 -4 

4.266 x 10 -3 

2.404 x 10 -3 

0.6667 

0.2333 

7.474 x 10~ 2 

-2.434 x 10 -4 

4.419 x 10 -3 

2.413 x 10 -3 

0.6733 

0.23.33 

7.564 x 10 -2 

-3.679 x 10 -4 

4.544 x 10 -3 

2.423 x 10~ 3 

0.6800 

0.2333 

7.558 x 10“ 2 

-3.926 x 10 -4 

4.749 x 10 -3 

2.423 x 10~ 3 

0.6867 

0.2333 

7.596 x 10~ 2 

-5.040 x 10 -4 

5.032 x 10~ 3 

2.488 x 10~ 3 




Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

p/^'L 

0.2333 

7.567 x 10“ 2 

0.2333 

7.591 x 10“ 2 

0.2333 

7.568 x 10“ 2 

0.2333 

7.598 x 10~ 2 

0.2333 

7.565 x 10“ 2 

0.2333 

7.585 x 10“ 2 

0.2333 

7.587 x 10“ 2 

0.2333 

7.763 x 10~ 2 

0.2333 

7.789 x 10“ 2 

0.2333 

7.971 x 10“ 2 

0.2333 

7.949 x 10“ 2 

0.2333 

8.148 x 10“ 2 

0.2333 

8.387 x 10“ 2 

0.2333 

8.760 x 10” 2 

0.2333 

8.788 x 10 -2 

0.2333 

9.290 x 10 -2 

0.2333 

9.328 x 10 -2 

0.2333 

9.871 x 10~ 2 

0.2333 

1.002 x 10 -1 

0.2333 

1.046 x 10 _1 

0.2333 

1.089 x 10“ 1 

0.2333 

1.107 x 10 _1 

0.2333 

1.137 x 10 _1 

0.2333 

1.181 x 10 _1 

0.2333 

1.176 x 10 -1 

0.2333 

1.165 x 10 _1 

0.2333 

1.186 x 10 _1 

0.2333 

1.188 x 10 _1 

0.2333 

1.167 x 10 _1 

0.2333 

1.160 x 10 -1 

0.2333 

1.138 x, 10 _1 

0.2333 

1.141 x 10 -1 

0.2333 

1.100 x 10 -1 

0.2333 

1.065 x'lO -1 

0.2333 

1.010 x 10 -1 

0.2333 

9.996 x 10~ 2 


r zx/ PocV 
-4.154 x 1GT 3 
-6.730 x 10“ 4 
-7.253 x 10“ 4 
-1.188 x 10“ 3 
-1.223 x 10“ 3 
-1.421 x 10~ 3 
-1.472 x 10“ 3 
-2.060 x 10“ 3 
-1.977 x 10“ 3 
-2.125 x 10“ 3 
-1.791 x 10“ 3 
-1.767 x 10“ 3 
-1.613 x 10~ 3 
-1.343 x 10“ 3 
-1.338 x 10“ 3 
-1.321 x 10~ 4 
7.590 x 10“ 6 
1.543 x 10“ 3 
1.992 x 10“ 3 
3.494 x 10“ 3 
4.803 x 10“ 3 
6.116 x 10“ 3 
7.320 x 10“ 3 
9.658 x 10“ 3 
1.012 x 10 -2 
1.066 x 10~ 2 
1.319 x 10“ 2 
1.348 x 10 -2 
1.503 x 10“ 2 
1.572 x 10 -2 
1.661 x 10“ 2 
1.676 x 10“ 2 
1.765 x 10~ 2 
1.818 x 10“ 2 
1.849 x 10~ 2 
1.847 x 10“ 2 


r to V 2 
'zy/roo v oq 

V/PcoVl 

5.210 x 10 -3 

2.535 x 10“ 3 

5.709 x 10 -3 

2.698 x 10“ 3 

5.995 x 10 -3 

2.775 x 10“ 3 

6.795 x 10 -3 

3.048 x 10“ 3 

7.022 x 10 -3 

3.093 x 10“ 3 

8.012 x 10 -3 

3.371 x 10“ 3 

8.570 x 10 -3 

3.504 x 10“ 3 

1.015 x 10 -2 

3.954 x 10“ 3 

1.045 x 10~ 2 

4.015 x 10“ 3 

1.164 x 10 -2 

4.327 x 10“ 3 

1.191 x 10 -2 

4.362 x 10“ 3 

1.271 x 10 -2 

4.563 x 10“ 3 

1.360 x 10~ 2 

4.781 x 10“ 3 

1.486 x 10 -2 

5.104 x 10“ 3 

1.498 x 10 -2 

5.132 x 10“ 3 

1.583 x 10 2 

5.374 x 10“ 3 

1.593 x 10 -2 

5.391 x 10“ 3 

1.674 x 10~ 2 

5.610 x 10“ 3 

1.686 x 10 -2 

5.663 x 10“ 3 

1.720 x 10“ 2 

5.802 x 10“ 3 

1.702 x 10“ 2 

5.913 x 10“ 3 

1.677 x 10“ 2 

5.886 x 10“ 3 

1.633 x 10“ 2 

5.910 x 10“ 3 

1.512 x 10“ 2 

5.822 x 10“ 3 

1.485 x 10“ 2 

5.736 x 10“ 3 

1.464 x 10“ 2 

5.612 x 10“ 3 

1.224 x 10“ 2 

5.214 x 10“ 3 

1.197 x 10“ 2 

5.153 x 10“ 3 

9.477 x 10“ 3 

4.745 x 10“ 3 

8.390 x 10“ 3 

4.568 x 10“ 3 

7.656 x 10“ 3 

4.476 x 10“ 3 

7.764 x 10“ 3 

4.497 x 10“ 3 

5.771 x 10“ 3 

4.173 x 10“ 3 

4.552 x 10“ 3 

3.904 x 10“ 3 

2.375 x 10“ 3 

3.407 x 10“ 3 

2.064 x 10“ 3 

3.326 x 10“ 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


P/Po° V oc 
9.300 x 10 
9.231 x 10" 
8.871 x 10" 
8.331 x 10" 
8.291 x 10" 
7.450 x 10' 
7.473 x 10' 
6.740 x 10“ 
6.123 x 10' 
5.657 x 10' 
5.485 x 10' 
3.133 x 10' 
3.228 x 10" 
3.250 x 10' 
3.321 x 10' 
3.340 x 10' 
3.460 x 10' 


0.2400 3.489 x 10' 


y/L 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2333 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 


0.2400 3.726 x 10' 

0.2400 3.781 x 10' 

0.2400 4.042 x 10" 

0.2400 4.103 x 10" 

0.2400 4.438 x 10' 

0.2400 4.513 x 10' 

0.2400 4.846 x 10' 

0.2400 4.917 x 10' 

0.2400 5.291 x 10' 

0.2400 5.367 x 10' 

0.2400 5.717 x 10' 

0.2400 5.788 x 10' 

0.2400 6.118 x 10' 

0.2400 6.186 x 10' 


4.846 x 10' 
4.917 x 10' 
5.291 x 10' 
5.367 x 10' 
5.717 x 10' 
5.788 x 10' 
6.118 x 10' 


0.2400 6.450 10' 

0.2400 6.507 x 10' 

0.2400 6.744 x 10' 

0.2400 6.791 x 10" 


T zx/ 

1.772 x 10"' 
1.769 x 10" 
1.731 x 10" 
1.700 x 10" 
1.700 x 10" 
1.711 x 10" 
1.786 x 10" 
1.778 x 10" 
1.781 x 10" 
1.852 x 10" 
1.869 x 10" 
1.064 x 10" 
1.028 x 10" 
1.022 x 10" 
9.941 x 10" 
9.890 x 10" 
9.372 x 10" 
9.276 x 10" 
8.563 x 10" 
8.416 x 10" 
7.422 x 10" 
7.206 x 10" 
5.560 x 10" 
5.203 x 10" 
3.801 x 10" 
3.514 x 10" 
2.485 x 10" 
2.278 x 10" 
1.460 x 10" 
1.288 x 10" 
7.992 x 10" 
6.901 x 10" 
1.967 x 10" 
8.814 x 10" 
-1.699 x 10' 
-2.355 x 10' 


T zy/ PoqVqq 

8.125 x 10 4 
5.936 x 10" 4 
1.938 x 10" 5 
-1.298 x 10" 3 
-1.393 x 10" 3 
-2.603 x 10" 3 
-2.250 x 10" 3 
-2.921 x 10" 3 
-3.540 x 10" 3 
-3.216 x 10" 3 
-3.236 x 10" 3 
1.774 x 10" 4 

2.880 x 10" 4 
3.288 x 10" 4 
5.002 x 10~ 4 
5.546 x 10" 4 
8.850 x 10" 4 
9.660 x 10" 4 
1.175 x 10" 3 
1.223 x 10" 3 
1.462 x 10" 3 
1.515 x 10" 3 
1.664 x 10" 3 
1.694 x 10" 3 
2.232 x 10" 3 
2.336 x 10" 3 
2.627 x 10~ 3 
2.688 x 10" 3 
3.029 x 10" 3 
3.097 x 10" 3 
3.537 x 10" 3 
3.625 x 10" 3 
3.795 x 10" 3 
3.836 x 10" 3 
3.875 x 10" 3 

3.880 x 10" 3 


q’VPooV; 

2.882 x 10 
2.830 x 10" 
2.664 x 10" 

2.346 x 10" 
2.328 x 10" 
2.106 x 10" 
2.194 x 10' 
2.000 x 10" 
1.834 x 10" 
1.748 x 10" 
1.708 x 10' 
4.355 x 10' 
4.431 x 10' 
4.447 x 10' 
4.450 x 10' 
4.455 x 10" 
4.461 x 10" 
4.466 x 10" 

4.474 x 10‘ 

4.475 x 10" 
4.366 x 10' 

4.346 x 10' 
4.015 x 10' 
3.943 x 10' 
3.657 x 10' 
3.600 x 10" 
3.570 x 10' 
3.560 x 10" 
3.413 x 10" 
3.386 x 10' 
3.165 x 10' 
3.126 x 10' 
2.903 x 10" 
2.863 x 10' 
2.736 x 10' 
2.712 x 10" 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
' tinued). 

, y * 4 


x/L 

y/L 


r zx/ Poo^'ca 

T zy/Poo V ^q 

q”/PooV^ 

0.6333 

0.2400 

7.019 x 10~ 2 

-2.435 x 10 -4 

3.953 x 10~ 3 

2.623 x 10~ 3 

0.6400 

0.2400 

7.063 x 10~ 2 

-2.588 x 10~ 4 

3.955 x 10 -3 

2.607 x 10 -3 

0.6467 

0.2400 

7.241 x 10~ 2 

-2.331 x 10 -4 

4.187 x 10 -3 

2.482 x 10 -3 

0.6533 

0.2400 

7.278 x 10~ 2 

-2.322 x 10~ 4 

4.215 x 10 -3 

2.459 x 10 -3 

0.6600 

0.2400 

7.376 x 10~ 2 

-1.056 x 10“ 4 

4.373 x 10 -3 

2.413 x 10 -3 

0.6667 

0.2400 

7.398 x 10~ 2 

-9.450 x 10 -5 

4.394 x 10~ 3 

2.403 x 10~ 3 

0.6733 

0.2400 

7.491 x 10 -2 

-2.235 x 10 -4 

4.589 x 10~ 3 

2.382 x 10~ 3 

0.6800 

0.2400 

7.512 x 10~ 2 

-2.559 x 10~ 4 

4.628 x 10~ 3 

2.375 x 10~ 3 

0.6867 

0.2400 

7.523 x 10~ 2 

-2.099 x 10 -4 

4.955 x 10 -3 

2.447 x 10~ 3 

0.6933 

0.2400 

7.530 x 10 -2 

-2.120 x 10~ 4 

5.014 x 10 -3 

2.460 x 10~ 3 

0.7000 

0.2400 

7.527 x 10~ 2 

-4.442 x 10~ 4 

5.618 x 10 -3 

2.631 x 10 -3 

0.7067 

0.2400 

7.531 x 10~ 2 

-5.032 x 10~ 4 

5.723 x 10 -3 

2.664 x 10~ 3 

0.7133 

0.2400 

7.537 x 10 -2 

-1.016 x 10 -3 

6.670 x 10 -3 

2.968 x 10~ 3 

0.7200 

0.2400 

7.547 x 10 -2 

-1.166 x 10~ 3 

6.889 x 10 -3 

3.045 x 10~ 3 

0.7267 

0.2400 

7.525 x 10 -2 

-1.215 x 10~ 3 

7.856 x 10 -3 

3.290 x 10~ 3 

0.7333 

0.2400 

7.534 x 10 -2 

-1.306 x 10~ 3 

8.216 x 10~ 3 

3.395 x 10 -3 

0.7400 

0.2400 

7.563 x 10~ 2 

-1.353 x 10~ 3 

8.850 x 10 -3 

3.542 x 10 -3 

0.7467 

0.2400 

7.555 x 10~ 2 

-1.332 x 10~ 3 

9.681 x 10~ 3 

3.730 x 10 -3 

0.7533 

0.2400 

7.600 x 10~ 2 

-1.386 x 10 -3 

1.001 x 10 -2 

3.820 x 10 -3 

0.7600 

0.2400 

7.782 x 10 -2 

-1.502 x 10~ 3 

1.157 x 10 -2 

4.239 x 10 -3 

0.7667 

0.2400 

7.794 x 10 -2 

-1.476 x 10 -3 

1.165 x 10 -2 

4.254 x 10~ 3 

0.7733 

0.2400 

7.995 x 10 -2 

-1.262 x 10 -3 

1.292 x 10~ 2 

4.528 x 10 -3 

0.7800 

0.2400 

8.140 x 10 -2 

-1.200 x 10 -3 

1.335 x 10 -2 

4.646 x 10~ 3 

0.7867 

0.2400 

8.504 x 10 -2 

-7.498 x 10 -4 

1.444 x 10 -2 

4.931 x 10 -3 

0.7933 

0.2400 

8.800 x 10 -2 

-2.754 x 10~ 4 

1.504 x 10 -2 

5.098 x 10~ 3 

0.8000 

0.2400 

9.178 x 10 -2 

1.798 x 10 -4 

1.580 x 10 -2 

5.313 x 10~ 3 

0.8067 

0.2400 

9.658 x 10 -2 

1.402 x 10 -3 

1.657 x 10 -2 

5.513 x 10~ 3 

0.8133 

0.2400 

9.787 x 10~ 2 

1.789 x 10~ 3 

1.676 x 10 -2 

5.569 x 10 -3 

0.8200 

0.2400 

1.032 x 10 _1 

3.328 x 10 -3 

1.719 x 10~ 2 

5.747 x 10 -3 

0.8267 

0.2400 

1.037 x 10" 1 

3.829 x 10~ 3 

1.712 x 10~ 2 

5.765 x 10~ 3 

0.8333 

0.2400 

1.095 x 10 -1 

5.886 x 10 -3 

1.681 x 10 -2 

5.863 x 10 -3 

0.8400 

0.2400 

1.086 x 10 _1 

6.462 x 10~ 3 

1.677 x 10~ 2 

5.832 x 10~ 3 

0.8467 

0.2400 

1.068 x 10 -1 

6.717 x 10~ 3 

1.689 x 10 -2 

5.799 x 10 -3 

0.8533 

(12400 

1.134 x 10 _1 

9.433 x 10~ 3 

1.552 x 10 -2 

5.680 x 10~ 3 

0.8600 

0.2400 

1.157 x 10 _1 

1.033 x 10 -2 

1.499 x 10 -2 

5.633 x 10 -3 

0.8667 

0.2400 

1.144 x 10 _1 

1.139 x 10 -2 

1.435 x 10~ 2 

5.441 x 10~ 3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2400 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 

0.2467 


P/Poo V t 

1.154 x 10 
1.140 x 10" 
1.138 x 10" 
1.135 x 10' 
1.137 x 10' 
1.107 x 10" 
1.098 x 10" 
1.066 x 10" 
1.030 x 10" 
9.771 x 10" 
9.441 x 10" 
9.219 x 10" 
8.594 x 10" 
8.379 x 10" 
7.962 x 10* 
7.541 x 10" 
7.363 x 10" 
6.704 x 10" 
6.573 x 10" 
5.744 x 10" 
3.125 x 10" 
3.146 x 10" 
3.208 x 10" 
3.214 x 10" 
3.311 x 10" 
3.335 x 10" 
3.487 x 10" 
3.533 x 10" 
3.747 x 10" 
3.803 x 10" 


0.2467 4.116 x 10" 

0.2467 4.215 x 10" 


0,2467 4.487 x 10" 

0.2467 4.568 x 10" 

0!2467 4.879 x 10" 

0.2467 4.978 x 10" 


T zx/ PooV n 
1.257 x 10" 
1.361 x 10" 
1.378 x 10" 
1.581 x 10" 
1.656 x 10" 
1.711 x 10" 
1,742 x 10" 
1.761 x 10' 
1.769 x 10" 
1.764 x 10" 
1.760 x 10" 
1.752 x 10" 
1.721 x 10' 
1.718 x 10" 
1.794 x 10' 
1.798 x 10" 
1.895 x 10" 
1.938 x 10" 
1.932 x 10' 
1.907 x 10' 
1.063 x 10' 
1.057 x 10" 
1.021 x 10' 
1.007 x 10" 
9.751 x 10" 
9.585 x 10" 
9.230 x 10" 
9.090 x 10" 
8.416 x 10" 
8.194 x 10" 
7.082 x 10' 
6.694 x 10" 
5.281 x 10" 
4.841 x 10" 
3.601 x 10" 
3.185 x 10" 


r zy/ PoqV 

1.319 x 10 2 

1.258 x 10~ 2 

1.237 x 10 -2 
9.437 x 10 -3 

8.237 x 10"" 3 
7.968 x 10 -3 
7.987 x 10 -3 
6.459 x 10~ 3 
5.241 x 10 -3 
3.262 x 10"" 3 
2.021 x 10 -3 
1.810 x 10 -3 

-2.654 x 10 -4 
-9.323 x 10~ 4 
-9.366 x 10~ 4 
-2.098 x 10~ 3 
-1.329 x 10~ 3 
-1.958 x 10 -3 
-1.997 x 10 -3 
-2.460 x 10~ 3 
1.109 x 10 -4 
8.947 x 10 -5 

2.259 x 10~ 4 
2.420 x 10~ 4 
5.821 x 10 -4 
7.080 x 10~ 4 
9.928 x 10 -4 
1.092 x 10 -3 
1.255 x 10 -3 

1.323 x 10 -3 
1.504 x 10 -3 
1.564 x 10"" 3 
1.853 x 10 -3 
1.992 x 10 -3 

2.324 x 10"" 3 
2.434 x 10 -3 


4.660 x 10" 
4.530 x 10" 
4.336 x 10" 
4.262 x 10" 
3.953 x 10" 
3.607 x 10" 
3.232 x 10" 
3.005 x 10" 
2.891 x 10" 
2.510 x 10" 
2.394 x 10' 
2.379 x 10" 
2.225 x 10" 


2.067 x 10" 
1.798 x 10" 
4.372 x 10" 
4.394 x 10' 
4.409 x 10" 
4.400 x 10' 
4.416 x 10" 
4.409 x 10" 
4.476 x 10" 
4.496 x 10" 
4.442 x 10" 
4.415 x 10" 
4.305 x 10" 
4.248 x 10" 
3.899 x 10' 
3.774 x 10" 
3.652 x 10" 
3.622 x 10" 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/PccVi, 

r zx/ Poo^ciq 

T zy/Poo^'nq 

<t"/PooVi, 

0.5733 

0.2467 

5.316 x 10 -2 

2.364 x 10~ 3 

2.724 x 10 -4 

3.541 x 10~ 4 

0.5800 

0.2467 

5.420 x 10 -2 

2.096 x 10~ 3 

2.845 x 10 -3 

3.504 x 10 -3 

0.5867 

0.2467 

5.739 x 10~ 2 

1.515 x 10~ 3 

3.199 x 10 -3 

3.364 x 10 -3 

0.5933 

0.2467 

5.833 x 10 -2 

1.391 x 10 -3 

3.369 x 10~ 3 

3.300 x 10~ 3 

0.6000 

0.2467 

6.111 x 10~ 2 

8.248 x 10 -4 

3.622 x 10' 3 

3.093 x 10~ 3 

0.6067 

0.2467 

6.182 x 10~ 2 

6.878 x 10~ 4 

3.707 x 10 -3 

3.009 x 10 -3 

0.6133 

0.2467 

6.439 x 10~ 2 

2.955 x 10~ 4 

3.841 x 10~ 3 

2.873 x 10~ 3 

0.6200 

0.2467 

6.505 x 10 -2 

2.373 x 10 -4 

3.884 x 10 -3 

2.824 x 10 -3 

0.6267 

0.2467 

6.741 x 10 -2 

-2.895 x 10 -5 

3.956 x 10~ 3 

2.717 x 10 -3 

0.6333 

0.2467 

6.804 x 10~ 2 

-4.197 x 10 -5 

4.007 x 10~ 3 

2.679 x 10~ 3 

0.6400 

0.2467 

6.992 x 10" 2 

-1.568 x 10 -4 

4.144 x 10 -3 

2.608 x 10~ 3 

0.6467 

0.2467 

7.032 x 10~ 2 

-1.496 x 10~ 4 

4.263 x 10 ” 3 

2.5$0 x 10~ 3 

0.6533 

0.2467 

7.199 x 10 -2 

2.659 x 10 -5 

4.367 x 10 -3 

2.488 x 10 -3 

0.6600 

0.2467 

7.229 x 10~ 2 

1.579 x 10~ 4 

4.457 x 10' 3 

2.469 x 10 -3 

0.6667 

0.2467 

7.331 x 10~ 2 

2.089 x 10 -5 

4.405 x 10~ 3 

2.401 x 10~ 3 

0.6733 

0.2467 

7.342 x 10~ 2 

2.741 x 10 -5 

4.416 x 10~ 3 

2.379 x 10~ 3 

0.6800 

0.2467 

7.425 x 10~ 2 

8.992 x 10 -6 

4.597 x 10~ 3 

2.364 x 10 -3 

0.6867 

0.2467 

7.419 x 10~ 2 

1.014 x 10 -4 

4.665 x 10~ 3 

2.359 x 10~ 3 

0.6933 

0.2467 

7.453 x 10~ 2 

1.306 x 10 -5 

5.060 x 10~ 3 

2.430 x 10~ 3 

0.7000 

0.2467 

7.436 x 10 -2 

5.636 x 10 -5 

5.233 x 10 -3 

2.451 x 10~ 3 

0.7067 

0.2467 

7.444 x 10 -2 

-2.975 x 10~ 4 

5.776 x 10~ 3 

2.610 x 10~ 3 

0.7133 

0.2467 

7.416 x 10 -2 

-3.441 x 10~ 4 

6.006 x 10 -3 

2.652 x 10 -3 

0.7200 

0.2467 

7.431 x 10 -2 

-6.569 x 10 -4 

6.698 x 10~ 3 

2.899 x 10 -3 

0.7267 

0.2467 

7.404 x 10 -2 

-6.216 x 10~ 4 

6.908 x 10 -3 

2.944 x 10~ 3 

0.7333 

0.2467 

7.433 x 10 -2 

-8.240 x 10 -4 

7.686 x 10~ 3 

3.172 x 10 -3 

0.7400 

0.2467 

7.422 x 10 -2 

-7.871 x 10 -4 

7.853 x 10' 3 

3.203 x 10 -3 

0.7467 

0.2467 

7.539 x 10 -2 

-1.269 x 10~ 3 

9.523 x 10~ 3 

3.682 x 10~ 3 

0.7533 

0.2467 

7.559 x 10 -2 

-1.260 x 10 -3 

9.841 x 10 -3 

3.760 x 10 -3 

0.7600 

0.2467 

7.635 x 10 -2 

-1.189 x 10~ 3 

1.108 x 10“ 2 

4.051 x 10 -3 

0.7667 

0.2467 

7.583 x 10 -2 

-1.058 x 10~ 3 

1.122 x 10 -2 

4.046 x 10 -3 

0.7733 

0.2467 

7.946 x 10 -2 

-1.220 x 10 -3 

1.279 x 10 -2 

4.485 x 10 -3 

0.7800 

0.2467 

7.988 x 10~ 2 

-1.129 x 10“ 3 

1.298 x 10 -2 

4.528 x 10 -3 

0.7867 

0.2467 

8.305 x 10~ 2 

-4.971 x 10~ 4 

1.413 x 10~ 2 

4.809 x 10 -3 

0.7933 

0.2467" 

8.335 x 10 -2 

-4.440 x 10~ 4 

1.422 x 10 -2 

4.831 x 10~ 3 

0.8000 

0.2467 

8.709 x 10 -2 

4.171 x 10 -4 

1.550 x 10 -2 

5.100 x 10 -3 

0.8067 

0.2467 

8.772 x 10 -2 

5.579 x 10~ 4 

1.561 x 10~ 2 

5.132 x 10 -3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/*>=o V i 

0.8133 

0.2467 

9.156 x 10 _/ 

0.8200 

0.2467 

9.'337 x 10 -2 

0.8267 

0.2467 

9.787 x 10 -2 

0.8333 

0.2467 

9.877 x 10 -2 

0.8400 

0.2467 

1.050 x 10 -1 

0.8467 

0.2467 

1.061 x 10 _1 

0.8533 

0.2467 

1.070 x 10 _1 

0.8600 

0.2467 

1.076 x 10 -1 

0.8667 

0.2467 

1.113 x 10 -1 

0.8733 

0.2467 

1.114 x 10 -1 

0.8800 

0.2467 

1.135 x 10 _1 

0.8867 

0.2467 

1.134 x 10 _1 . 

0.8933 

0.2467 

1.122 x 10 _1 

0.9000 

0.2467 

1.123 x 10 _1 

0.9067 

0.2467 

1.106 x 10~ ! 

0.9133 

0.2467 

1.095 x 10 _1 

0.9200 

0.2467 

1.054 x 10” 1 

0.9267 

0.2467 

1.042 x 10 _1 

0.9333 

0.2467 

1.011 x 10 _1 

0.9400 

0.2467 

9.987 x 10 -2 

0.9467 

0.2467 

9.479 x 10~ 2 

0.9533 

0.2467 

9.425 x 10 -2 

0.9600 

0.2467 

8.826 x 10~ 2 

0.9667 

0.2467 

8.776 x 10~ 2 

0.9733 

0.2467 

8.160 x 10~ 2 

0.9800 

0.2467 

8.120 x 10~ 2 

0.9867 

0.2467 

7.035 x 10 -2 

0.9933 

0.2467 

6.482 x 10 -2 

1.0000 

0.2467 

6.212 x 10~ 2 

0.4667 

0.2533 

3.114 x 10~ 2 

0.4733 

0.2533 

1 3.136 x 10 -2 

0.4800 

0.2533 

3.186 x 10 -2 

0.4867 

0.2533 

3.199 x 10 -2 

0.4933 

0.2533 

3.290 x 10~ 2 

0.5000 

0.2533 

3.319 x 10~ 2 

0.5067 

0.2533 

3.466 x 10~ 2 


T zx/ PocV^ 

1.801 

X 

10~ 3 

2.180 

X 

10~ 3 

3.673 

X 

10 -3 

3.903 

X 

10 -3 

6.138 

X 

10 -3 

6.544 

X 

10~ 3 

8.070 

X 

10~ 3 

8.526 

X 

10 -3 

1.081 

X 

10~ 2 

1.100 

X 

10 -2 

1.341 

X 

10 -2 

1.361 

X 

10~ 2 

1.493 

X 

10 -2 

1.513 

X 

10 -2 

1.614 

X 

10“ 2 

1.726 

X 

10 -2 

1.736 

X 

10~ 2 

1.761 

X 

10~ 2 

1.743 

X 

10 -2 

1.744 

X 

10~ 2 

1.770 

X 

10 -2 

1.775 

X 

10~ 2 

1.809 

X 

10 -2 

1.827 

X 

10 -2 

1.984 

X 

10 -2 

2.023 

X 

10 -2 

1.978 

X 

10 -2 

1.991 

X 

10 -2 

1.992 

X 

10 -2 

1.063 

X 

10 -2 

1.061 

X 

10 -2 

1.021 

X 

10 -2 

1.009 

X 

10~ 2 

9.723 

X 

10 -3 

9.608 

X 

10 -3 

9.285 

X 

10~ 3 


T zy/Poo V Qo 
1.668 x 10 -2 
1.675 x 10 -2 
1.712 x 10 -2 
1.708 x 10 -2 
1.696 x 10 -2 
1.699 x 10 -2 
1.702 x 10 -2 

1.692 x 10~ 2 
1.546 x 10 -2 
1.523 x 10 -2 
1.290 x 10~ 2 
1.269 x 10~ 2 
1.168 x 10~ 2 
1.163 x 10 -2 
9.776 x 10 -3 
8.126 x 10 -3 
6.791 x 10 -3 
6.010 x 10 -3 
5.579 x 10 -3 
5.309 x 10 -3 
3.184 x 10 -3 
2.915 x 10 -3 
1.747 x 10 -3 
1.721 x 10 -3 
7.502 x 10~ 4 
7.881 x 10“ 4 
-7.534 x 10 -4 
-7.017 x 10~ 4 
-7.804 x 10~ 4 
9.143 x 10 -5 
6.159 x 10 -5 
1.793 x 10 -4 
2.026 x 10 -4 
5.645 x 10 -4 
6.883 x 10~ 4 

9.693 x 10 -4 


q’7Poo v 
5.372 x 10 
5.438 x 10" 3 
5.680 x 10 -3 
5.687 x 10" 3 
5.768 x 10 -3 
5.797 x 10' 3 
5.717 x 10" 3 
5.696 x 10~ 3 
5.505 x 10" 3 
5.464 x 10~ 3 
5.097 x 10" 3 
5.061 x 10~ 3 
4.845 x 10 -3 
4.837 x 10 -3 
4.522 x 10~ 3 
4.257 x 10~ 3 
3.855 x 10~ 3 
3.684 x 10 -3 
3.509 x 10 -3 
3.424 x 10~ 3 
3.063 x 10~ 3 
3.022 x 10~ 3 
2.743 x 10“ 3 
2.725 x 10 -3 
2.675 x 10 -3 
2.699 x 10~ 3 
2.285 x 10 -3 
2.079 x 10 -3 
1.962 x 10 -3 
4.364 x 10 -3 

4.390 x 10 -3 
4.387 x 10~ 3 
4.392 x 10 -3 

4.391 x 10 -3 
4.402 x 10~ 3 
4.475 x 10~ 3 




Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


y/L 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 
0.2533 


_ P/PooXo 
3.517 x 10 
3.709 x 10 
3.783 x 10 
4.081 x 10 
4.196 x 10 
4.439 x 10 
4.541 x 10 
4.831 x 10 
4.938 x 10 
5.262 x 10 
5.378 x 10 
5.685 x 10 
5.794 x 10 
6.047 x 10 
6.145 x 10 
6.377 x 10 
6.471 x 10 
6.687 x 10 
6.775 x 10 
6.936 x 10 
7.003 x 10 
7.141 x 10 
7.206 x 10' 
7.277 x 10' 
7.319 x 10 
7.373 x 10 
7.402 x 10' 
7.407 x 10 
7.421 x 10' 
7.396 x 10' 
7.400 x 10' 
7.380 x 10' 
7.388 x 10' 
7.388 x 10' 
7.394 x 10' 
7.359 x 10' 


l 

T zx/ Po o^oq 

T zy / Pcc>v' 

-2 

9.139 xl0~ 3 

1.081 x 10 -3 

-2 

8.515 x 10 -3 

1.218 x 10 -3 

-2 

8.260 x 10 -3 

1.309 x 10" 3 

-2 

7.221 x 10 -3 

1.469 x 10 -3 

-2 

6.791 x 10 -3 

1.555 x 10“ 3 

-2 

5.535 x 10~ 3 

1.875 x 10 -3 

—2 

4.954 x 10 -3 

1.978 x 10 -3 

-2 

3.788 x 10~ 3 

2.322 x 10 -3 

-2 

3.280 x 10 -3 

2.411 x 10 -3 

—2 

2.503 x 10~ 3 

2.733 x 10 -3 

-2 

2.182 x 10~ 3 

2.819 x 10 -3 

-2 

1.692 x 10 -3 

3.221 x 10 -3 


1.479 x 10“ 3 

3.352 x 10 -3 

-2 

9.406 x 10 -4 

3.625 x 10~ 3 

-2 

7.534 x 10 -4 

3.699 x 10 -3 

-2 

4.397 x 10 -4 

3.849 x 10 -3 

-2 

2.955 x 10 -4 

3.886 x 10 -3 

—2 

1.048 x 10~ 4 

3.999 x 10~ 3 

-2 

-7.595 x 10“ 6 

4.015 x 10 -3 

-2 

-6.305 x 10~ 5 

4.235 x 10 -3 

-2 

-1.374 x 10~ 4 

4.278 x 10~ 3 

—2 

1.585 x 10~ 4 

4.427 x 10 -3 

-2 

2.044 x 10~ 4 

4.472 x 10“ 3 

-2 

9.999 x 10 -5 

4.395 x 10 -3 

-2 

6.127 x 10 -5 

4.390 x 10 -3 

r 2 

1.517 x 10 -4 

4.563 x 10 -3 

r 2 

1.556 x 10 -4 

4.616 x 10 -3 

r 2 

1.419 x 10~ 4 

5.039 x 10 -3 

r 2 

1.376 x 10~ 4 

5.173 x HP 3 

I - 2 

-1.561 x 10 -4 

5.724 x 10 -3 

-2 

—2.631 x 10~ 4 

5.923 x 10~ 3 

-2 

-4.375 x 10 -4 

6.558 x 10" 3 

-2 

-5.428 x 10 -4 

6.788 x 10~ 3 

-2 

-6.196 x 10~ 4 

7.466 x 10 -3 

-2 

-6.673 x 10 -4 

7.617 x 10 -3 

-2 

-6.030 x 10 -4 

8.112 x 10 -3 



Table A. 4: Surface variables on upper 
finued). 


plate, fine grid (con- 


y/L 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 

0.2533 


P/PooV^ 

r z x/ PocV^ 

7.382 x 10 2 

-6.543 x 10 -4 

7.405 x 10~ 2 

-6.812 x 10 -4 

7.556 x 10 -2 

-9.972 x 10 -4 

7.550 x 10~ 2 

-7.449 x 10 -4 

7.638 x 10"" 2 

-5.990 x 10 -4 

7.768 x 10~ 2 

-5.094 x 10 -4 

7.985 x 10 -2 

-1.153 x 10 -4 

8.314 x 10"“ 2 

2.413 x 10 -4 

8.487 x 10"" 2 

7.358 x 10~ 4 

8.964 x 10 -2 

1.613 x 10 -3 


9.027 x 10' 
9.546 x 10“ 
9.578 x 10“ 
9.568 x 10“ 
1.000 x 10“ 
1.039 x 10“ 
1.058 x 10“ 

1.062 x 10“ 
1.069 x 10“ 
1.065 x 10“ 
1.078 x 10“ 
1.086 x 10“ 
1.107 x 10“ 
1.074 x 10“ 

1.063 x 10" 
1.054 x 10" 
1.034 x 10" 
1.011 x 10" 
9.976 x 10" 
9.679 x 10" 
9.427 x 10" 
9.122 x 10" 
8.798 x 10" 
8.545 x 10" 
8.082 x 10" 
7.537 x 10“ 


2.087 x 10“ 
3.320 x 10' 
3.718 x 10“ 
4.339 x 10“ 
6.002 x 10“ 
7.442 x 10“ 
8.166 x 10“ 
9.304 x 10“ 
1.030 x 10“ 
1.089 x 10“ 
1.226 x 10“ 
1.322 x 10" 
1.464 x 10“ 
1.418 x 10" 
1.525 x 10' 
1.564 x 10“ 
1.673 x 10' 
1.672 x 10“ 
1.730 x 10“ 
1.723 x 10" 
1.762 x 10“ 
1,788 x 10' 
1.849 x 10' 
1.980 x 10" 
2.026 x 10" 
2.086 x 10" 


T zy/ Poo^o 
9.245 x 10“ 
9.773 x 10' 
1.110 x 10' 
1.118 x 10“ 
1.215 x 10“ 
1.266 x 10“ 
1.382 x 10“ 
1.468 x 10' 
1.528 x 10' 
1.631 x 10“ 
1.637 x 10“ 
1.686 x 10' 
1.688 x 10“ 
1.680 x 10“ 
1.695 x 10' 
1.711 x 10“ 
1.707 x 10“ 
1.621 x 10“ 
1.578 x 10“ 
1.543 x 10“ 
1.428 x 10" 
1.349 x 10" 
1.204 x 10“ 
1.224 x 10" 
1.071 x 10" 
1.005 x 10" 
7.577 x 10" 
7.117 x 10" 
5.684 x 10' 
5.325 x 10" 
3.848 x 10“ 
3.844 x 10“ 
2.394 x 10" 
3.051 x 10" 
1.543 x 10" 
1.938 x 10" 


q’VPooV; 
3.537 x 10" 
3.667 x 10" 
4.010 x 10" 
4.021 x 10" 


4.609 x 10' 
4.844 x 10“ 
4.986 x 10“ 
5.266 x 10“ 
5.304 x 10“ 
5.559 x 10“ 
5 543 x 10" 
5.475 x 10“ 
5.568 x 10“ 
5.644 x 10" 
5.668 x 10“ 
5.494 x 10' 
5.396 x 10“ 
5.288 x 10" 
5.074 x 10“ 
4.952 x 10“ 
4.807 x 10" 
4.633 x 10" 
4.323 x 10" 
4.147 x 10“ 
3.800 x 10“ 
3.642 x 10“ 
3.447 x 10“ 
3.283 x 10" 
3.083 x 10“ 
2.976 x 10“ 
2.812 x 10“ 
2.928 x 10" 
2.735 x 10' 
2.622 x 10“ 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/OooVi 

r Z x/ ^00^09 

T 7,y! Pco^nq 

q’VpooV^ 

0.9933 

0.2533 

7.397 x 10 -2 

2.078 x 10 -2 

1.714 x 10~ 3 

2.567 x 10 -3 ^ 

1.0000 

0.2533 

6.503 x 10 -2 

2.042 x 10 -2 

4.034 x 10~ 4 

2.194 x 10~ 3 

0.4667 

0.2600 

3.044 x 10 -2 

1.057 x 10 -2 

1.907 x 10~ 4 

4.227 x 10 -3 

0.4733 

0.2600 

3.138 x 10 -2 

1.047 x 10~ 2 

1.344 x 10 -4 

4.341 x 10“ 3 

0.4800 

0.2600 

3.158 x 10“ 2 

1.042 x 10 -2 

1.298 x 10 -4 

4.358 x 10 -3 

0.4867 

0.2600 

3.211 x 10 -2 

9.980 x 10~ 3 

2.584 x 10~ 4 

4.334 x 10 -3 

0.4933 

0.2600 

3.224 x 10~ 2 

9.876 x 10~ 3 

2.822 x 10 -4 

4.318 x 10 -3 

0.5000 

0.2600 

3.346 x 10 -2 

9.674 x 10“ 3 

6.851 x 10 -4 

4.430 x 10~ 3 

0.5067 

0.2600 

3.376 x 10 -2 

9.645 x 10~ 3 

7.682 x 10 -4 

4.459 x 10~ 3 

0.5133 

0.2600 

3.532 x 10 -2 

9.112 x 10 -3 

9.455 x 10~ 4 

4.413 x 10~ 3 

0.5200 

0.2600 

3.565 x 10~ 2 

9.008 x 10~ 3 

9.661 x 10~ 4 

4.395 x 10 -3 

0.5267 

0.2600 

3.829 x 10“ 2 

8.159 x 10~ 3 

1.226 x 10~ 3 

4.447 x 10 -3 

t" „ 

0.5333 

0.2600 

3.888 x 10'~ 2 

7.985 x 10 -3 

1.266 x 10 -3 

4.464 x 10 _,i 

0.5400 

0.2600 

4.180 x 10~ 2 

6.987 x 10 -3 

1.679 x 10~ 3 

4.289 x 10~ 3 

0.5467 

0.2600 

4.240 x 10~ 2 

6.817 x 10 -3 

1:777 x 10~ 3 

4.261 x 10~ 3 

0.5533 

0.2600 

4.541 x 10 -2 

5.307 x 10~ 3 

2.129 x 10 -3 

3.946 x 10 -3 

0.5600 

0.2600 

4.603 x 10 -2 

5.045 x 10~ 3 

2.220 x 10~ 3 

3.897 x 10~ 3 

0.5667 

0.2600 

4.914 x 10~ 2 

3.596 x 10~ 3 

2.552 x 10~ 3 

3.611 x 10~ 3 

0.5733 

0.2600 

4.980 x 10~ 2 

3.325 x 10~ 3 

2.644 x 10~ 3 

3.547 x 10~ 3 

0.5800 

0.2600 

5.352 x 10 -2 

2.489 x 10 -3 

2.891 x 10~ 3 

3.481 x 10 -3 

0.5867 

0.2600 

5.434 x 10~ 2 

2.357 x 10~ 3 

2.954 x 10 -3 

3.464 x 10~ 3 

0.5933 

0.2600 

5.728 x 10 -2 

1.528 x 10~ 3 

3.430 x 10~ 3 

3.258 x 10 -3 

0.6000 

0.2600 

5.786 x 10 -2 

1.349 x 10~ 3 

3.548 x 10 -3 

3.204 x 10 -3 

0.6067 

0.2600 

6.065 x 10~ 2 

9.681 x 10~ 4 

3.758 x 10 -3 

3.072 x 10 -3 

0.6133 

0.2600 

6.118 x 10 -2 

9.132 x 10 -4 

3.813 x 10 -3 

3.051 x 10 -3 

0.6200 

0.2600 

6.395 x 10~ 2 

5.620 x 10 -4 

4.006 x 10 -3 

2.906 x 10 -3 

0.6267 

0.2600 

6.449 x 10 -2 

5.299 x 10~ 4 

4.069 x 10~ 3 

2.889 x 10 -3 

0.6333 

0.2600 

6.702 x 10~ 2 

2.893 x 10 -4 

4.236 x 10~ 3 

2.740 x 10 -3 

0.6400 

0.2600 

6.748 x 10~ 2 

2.889 x 10~ 4 

4.310 x 10 -3 

2.720 x 10 -3 

0.6467 

0.2600 

6.899 x 10 -2 

2.272 x 10~ 4 

4.351 x 10~ 3 

2.594 x 10 -3 

0.6533 

0.2600 

6.916 x 10~ 2 

2.625 x 10~ 4 

4.375 x 10 -3 

2.570 x 10 -3 

0.6600 

0.2600 

7.105 x 10~ 2 

2.286 x 10~ 4 

4.363 x 10 -3 

2.481 x 10 -3 

0.6667 

0.2600 

7.129 x 10 -2 

2.257 x 10 -4 

4.349 x 10 -3 

2.465 x 10 -3 

0.6733 

0.^600 

7.230 x 10 -2 

' 2.823 x 10 -4 

4.402 x 10~ 3 

2.412 x 10~ 3 

0.6800 

0.2600 

7.240 x 10 -2 

3.194 x 10 -4 

4.406 x 10 -3 

2.405 x 10 -3 

0.6867 

0.2600 

7.306 x 10 -2 

2.189 x 10~ 4 

4.648 x 10 -3 

2.361 x 10~ 3 
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Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/ PooV^ 

r zx/ PooV^ 

r zy/ Poo^oq 

ir/PcoVl I 

0.6933 

0.2600 

7.307 x I0~ r 

2.064 x 10~^ 

4.694 x 10" 3 

2.354 x 10 J 

0.7000 

0.2600 

7.'328 x 10~ 2 

2.383 x 10 -4 

5.060 x 10~ 3 

2.405 x 10~ 3 

0.7067 

0.2600 

7.321 x 10 -2 

2.579 x 10~ 4 

5.117 x 10 -3 

2.413 x 10~ 3 

0.7133 

0.2600 

7.305 x 10 -2 

8.393 x 10 -5 

5.734 x 10 -3 

2.566 x 10~ 3 

0.7200 

0.2600 

7.288 x 10 -2 

9.545 x 10~ 5 

5.831 x 10~ 3 

2.590 x 10 -3 

0.7267 

0.2600 

7.291 x 10 -2 

-2.096 x 10~ 6 

6.439 x 10 -3 

2.776 x 10 -3 

0.7333 

0.2600 

7.278 x 10 -2 

4.701 x 10~ 5 

6.511 x 10~ 3 

2.797 x 10~ 3 

0.7400 

0.2600 

7.288 x 10 -2 

-3.493 x 10~ 4 

7.530 x 10 -3 

3.076 x 10~ 3 

0.7467 

0.2600 

7.280 x 10~ 2 

-3.779 x 10~ 4 

7.657 x 10~ 3 

3.110 x 10 -3 

0.7533 

0.2600 

7.328 x 10~ 2 

-4.974 x 10~ 4 

8.967 x 10 -3 

3.450 x 10~ 3 

0.7600 

0.2600 

7.343 x 10 -2 

-5.454 x 10~ 4 

9.297 x 10 -3 

3.540 x 10 -3 

0.7667 

0.2600 

7.404 x 10~ 2 

-5.078 x 10 -4 

1.039 x 10 -2 

3.810 x 10~ 3 

0.7733 

0.2600 

7.411 x 10 -2 

-4.950 x 10 -4 

1.055 x 10~ 2 

3.853 x 10 -3 

0.7800 

0.2600 

7.583 x 10 -2 

-5.455 x 10~ 4 

1.202 x 10“ 2 

4.171 x 10 -3 

0.7867 

0.2600 

7.614 x 10 -2 

-4.944 x 10 -4 

1.224 x 10 -2 

4.218 x 10~ 3 

0.7933 

0.2600 

7.846 x 10 -2 

-4.585 x 10 -5 

1.367 x 10~ 2 

4.532 x 10~ 3 

0.8000 

0.2600 

7.884 x 10~ 2 

5.047 x 10~ 5 

1.380 x 10~ 2 

4.562 x 10~ 3 

0.8067 

0.2600 

8.172 x 10~ 2 

7.389 x 10“ 4 

1.490 x 10 -2 

4.835 x 10~ 3 

0.8133 

0.2600 

8.241 x 10~ 2 

9.065 x 10~ 4 

1.501 x 10~ 2 

4.868 x 10~ 3 

0.8200 

0.2600 

8.625 x 10~ 2 

2.000 x 10~ 3 

1.585 x 10~ 2 

5.129 x 10 -3 

0.8267 

0.2600 

8.673 x 10~ 2 

2.112 x 10 -3 

1.590 x 10~ 2 

5.142 x 10 -3 

0.8333 

0.2600 

9.244 x 10 -2 

3.635 x 10~ 3 

1.666 x 10~ 2 

5.363 x 10~ 3 

0.8400 

0.2600 

9.287 x 10 2 

3.744 x 10~ 3 

1.672 x 10 -2 

5.385 x 10~ 3 

0.8467 

0.2600 

9.595 x 10 -2 

5.422 x 10 -3 

1.695 x 10 -2 

5.436 x 10 -3 

0.8533 

0.2600 

9.676 x 10 -2 

5.699 x 10 -3 

1.705 x 10" 2 

5.469 x 10 -3 

0.8600 

0.2600 

9.999 x 10 -2 

7.515 x 10~ 3 

1.692 x 10 -2 

5.451 x 10~ 3 

0.8667 

0.2600 

1.004 x 10 _1 

7.751 x 10~ 3 

1.694 x 10 -2 

5.455 x 10~ 3 

0.8733 

0.2600 

1.042 x 10 -1 

1.000 x 10~ 2 

1.613 x 10 -2 

5.345 x 10~ 3 

0.8800 

0.2600 

1.048 x 10 _1 

1.031 x 10 -2 

1.606 x 10 -2 

5.343 x 10 -3 

0.8867 

0.2600 

1.055 x 10 -1 

1.166 x 10 -2 

1.497 x 10 -2 

5.066 x 10 -3 

0.8933 

0.2600 

1.062 x 10 _1 

1.199 x 10 -2 

1.482 x 10~ 2 

5.043 x 10 -3 

0.9000 

0.2600 

1.060 x 10 _1 

1.329 x 10 -2 

1.318 x 10 -2 

4.716 x 10 -3 

0.9067 

0.2600 

1.064 x 10 -1 

1.372 x 10 -2 

1.279 x 10 -2 

4.646 x 10 -3 

0.9133 

0.2600 

1.053 x 10 _1 

1,469 x 10 -2 

1.149 x 10~ 2 

4.329 x 10 -3 

0.9200 

0.2600 

1.056 x 10 _1 

1.519 x 10~ 2 

1.101 x 10 -2 

4.244 x 10~ 3 

0.9267 

0.2600 

1.023 x 10 _1 

1.557 x 10~ 2 

9.638 x 10 -3 

3.938 x 10 -3 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/L 

P/PooV^ 

r zx/ 

r zy/ Poo V qq 

_q”/PooVi 

0.9333 

Q.2600 

1. 019^70^ 

1.575 x 10 -i ~ 

9.310 x 10 -3 

3.869 x 10 3 

0.9400 

0.2600 

9.899 x 10 -2 

1.649 x 10 -2 

7.822 x 10 -3 

3.554 x 10 -3 

0.9467 

0.2600 

9.857 x 10 -2 

1.667 x 10~ 2 

7.626 x 10 -3 

3.493 x 10 -3 

0.9533 

0.2600 

9.463 x 10 -2 

1.730 x 10~ 2 

6.118 x 10 -3 

3.232 x 10 -3 

0.9600 

0.2600 

9.389 x 10~ 2 

1.752 x 10 -2 

5.756 x 10 -3 

3.166 x 10 -3 

0.9667 

0.2600 

8.954 x 10 -2 

1.897 x 10~ 2 

5.026 x 10~ 3 

3.129 x 10 -3 

0.9733 

0.2600 

8.803 x 10 -2 

1.985 x 10 -2 

4.638 x 10 -3 

3.113 x 10 -3 

0.9800 

0.2600 

8.396 x 10~ 2 

2.019 x 10~ 2 

4.125 x 10~ 3 

3.016 x 10 -3 

0.9867 

0.2600 

7.708 x 10 -2 

2.086 x 10 -2 

2.984 x 10~ 3 

2.785 x 10 -3 

0.9933 

0.2600 

7.180 x 10 -2 

2.134 x 10 -2 

2.858 x 10 -3 

2.680 x 10~ 3 

1.0000 

0.2600 

7.013 x 10 -2 

2.152 x 10 -2 

2.873 x 10 -3 

2.652 x 10 -3 

0.4667 

0.2667 

3.050 x 10 -2 

1.061 x 10 -2 

1.889 x 10 -4 
1.559 x 10 -4 

4.234 x 10~ 3 

0.4733 

0.2667 

3.117 x 10 -2 

1.054 x 10~ 2 

4.298 x 10~ 3 

0.4800 

0.2667 

3.154 x 10 -2 

1.038 x 10 -2 

1.582 x 10~ 4 

4.351 x 10 -3 

0.4867 

0.2667 

3.187 x 10 -2 

1.001 x 10~ 2 

2.925 x 10~ 4 

4.342 x 10~ 3 

0.4933 

0.2667 

3.226 x 10 2 

9.871 x 10 -3 

3.166 x 10 -4 

4.324 x 10 -3 

0.5000 

0.2667 

3.309 x 10 -2 

9.715 x 10 -3 

6.013 x 10 -4 

4.389 x 10 -3 

0.5067 

0.2667 

3.376 x 10~ 2 

9.622 x 10~ 3 

7.495 x 10 -4 

4.444 x 10~ 3 

0.5133 

0.2667 

3.477 x 10 -2 

9.281 x 10 -3 

8.408 x 10~ 4 

4.411 x 10~ 3 

0.5200 

0.2667 

3.571 x 10 -2 

8.971 x 10~ 3 

9.672 x 10~ 4 

4.399 x 10~ 3 

0.5267 

0.2667 

3.731 x 10 -2 

8.420 x 10 -3 

1.129 x 10~ 3 

4.427 x 10~ 3 

0.5333 

0.2667 

3.883 x 10~ 2 

7.985 x 10 -3 

1.292 x 10~ 3 

4.447 x 10~ 3 

0.5400 

0.2667 

4.050 x 10 -2 

7.422 x 10~ 3 

1.571 x 10“ 3 

4.355 x 10 -3 

0.5467 

0.2667 

4.232 x 10 -2 

6.802 x 10 -3 

1.792 x 10 -3 

4.263 x 10 -3 

0.5533 

0.2667 

4.412 x 10 -2 

5.928 x 10 -3 

2.048 x 10 -3 

4.105 x 10 -3 

0.5600 

0.2667 

4.598 x 10 -2 

5.034 x 10 -3 

2.249 x 10~ 3 

3.889 x 10 -3 

0.5667 

0.2667 

4.795 x 10 -2 

4.047 x 10~ 3 

2.521 x 10~ 3 

3.663 x 10 -3 

0.5733 

0.2667 

4.973 x 10 -2 

3.352 x 10~ 3 

2.655 x 10~ 3 

3.547 x 10~ 3 

0.5800 

0.2667 

5.212 x 10 -2 

2.757 x 10~ 3 

2.852 x 10~ 3 

3.474 x 10~ 3 

0.5867 

0.2667 

5.414 x 10 -2 

2.365 x 10 -3 

2.980 x 10 -3 

3.449 x 10 -3 

0.5933 

0.2667 

5.595 x 10~ 2 

1.814 x 10~ 3 

3.341 x 10 -3 

3.298 x 10 -3 

0.6000 

0.2667 

5.767 x 10 -2 

1.402 x 10“ 3 

3.550 x 10 -3 

3.205 x 10 -3 

0.6067 

0.2667 

5.932 x 10~ 2 

1.182 x 10~ 3 

3.740 x 10~ 3 

3.110 x 10~ 3 

0.6133 

0.2667 

6.097 x 10 -2 

9.390 x 10 -4 

3.830 x 10 -3 

3.046 x 10~ 3 

0.6200 

0.2667 

6.253 x 10 -2 

7.300 x 10~ 4 

4.002 x 10 3 

2.936 x 10 -3 

0.6267 

0.2667 

6.426 x 10~ 2 

5.428 x 10~ 4 

4.069 x 10~ 3 

2.879 x 10~ 3 


If 


Table A. 4: Surface variables on upper 
tinued). 


plate, fine grid (con- 


P/^oo V ' 
0.2667 6.568 x 10' 

0.2667 6.720 x 10' 

0.2667 6.787 x 10" 


6.896 x 10' 
6.971 x 10' 
7.097 x 10" 
7.150 x 10" 
7.221 x 10' 
7.244 x 10' 
7.289 x 10' 
7.279 x 10' 
7.305 x 10' 
7.271 x 10" 
7.275 x 10' 
7.251 x 10" 
7.261 x 10" 


0.7400 0.2667 7.225 x 10' 


0.7000 

0.7067 

0.7133 

0.7200 

0.7267 

0.7333 


0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 


0.7800 

0.7867 

0.7933 

0.8000 

0.8067 

0.8133 

0.8200 

0.8267 

0.8333 

0.8400 

0.8467 

0.8533 

0.8600 

0.8667 


0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 

0.2667 


7.238 x 10' 
7.190 x 10" 
7.221 x 10' 
7.201 x 10' 
7.291 x 10" 
7.263 x 10' 
7.382 x 10' 
7.423 x 10' 
7.631 x 10' 
7.743 x 10' 
7.944 x 10' 
8.119 x 10' 
8.357 x 10' 
8.445 x 10' 
8.858 x 10' 


0.2667 8.800 x 10' 

0.2667 9.258 x 10" 

0.2667 9.200 x 10" 

0.2667 9.625 x 10" 


T zx/ P(X)~V re 
3.864 x 10" 
3.113 x 10" 
3.126 x 10" 
2.966 x 10" 
3.440 x 10“ 
2.762 x 10" 
3.499 x 10“ 
3.365 x 10" 
3.060 x 10" 
2.459 x 10" 
3.300 x 10" 
2.956 x 10" 
2.740 x 10" 
1.726 x 10" 
2.532 x 10“ 
1.070 x 10“ 
1.584 x 10" 
-1.727 x 10" 
1.995 x 10" 
—1.087 x 10" 
-2.211 x 10' 
-1.892 x 10' 
-7.091 x 10' 
-1.206 x 10' 
-4.869 x 10' 
3.069 x 10" 
5.512 x 10" 
1.011 x 10" 
1.453 x 10" 
2.019 x 10" 
2.467 x 10" 
3.551 x 10" 
4.029 x 10" 
5.321 x 10" 
5.788 x 10" 
7.222 x 10" 


r zy/Poo V QQ 

4.182 x 10" 3 
4.291 x 10" 3 
4.312 x 10" 3 
4.366 x 10" 3 
4.363 x 10" 3 
4.374 x 10~ 3 
4.434 x 10” 3 
4.433 x 10" 3 
4.619 x 10" 3 
4.695 x 10" 3 
4.927 x 10" 3 
5.106 x 10“ 3 
5.498 x 10" 3 
5.782 x 10" 3 
6.114 x 10" 3 
6.448 x 10" 3 
6.862 x 10" 3 
7.481 x 10" 3 
7.676 x 10" 3 
8.689 x 10" 3 
9.000 x 10" 3 
1.014 x 10" 2 
1.042 x 10" 2 
1.162 x 10" 2 
1.206 x 10" 2 
1.309 x 10" 2 
1.358 x 10" 2 
1.430 x 10" 2 
1.475 x 10" 2 
1.536 x 10" 2 
1.556 x 10" 2 
1.621 x 10~ 2 
1.618 x 10" 2 
1.662 x 10" 2 
1.650 x 10" 2 
1.662 x 10" 2 


q’VPooV; 
2.760 x 10“ 
2.715 x 10' 
2.632 x 10' 
2.573 x 10' 
2.522 x 10" 
2.474 x 10' 
2.441 x 10' 
2.406 x 10' 


2.374 x 10' 
2.408 x 10' 
2.495 x 10' 
2.571 x 10" 
2.660 x 10' 
2.769 x 10' 
2.863 x 10' 


3.675 x 10' 
3.699 x 10' 
3.962 x 10' 

4.051 x 10" 
4.316 x 10" 
4.435 x 10' 
4.587 x 10' 
4.710 x 10' 
4.866 x 10' 
4.878 x 10' 
5.115 x 10" 

5.052 x 10' 
5.230 x 10' 
5.143 x 10' 
5.239 x 10" 


437 


Table A. 4: Surface variables on upper plate, fine grid (con- 
tinued). 


x/L 

y/ L 

p/p°c v 'L 

r zx/ PooV^ 

r zy/ Poo^ 

tr/pxK, 

.0.8733 

0.2667 

9.518 x 10~ 2 

7.617 x 10 -3 

1.636.x 10" 2 

5.107 x 10 -3 

0.8800 

0.2667 

9.892 x 10 -2 

9.196 x 10~ 3 

1.595 x 10~ 2 

5.102 x 10 -3 

0.8867 

0.2667 

9.756 x 10~ 2 

9.392 x 10 -3 

1.565 x 10~ 2 

4.957 x 10 -3 

0.8933 

0.2667 

1.010 x 10 _1 

1.080 x 10~ 2 

1.501 x 10~ 2 

4.888 x 10 -3 

0.9000 

0.2667 

9.930 x 10~ 2 

1.078 x 10~ 2 

1.475 x 10 -2 

4.740 x 10 -3 

0.9067 

0.2667 

1.017 x 10 _1 

1.231 x 10 -2 

1.364 x 10 -2 

4.573 x 10 -3 

0.9133 

0.2667 

1.002 x 10“ 1 

1.227 x 10 -2 

1.355 x 10 -2 

4.446 x 10 -3 

0.9200 

0.2667 

1.013 x 10 -1 

1.372 x 10 -2 

1.217 x 10 -2 

4.231 x 10 -3 

0.9267 

0.2667 

9.940 x 10 -2 

1.365 x 10 -2 

1.207 x 10~ 2 

4.113 x 10 -3 

0.9333 

0.2667 

9.943 x 10~ 2 

1.483 x 10~ 2 

1.036 x 10~ 2 

3.897 x 10~ 3 

0.9400 

0.2667 

9.749 x 10 -2 

1.473 x 10 -2 

1.033 x 10~ 2 

3.801 x 10 -3 

0.9467 

0.2667 

9.674 x 10~ 2 

1.592 x 10 -2 

8.715 x 10 -3 

3.559 x 10 -3 

0.9533 

0.2667 

9.481 x 10~ 2 

1.595 x 10~ 2 

8.802 x 10~ 3 

3.497 x 10 -3 

0.9600 

0.2667 

9.272 x 10 -2 

1.732 x 10 -2 

7.141 x 10~ 3 

3.324 x 10 -3 

0.9667 

0.2667 

9.058 x 10~ 2 

1.791 x 10 -2 

7.819 x 10 -3 

3.415 x 10 -3 

0.9733 

0.2667 

8.820 x 10~ 2 

1.908 x 10 -2 

6.145 x 10~ 3 

3.252 x 10 -3 

0.9800 

0.2667 

8.293 x 10“ 2 

2.069 x 10~ 2 

6.160 x 10~ 3 

3.269 x 10~ 3 

0.9867 

0.2667 

8.221 x 10 -2 

2.101 x 10~ 2 

6.320 x 10 -3 

3.299 x 10 -3 

0.9933 

0.2667 

7.836 x 10 -2 

2.136 x 10 -2 

5.512 x 10 -3 

3.150 x 10" 3 

1.0000 

0.2667 

7.142 x 10~ 2 

2.199 x 10 -2 

4.017 x 10 -3 

2.873 x 10 -3 


